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SHORT  INTRODUCTION  TO  C0NTTHT5 


Both  in  China  and.  abroad,  in  thermal  physics  and  engineering  circles*  the  trend 
in  the  design  of  new  types  of  combustion  chambers  is  to  combine  the  use  of  aerodynamics, 

:he  science  of  heat  transfer  and  heat  train sfe ring  materials  and  the  theory  of  the 
science  of  combustion  with  experimental  testing  carried  out  by  using  the  technology 
available  for  precise,  high  speed,  automatic  measurements;  the  theoretical  knowledge 
available  and  the  data  which  can  be  obtained  are  then  combined  to  improve  the  quality 
of  physical  and  mathematical  models  of  the  flow  fields  in  question;  programs  for  the 
calculations  are  arranged,  and  computers  are  used  to  figure  cut  flow  field  character¬ 
istics  and,  at  the  same  time,  collaborate  the  test  results. 

This  book  analyses  the  air  flow  structures  and  flow  field  characteristics  of  the 
combustion  chambers  of  jet  engines  from  the  point  of  view  of  aerodynamics;  it  intro¬ 
duces  basic  concepts  and  basic  equations,  and  it  places  emphasis  on  theory  and  exper¬ 
imentation  describing  vortex  flow  fields  and  turbulence  rats;  this  is  to  form  a 
preparatory  foundation  for  the  numerical  calculation  of  combustion  chamber  flew  fie  las. 

There  are  sixteen  chapters  all  together  in  this  book,  and  it  could  be  useful 'y 
studied  by  senior  students  or  research  personnel  specializing  in  thermal  physics  eng¬ 
ineering  and  dynamics  at  major  technical  academies  and  schools;  it  can  also  be  use¬ 
fully  studied  by  scientific  and  technical  personnel  in  fields  related  to  combustion. 
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CHAPTER  1  DTTHODUCTIQN 


Section  1  Capability  Targets  for  Combustion  Chambers  of  Turbine  Jet  Engines 

Combustion  chambers  are  the  "ovens"  of  turbine  jet  engines,  called  "turbine 
jets"  for  short.  With  air  flow,  fuel  injection  and  ignition,  one  gets  combustion 
which  throws  out  heat  energy  and  increases  air  flow.  High  pressure,  high  temper¬ 
ature  gases  flow  through  the  turbine  wheels,  and  the  expansion  of  these  gases 
inside  the  jet  tubes  creates  power.  If  there  is  no  air  flow,  there  is  no  com¬ 
bustion,  and  the  "turbine  jet"  cannot  maintain  its  functioning  cycle.  If  com¬ 
bustion  is  bad,  then,  the  capabilities  of  turbine  jets  cannot  be  good. 

Aircraft  fly  in  different  climates,  at  different  altitudes  and  different 
speeds.  The  technological  requirements  for  the  combustion  chambers  of  turbine 
jets  must  be  particularly  strict.  It  is  required  that,  within  the  "flight  envel¬ 
ope",  engines  not  be  extinguished,  that  combustion  be  fast,  stable,  even  and  good. 
Tovond  this,  it  is  also  required  that  there  be  few  combustion  chamber  failures, 
that  chamber  life  is  long  and  that  the  chambers  are  small  in  volume  and  light  in 
weight.  The  quality  of  combustion  produced  by  various  combustion  chambe  s  zvj 
called  "capability  targets." 

A  filter  aircraft  flies  above  an  isothermic  layer,  and,  because  it  has 
developed  a  flame  out  malfunction,  the  compressor  turbines  turn  in  vain.  3h 
such  a  circumstance,  the  combustion  chamber  intake  pressure  can  drop  to  <. 

0.5  (2l/cm~);  temperature  can  drop  to  t^  at:  -30  (c);  and,  flow  speed  con  rise 
as  high  as  "u„/fi*'  100  (m/s).  The  only  thing  to  do  is  to  dive  to  a  lower  altitude 
or  temporarily  change  over  to  gasoline;  moreover,  one  must  inject  oxygen,  and, 
only  then,  can  the  engine  be  reignited.  The  altitude  at  which  an  extinguished 
engine  c'n  be  roignited  is  called  "ignition  altitude";  it  is  generally  between 
8000  and  1?'',  0  n.  Igiition  altitudes  are  safe  altitudes. 

3y  using  the  volume  of  flow  Q  (m^/s)  to  eliminate  the  combustion  chamber 

volume  V  (m^),  one  can  obtain  the  air  flow  "stop  over  period"  6-«f  (ms).  3h 

s 

this  period  of  time,  the  air  intake  volume  G  must  be  apportioned  to  various  areas, 
the  jet  fuel  must  be  atomized,  vaporized,  mixed,  heat  must  be  released  by  chemical 
reaction,  the  air  mixture  must  be  rebum ad,  the  temperature  must  be  lowered,  etc; 

and  all  these  processes  must  take  place  in  a  timely  manner  because,  only  then,  can 
continuous,  stable  combustion  be  sustained. 


Combustion  is  the  violent  collision  of  molecules  of  oxygen  with  molecules  of 
fuel  in  such  a  way  as  to  destroy  the  structure  of  the  fuel  molecules  and  form 
molecules  of  a  new  compound.  Under  conditions  of  high  temperature  and  pressure, 
molecules  have  many  opportunities  to  collide  and  many  opportunities  to  reform; 
the  chemical  reaction  time  t^  <  1  (ms).  As  far  as  speed  of  combustion  i3  concerned, 
it  is  primarily  decided  by  the  speeds  of  air  flow  distribution  and  mixing.  Aero¬ 
dynamic  nozzles  and  vapor  tubes  cause  liquid  fuel  to  atomize  ahead  of  schedule, 
which  causes  vapor  and  shortens  the  mixing  preparation  time  within  the  combustion 
c  'amber.  One  cdn  say,  "yv<=n  nixing  means  fast  burning. "  Within  a  combustion 
chamber,  how  many  kilocalories  of  heat  energy  can  be  produced  by  each  square  meter 
of  volume,  for  each  hour,  for  each  atmosphere  of  pressure  is  called  "heat  emission 

*7 

strength"’  or  I.  The  I  value  for  turbine  jet  combustion  chambers  is  (2  ~  5)x  10' 

25  e  7 

(kcal/nr.  hr  •  aim);  the  same  value  for  a  normal  boiler  is,. 5*  lO'  (kcal/m  *hr  •  atm); 
so,  the  combustion  chamber  is  about  100  times  hotter.  Given  a  fixed  value  of  I, 
it  is  possible  to  estirft-'  +-he  volume  of  the  combustion  chamber  involved. 

According  to  the  quantitative  equilibrium  equations  for  the  chemical  reactions, 
every  kg  of  kerosene  will  bum  its  precisely  required  nuantity  of  air  L^-of  U.?. 

The  actual  ratio  between  air  flow  quantity  G  and  L  is  called  the  gas  remainder 
coefficient  3.  When  a  turbine  jet  is  cruising  at  high  altitudes,  the  amount  of 
air  entering  the  chamber  G  can  be  right  around  12C  times  the  amount  of  fuel  being 
injected  Gf;  under  maximum  conditions  it  will  be  around  50  times  G^.  That  is  to 
say  that  the  whole  variation  range  for  the  gas  remainder  coefficient  s  is  wide, 
i.e.  3.5  .<£<.,  8.  In  actuality,  when  local  values  of  »>  2,  it  is  very  difficult 
to  ignite  the  fuel.  Therefore,  no  matter  what  kind  of  operational  configuration 
a  turbine  jet  i3  in,  it  is  necessary  to  xake  pains  to  maintain  the  local  value  of 
the  gas  remainder  coefficient  in  the  main  combustion  area  of  the  combustion  cham¬ 
ber  within  the  range  0.5  <o<  1  in  order  to  prevent  flame  out.  The  average  in¬ 

take  air  flew  speed  for  somcu3tion  chambers  can  be  in  the  range  of  o,a<  30-100 
(m/s).  Stability  of  comtwstion  is  evidenced  by  such  things  as  tolerance  of  a  ride 
range  of  lean  and  rich  mixtures,  low  temperature,  low  pressure,  high  air  speed, 
while  still  maintaining  flame  stability  and  vigor  without  deviation  or  flame  out. 

As  far  as  the  use  of  high  capability  ignition  gear  for  the  forcing  of  igni¬ 
tion  is  concerned,  when  such  equipment  is  used  to  start  aircraft  in  cold  weather, 
it  is  particularly  important  to  be  sure  that  the  throttle  is  not  pushed  too  fast 
increasing  speed  too  violently.  Because  of  the  fact  that  when  rotation  speed  is 
low,  kerosene  atomization,  vaporizing  and  mixing  are  not  yet  completely  prepared 
for,  it  is  not  possible  to  achieve  stable  combustion  in  the  main  combustion  area. 

However,  if  forced  ignition  is  not  stopped,  the  fire  can  flow  down  and  reach  the 
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exhaust  port  of  the  combustion  chamber  or  even  the  turbine  wheels  before  it  really 
stares  -fc0  bum;  this  condition  raises  the  temperature  but  does  not  increase  the 
rotation  speed  of  the  turbine;  this  can  lead  to  the  destruction  of  the  turbine 
fan  blades  by  the  heat.  This  is  called  a  "heat  stoppage"  malfunction. 

There  are  three  important  indicators  of  good  combustion : 

(l)  Overall  combustion  efficiency  and  Local  Combustion  Efficiency 

JfeJce  H=  the  fuel  heat  value,  7=1 / 3LQ-  the  fuel  to  air  ratio;  let  the  total 

heat  content  of  the  gases  when  they  are  at  the  exhaust  port  of  the  combustion 

* 

chamber  and  have  already  be^  burned  =  i,;  and,  let  the  total  heat  content  of 

■*  * 

air  at  the  intake  port  =  If  one  takes  each  kilogram  of  air  as  the  basis, 
then 

overall  combustion  efficiency  tj  —  .0  +  Hh  % 


Ve  already  know  s;  we  measure  the  average  overall  temperature  of  the  intake 

and  exhaust  gas  flow  T*  and  ;  and,  ve  *-rt  figure  *>  'ey  checking  a  gas  heat  eng- 

*  * 

ir.eering  properties  chart  or  by  getting  and  i,,.  At  the  present  time,  «f5»99% 
for  the  main  combustion  chambers  of  turbine  jets.  IMa  is  a  numerical  value  for 
this  characteristic,  which  is  obtained  through  static  engine  testing.  In  flight 
lirill  be  lower. 

In  the  interior  of  the  combustion  chamber,  measurements  of  local  fuel  con¬ 
centrations  in  different  parts  of  the  chamber  =  (kg/m^).  The  initial  fuel 

concentration  before  combustion  is  taken  to  equal  (kg/m') I  and,  the  fuel  con¬ 

sumption  ratio  0  »  C./CL  •  Before  combustion,  <t>  =*°1;  after  combustion,  it 

equals  0. 

Local  combustion  efficiency  7  =  (1-  <l>  )  the  local  rates  of  chemical 
reaction 


W  -  ~-  CvCO  -  -C,.  [kg/mJ  •  *]. 


Local  rates  of  combustion  7  follow  the  course  of  the  flew  and  gradually 

rises  until  it  reaches  the  overall  combustion  efficiency  7  » 

^  evenness  ^ 

(2)  8t  the  a  level  of  the  exhaust  port  temperature  field  of  com¬ 

bustion  chambers. 
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Because  the  flow  speed  distribution  inside  combustion  chambers  is  uneven,  and 
the  distribution  of  fuel  concentration  is  uneven,  therefore,  there  is  no  way  for 
the  exhaust  port  temperature  distribution  to  be  even.  In  order  to  assure  the 
strength  level  of  the  turbine  fan  blades,  strict  limits  must  be  placed  on  the 
"uneven ess"  of  radial  and  circumferential  temperature  distributions  in  the  air  flow 
coming  out  the  exhaust  ports 

Define  8  -  Highest  overall  exhaust  -port  tesro-Avg  overall  exhaust  temp 
Avg  overall  exhaust  port  temp-Avg  overall  intake  temp 

3  4® - 4s-<25%. 

rr  -  r? 


If  one  can  raise  the  average,  overall  exhaust  port  temperature  for  combustion 

chambers,  and  reduce  the  "uneveness",  8  then,  it  is  certain  that  one  can  raise 
^ 

the  capabilities  of  turbine  jets.  If  can  be  raised  so  that  T*ss:  2000K,  then, 
low  temuerature  mixing  is  not  required  and  neither  is  assisted  combustion. 

(3)  ’./all  temperature  distributions  of  flame  tubes. 

The  material  in  the  +hin  panels  of  flame  tubes  have  a  limited  ability  to  res¬ 
ist  high  temperatures.  If  the  temperature  distribution  on  a  wall  surface  is  not 
even,  and  the  surfaces  are  subjected  to  aerodynamic  and  mechanical  vibrations, 
causing  stress  concentrations  along  the  edges  of  openings  in  the  panels,  it  is 
very  easy  to  have  fatigue,  creasing  damage,  cracking  and  complete  failure.  Pieces 
of  failed  material  can  then  flow  with  the  air  current  down  into  the  engine  where 
they  can  damage  the  turbine  fan  blades,  and  this  can  lead  to  a  whole  range  of  ac¬ 
cidents!  At  present,  localized  hot  spots  in  the  walls  of  flame  tubes  should  not 
exceed  850°C,  and  the  average  temperature  throughout  the  walls  is  6C0°C,  In 
order  to  prevent  overheating  of  the  flame  tubes,  first,  combustion  must  be  stable, 
that  is,  the  flames  must  not  expend,  wobble  or  consume  the  inside  of  the  tubes. 
Secondly,  air  film  cooling  or  "sweat  cooling"  must  be  used  to  protect  the  inside 
walls.  The  air  films  which  stick  to  the  inside  walls  of  the  tubes  very  seldom 
take  part  in  the  combusticn,  and  are  not  a  main  force  in  the  operation  of  the  eng¬ 
ine;  therefore,  every  effort  must  be  made  to  reduce  the  amount  of  air  film  cooling; 
the  amount  of  air  used  for  this  purpose  should  not  exceed  25%. 

The  lack  of  carbon  accumulation  in  jet  tubes  and  around  jet  mouths,  the  lack 
of  exhaust  smoke,  minimi  quantities  of  the  poisonous  gases  CO  and  NO  in  exhaust. 
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a  minimal  amount  of  combustion  noise  —  all  these  things  are  also  are  indicators  of 
"good  burning. "  The  Peoples  Laws  concerning  these  matters  set  3trict  limits  on 
exhaust  smoke*  CO  and  NO  content  of  exhaust  and  noise. 

If  one  is  to  achieve  fast  combustion*  stable  combustion  and  good  combustion, 
then*  the  construction  of  combustion  chambers  —  sneaking  from  an  aerodynamic  point 

of  view  -  poses  many  obstacles  and  limitations.  For  example*  compressors* 

swirl  atomizers,  stabilizers,  evaporizatian  tubes  or  jet  nozzles,  as  well  as  -ur- 
r-ent  iirection  baffles,  shunting' panel  mixing' apertures  and  narrow  cracks  can  all 
be  considered  as  obstacles;  forcing  air  currents  to  reduce  speed,  to  suddenly  in¬ 
tensify,  to  turn,  to  rotate,  to  divide,  to  blast  and  to  mix  can  all  be  considered 
as  limitations.  Uiese  "obstacles"  and  "limiaticns"  cause  air  flow  speed  distribu¬ 
tion  to  be  extremely  uneven;  this  produces  turbulence  and  vortices.  The  viscos— 
ity  cheer  forces  between  layers  of  air  and  the  friction  between  the  air  flow  and 

* 

the  solid  surfaces  of  the  engine  will  both  tend  to  reduce  the  total  pressure  A P  . 

tc. 

The  total  pressure  F  represents  the  Size  of  the  total  amount  of  mechanical  energy 
in  the  air  flow;  that  is  to  say,  the  amount  of  work  that  the  expansion 

of  the  air  flow  is  capable  of  doing.  There  is  an  overall  pressure  loss  of  1%  in 
Trent  of  the  tail  jet  nozzle,  and  the  thrust  of  the  turbine  jet  is  reduced  by  some¬ 
thing  more  than  1?o.  Drops  in  air  flow  pressure  which  occur  ks  a  result  of  energy 
expended  in  order  to  overcome  blockages  are  called  "flow  blockage  losses."  Sven 
if  one  has  a  flat,  smo-th,  straight  tube  with  no  surface  friction  and  no  vortical 
turbulance,  it  only  takes  an  increase  in  the  heat  of  combustion,  and  such  an  incr¬ 
ease  will  necessrrily  increase  the  speed  of  the  air  flow  2nd  decrease  the  pressure. 
This  phenomenon  is  called  "heat  blockage  loss."  It  can  be  clearly  seen  from  all 
this  that  the  basic  contradiction  in  the  design  of  combustion  chambers  is  that  in 
order  to  improve  combustion  capabilities  one  must  introduce  many  flow  blockages 
and  heat  bloc’nges.  'The  general  pressure  ratio  between  the  exhaust  nozzle  and  the 
intake  nozzle  of  a  combustion  chamber  is  called  the  "general  pressure  repletion 
coefficient"  <r.  For  combustion  chambers  of  the  same  form  and  dimensions,  it  is 
obvious  that  the  higher  cr,  is  the  better.  In  general,  should  be  >  0.94. 

A  "thermal  expansion  strength",^ which  has  a  high  value  is  a  reflection  of 
a  combustion  chamber  which  has  a  small  volume.  The  design  of  a  turbine  jet  must 
make  rational  use  of  limited  space.  The  process  of  development  goes  from  single 
or  simple  tubes  to  interconnected  tubes  and,  finally,  to  the  tubular  combustion 
cavities  themselves.  Recently,  the  trend  has  been  toward  the  use  of  shortened 
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cavities,  double  cavities  and  sub-divided  cavities  in  the  construction  of  combustion 
chambers. 

Shortening  the  length  of  combustion  chambers  not  only  reduces  the  volume  of 
the  chamber  and  lightens  its  weight,  it  is  also  capable  of  reducing  the  amount  of 
air  reanired  for  air  film  cooling,  which  allows  the  absolute  maximum  amount  of  the 
air  entering  the  chamber  to  take  part  in  mixing  and  combustion}  shortening  the  span 
between  the  turbine  wheels  and  the  compressors  increases  rigidity  along  the  main 
axis  as  well  as  critical  rotation  speed. 

This  method  for  shortening  the  length  of  combustion  chambers  involves  short¬ 
ening  the  chamber  entry  compressor  or  the  use  of  a  "sudden  compression  fora"  gas 
entry}  these  types  of  chamber  entries  take  advantage  of  vortex  reflux  and  shorten 
flame  length}  they  also  increase  the  maximum  permissible  temperature  in  front  of 
the  turbines,  T^,  and  increase  combustion  efficiency  ij  ;  therefore,  it  is  possible 
to  shorten  or  eliminate  areas  of  supplementary  fuel  feed  and  lowered  temperature} 
with  such  a  design  it  is  possible  to  ad.just  combustion  to  different  operational 
configurations  and  eliminate  exhaust  gas  passages. 

Because  their  heat  emission  strength  is  high,  their  operating  conditions  div¬ 
erse  and  their  technical  requirements  stringent,  the  general  overhaul  life  of 'tur¬ 
bine  jet  combustion  chambers  is  much  shorter  than  that  of  naval  ship  boilers  or 
surface  ovens.  1316  general  overhaul  life  for  the  combustion  chambers  of  fighter 
aircraft lauprcxiaately  200-500  hours.  The  general  overhaul  life  of  the  combustion 
chambers  of  civilian  aircraft  can  exceed  1000  hours.  All  the  technical  require¬ 
ments  for  a  combustion  chamber  cannot  be  satisfied  at  the  same  time.  For  example, 
fast  burning  and  long  life,  good  combustion  and  small  losses  are  contradictory 
requirements.  One  must  set  the  main  capability  targets  for  a  combustion  chamber 
according  to  its  intended  application. 

2.  Flow  Distribution  in  Combustion  Chambers  of  Turbine  Jet  Engines 

Fig  1,1  is  a  cross  section  diagram  of  the  cavity  of  a  connectings  tube  type  com¬ 
bustion  chamber.  The  compressors  send  air  flow  G  (kg/s)  through  the  cavity's  pres¬ 
sure  intensification  apparatus  where  it  slows  down  and  is  pressured  into  the  com¬ 
bustion  chamber  entrance  with  an  average  flow  speed  of  (m/s),  a  density  of 
(kg/m3),  an  average  overall  pressure  of  ?*  (N/co^)  and  an  average  overall  temper¬ 
ature  of  ?*’  (K).  Distributions  for  the  entering  air  flow  G  in  certain  predetermined 
configurations  are  as  follows: 
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(l)  The  amount  of  gas  flowing  from  the  eddy  current  gear  into  the  main  com¬ 
bustion  area,  G^ ,  accounts  for  approximately  8-1  C%.  the  exhaust  at  the  end  of  the 
eddy  current  apparatus  is  fitted  with  flow  guide  baffles  which  have  numerous  holes 
in  them;  this  is  to  prevent  the  accumulation  of  carbon.  The  blades  of  the  eddy 
current  devices  force  the  air  flow  to  rotate;  this  creates  the  vortical  reflux  area 
(see  Chapter  6  for  a  detailed  treatment  of  this  subject). 

(?)  The  gas  volume,  G0,  which  flows  into  the  main  combustion  area  from  the 
pas  mixture  apertures  and  the  main  fuel  '  apertures  accounts  for  approximately 
16-" C?i.  These  two  constituents  of  the  pas  volume  (G^  G„)  and  the  amount  of  jet 
fuel  which  is  mixed  in  in  appropriate  proportions  together  form  a  local  gas  remain¬ 
der  coefficient  <*££',  l.C.  A  rich  mixture  in-  the  main  combustion  area  with  a<  1,0, 

is  advantageous  for  starting  combustion  and  for  the  stability  of  high  altitude  con¬ 
i': 

busticn;  however,  the  local  combustion  efficiency  j?  is  too  lew,  and  a  relatively 
long  supplementary  combustion  area  is  required.  A  lean  mixture  in  the  main  com¬ 
bustion  area  with  ®  ^  1  has  advantages  which  are  the  exact  opposite  of  those  of 
a  rich  mixture. 

The  -ms  --olume  distribution  and  P*  and  T*  of  the  gases  matering  the  flame  tube 
of  the  connected  tube  combustion  chamber  in  Fig  1,1  change  along  the  course  of  the 
flow. 

(3)  The  gas  volume,  G^,  which  comes  from  the  supplementary  fuel  aper¬ 
tures  and  enters  and  enters  the  supplementary  combustion  area  accounts  for  approx¬ 
imately  20-25;-.  If  the  main  combustion  area  has  a  ricn  mixmire  to  begin  with, 
theoretically,  the  mutual  interaction  and  mixing  of  (G,+  G9+  G^)  and  G^,  should 
cause  the  local  gas  remainder  coefficient  at  the  exit  of  the  supplementary  com¬ 
bustion  area  to  reach  et*  2  with  local  com  busticn  efficiency  reaching  • 

(4)  The  gas  volume,  G* ,  which  is  altering  the  cooling  area  from  the  large 

-r 

coaling  aperture  added  to  the  gas  volume  used  in  air  film  coolinr,  GR,  accounts 
for  ap-roximately  15-5;tj«  If  one  can  raise  the  overall  f ->nperature ,  ?7,  which 
is  permissible  for  entrance  into  the  turbines  from  1200°K  to  l600  K,  then,  it 
is  possible  to  reduce  the  amount  of  gas  necessary  for  cooling,  G^.  If  one  can 
shorten  the  combustion  chamber,  lessening  the  amount  of  wall  surface  necessary 
in  cooling,  then,  it  is  possible  to  reduce  the  amount  of  gas  used  in  the  air  film, 
Gc,  Not  only  can  this  raise  the  thermal  emission  strength,  I,  it  can  also  greatly 
lower  fuel  consumption,  sfc,  (the  number  of  kg  of  fuel  consumed  per  hour  for  each 
kg  of  thrust). 

In  Fig  1.1  one  can  see  that,  in  the  area  in  front  of  the  main  fuel 
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aperture*  that  is*  in  the  main  combustion  area*  the  drop  in  overall  pressure  and  the 
rise  in  overall  temperature  are  both  very  fast.  'This  explains  why  both  the  mixing 
and  combustion  of  air  and  fuel  are  very  violent. 


1*  3ddy  Current  Ar-aratus  2.  Gas  Mixture  Aperture  3.  Reflux  Area  4.  .'lain  Fuel 
Anerture  5.  Supplementary  Fuel  Aperture  6.  Air  Film  Cooling  Crack  7.  Cooling 
Aperture  8.  Outer  Cavity  Skin  9.  Jet  Nozzle  or  Mouth  10.  Plow  Guide  Baffle 
11.  Pressure  Intensification  Apparatus  12,  Main  Combustion  Area  13,  Supplementary 
Combustion  Area  14.  Cooling  Area  15.  Gas  'Guide  Tube  16,  Overall  Temperature 
1?»  Inner  Cavity  Skin  18,  Overall  Pressure  19.  Gas  Plow  Momentum 


Sec  3  Plow  Field  Structure  in  Combustion  Chambers  of  Turbine  Jet  Ehgines 


At  any  given  instant,  the  form  of  the  distribution  of  the  air  flow  speed  vector, 
V,  pressure  strength,  p,  fuel  concentration,  c^,  and  overall  temperature,  T*,  within 
a  limited  space  is  called  the  "flow  field  structure"  of  the  combustion  chamber,  or 


"speed  field",  "pressure  strength  field",  "concentration  field"  and  "temperature 
field."  Through  the  use  of  high  spe^d  cameras  or  pulse  laser  integrated 
information  photography,  it  is  possible  to  photograph  a  certain  cross  section  of 
the  "air  flow  structure"  in  a  limited  space.  If  several  cross  sections  are  photo¬ 
graphed,  it  becomes  possible  to  analyse  the  "flow  field  structure"  of  the  space. 

Fuel  mist  vaporization,  3peed  of  diffusion  mixing  and  concentration  of  diffu¬ 
sion  and  mixing  are  all  determined  by  local  flew  sne-'ds.  "Therefore,  the  "speed 
field  "  determines  the  "ccnc<»r.  field."  ''olaoular  collisions  and  the  speed 


and  inoun4 


thermal  emirs!  n.  Trcm  ’o:.'. rustier,  are  ail  ieterr'.ined  by  local  temp¬ 


eratures,  pressures  and  fuel  concentrations.  Therefore,  'he  "concentration  field" 
determines  the  "temperature  field,"  Looking  at  it  from  thi3  point  of  view,  the 
speed  field  of  the  main  combustion  ar^a  determines  the  temperature  field  of  the 
exhaust  port  of  flame  tubes.  If  the  exhaust  port  temperature  distribution  dees 
not  measure  up  to  standards,  then,  it  is  necessary  to  imp-'ove  the  "flow  field 
structure"  of  the  main  combustion  area.  If  holes  or  secondary  seams  open  later 


in  the  middle  section  of  flame  tubes,  it  has  no  great  effect, 

Air  flow  is  movement  by  a  "collective  of  molecules "  or  a  "micro-mass  of  sas." 
Plow  speed  is  the  speed  of  the  center  of  mass  of  the  "micro-mass  of  pas"  also  called 
the  "material  point  particle."  Even  if  the  collective  flow  speed,  V=Q,  if  one 
could  bore  into  the  microcosm  of  the  "micro-mass  of  gas,  one  would  see  large  num¬ 
bers  of  gas  molecules  each  haphazardly  ricocheting  and  colliding  with  each  other 
at  different  speeds,  U,  and  from  different  directions.  If  one  looks  at  the  sun¬ 
shine  which  penetrates  into  a  dark  room  through  a  crock  in  a  window,  one  can  see 
3moke  and  dust  rolling  and  bouncing  back  and  forth  in  the  column  of  light;  splash 
a  few  drops  of  perfume  here  and  there,  and  one  can  smell  it  throughout  a  whole 
room;  both  these  observations  are  manifestations  of  "molecular  motion."  finder 
conditions  of  standard  temperature  and  pressure,  every  22.4  liters  of  gas  contain 
II  =  6.023x10*^  molecules.  Say  the  volume  of  the  "micro-mass  of  gas"  is  1  cm^  it 

®  1  q 

still  contains  H  at. 2. 7x10  7  molecules.  According  to  the  theory  of  molecular  motion, 
temperature,  T,  expresses  the  level  of  intensity  of  the  linear  motion  of  molecules, 
or  it  represents  the  statistical  average  of  the  kinetic  energies  of  the  molecules 

(l/2)mU^.  it  has  nothing  to  do  with  the  volume  of  the  "micro-mass  of  gas."  Pres¬ 
sure  is  an  expression  of  the  size  of  the  strength  of  the  molecular  collisions 
which  occur  on  each  unit  of  surface  area  of  the  inner  wall  of  the  "micro-mass  of 
gas;  it  is  related  to  the  molecular  number  and  the  number  of  collisions.  Whan 
a  given  number  or  molecules  absorbs  thermal  energy,  its  movement  is  violent,  its 
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average  kinetic  energy  ia  large;  its  temperature  is  high;  the  space  between  one 
molecule  and.  another  is  widened;  the  volume  occupied  by  the  micro-mass  of  gas  is 
increased,  or,  one  could  say,  its  density  is  diminished*  Therefore,  if  the  number 
of  molecular  collisions  recieved  by  each  surface  area  unit  of  the  inner  wall  of 
the  micro-mass  of  gas  is  reduced,  then,  the  pressure  will  be  diminished. 

'•/hat  has  been  said  above  can  explain  why  the  air  flow  through  a  clean,  unob¬ 
structed  tube  must  be  speeded  up  as  soon  as  heat  is  added  to  the  system  and  the 
volume  of  the  micro-mass  of  gas  expands  if  the  air  flew  is  to  maintain  the  3ame 
speed  it  has  through  an  unobstructed  tube.  A  irc^  in  pressure  in  the  air  flow 
produces  a  "temperature  blockage." 

It  can  also  Explain  why  it  is  difficult  to  start  ignition  and  conbustion  under 
conditions  of  low  temperature  and  pressure.  Because  oxygen  molecules  and  molecules 
of  fuel  are  few  in  number,  their  motion  is  slow,  md  their  collisions  are  not  vio¬ 
lent  enough,  opportunities  for  their  combining  are  few. 

re  recognise  the  fact  that  ''flew  fields"  are  f o — 'ad  by  continuous  micro-masses 
of  gas  without  gaps  of  spaces.  lv«n  the  smallest  micro-masses  of  gas  are  much 
larger  than  the  dimensions  of  a  sinrle  molecule.  Therefore,  they  are  called 
continuous  media  or  macrocosms  and  are  not  considered  in  terms  of  molecular  motion. 
The  influence  of  the  circumferential  pressure  which  is  recieved  by  the  micro- 

p 

masses  of  gas  can  cause  deformations.  When  the  density,  p, also  changes  in  line  with 
these  deformations,  it  is  called  the  "compressibity"  of  the  gas.  All  gases  are  com¬ 
pressible,  However,  when  the  air  flow  Mach  number  is  >1  *£  0.10  or  the  flow  speed 
T  <  60  (a/s),  compressibility  is  not  noticable,  and  one  can  treat  gases  under  these 
conditions  as  nan-compressible  fluids,  that  is,  with  density,  approx imately  equal 
to  a  constant. 

Imagine  that  there  is  a  fixed,  rectangular  coordinate  system  superimposed  over 
the  flow  field.  The  coordinates  for  the  material  point  particle,  1,  of  a  certain 
micro-mass  of  gas  are  (x,y,z)|  the  cor."cnents  cf  speed  vector,  V,  along  x,  y  and 
z  are  u,  v  and  w.  Using  x,  y  and  z  as  well  as  time,  *  ,  as  independent  variables, 
it  is  possible  to  write  functional  equations  for  the  flow  structure  by  using  stand¬ 
ard  values  for  the  variables  p;  T  and  p  of  the  micro-mass  of  gas  along  with  the 
components  of  the  vector  quantity,  V,  The  equations  are  as  follows* 

p  —  K*»  f-r  ■**  *>  '»  •*•  ■<*»  fi 

T  —  ro,  y,  i/r)  *  v  —  tO,/?,.*,  t) 
p  —  (0<i,  y,  r)  ,'wf—  wOr  O 
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If  one  uses  experimentation  or  theoretical  methods  to  provide  precise  values 
for  the  functional  equations  above,  one  has  a  grasp  of  "flow  fields."  If  the  con¬ 
dition  parameters,  p,  T  and  ><,  as  well  as  the  flow  speed  vector  components  u,  v, 
and  w  do  not  vary  with  changes  in  time,  r-.»  then: 

dr  *  dr ‘dr dr?  &t 

are  all  equal  to  zero,  and  this  is  called  a  "steady  flow  field."  Chly  when  one  has 
appropriate  values  for  flight  altitude,  H,  flight  Mach  number,  M,  rotation  3peed,  * , 
air  intake,  G,  and  jet  fuel  quantity,  G^,  so  that  they  are  stable  and  unchanging, 
without  fluctuations,  and  there  is  stable  combustion,  can  cne  consider  there  to  be 
a  stable  flow  field  within  and  outside  the  flame  tubes. 

■hen  condition  parameters  and  flow  speed  vary  with  changes  in  one  coordinate, 
thi3  is  called  a  single-element  stable  flow  field.;  when  condition  parameters  and 
flow  speed  vary  with  changes  in  two  coordinates,  this  is  called  a  two-element  stable 
flow  field;  and,  when  condition  rarcreters  and  flow  speed  vary  with  changes  in 
three  coordinates,  this  is  called  a  three-element  stable  flow  field. 

Surnose  there  were  no  viscosity  shear  forces  between  micro-masses  of  jasj 
then,  luring  movements  of  the  micro-masses  of  gas  there  would  only  be  deformation 
displacement;  there  would  be  no  rotational  movement;  this  is  called  "non-rot- 
ational  displacement,  that  is,  it  depends  only  an  the  "pressure  gradient"  to  pro¬ 
duce  flow  speed*  If  one  takes  the  material  particle  points  for  the  micro-masses 
of  gas  in  a  stable  flow  field  end  connects  them  together  to  form  a  line,  this  line 
i3  called  the  "flow  line."  The  special  characteristics  of  "flow  lines"  are  as 
follows s  the  speed  vector,  V,  of  material  particle  points  correspond  everywhere 
to  the  flow  lines;  two  flow  lines  cannot  cross  each  other;  there  is  no  cross 
flow  speed,  therefore,  micro-mas ces  of  gas  cannot  cut  across  flow  lines;  the  dif¬ 
fusion  and  exchange  of  momentum,  mass  and  energy  between  flow  line  and  flow  line 
must  depend  on  molecular  motion;  the  rarity  or  density  of  the  intervals  between 
flow  lines  represents  the  amount  of  flow  passing  through  each  unit  cross  section 
perpendicular  to  the  lines  of  flow,  that  is  to  say,  the  size  of  the  "density  of 
flow",  py\ 

In  a  two-element  stable  flow  field  produced  in  a  wind  tunnel,  it  is  possible  to 
observe  a  smoke-marked  flow  line  curling  around  an  obstacle.  Hxcept  for  the  "tail 
flow"  area,  the  shape  of  the  flow  line  and  the  interval  between  it  and  other  flow 


lines  remain  almost  stable  and  unchanging* 

In  a  flow  field  without  a  rotational  value,  draw  a  set  of  closed  lines*  Proa 
the  various  points  on  these  lines,  extend  several  boundary  flow  lines  to  form  a 
boundary  wall  called  a  -flow  tube."  Obviously,  the  gases  flowing  inside  and  outside 
the  flow  tube  cannot  penetrate  its  sides.  This  principle  is  constantly  utilized 
in  the  designing  of  the  gas  flow  passages  of  turbine  jets,  that  is  to  say,  the 
"boundary  flow  lines”  of  the  sides  of  the  flow  tube  are  taken  to  represent  the 
shape  of  the  inside  walls  of  the  passages  involved.  For  example,  the  pressure  in¬ 
tensification  apparatus,  etc.,  cn  the  intake  of  "he  combustion  chambers  of  turbine 
jet  engines  cn  test  firing  beds. 

In  reality,  there  are  viscosity  shear  forces  between  micro-masses  of  gas. 
During  the  movement  of  micro-masses  of  gas,  there  are  not  only  deformation  displac¬ 
ements,  but  also  rotations  and  pulsations.  "Spirals”  are  nothing  but  the  violent 
rotation  of  micro-masses  of  gas,  also  called  "vortical  masses,”  Two  times  the 
angular  velocity  of  rotation  of  the  "vortical  masses",  2u>  •  is  called  "curl." 

Flow  fields  in  which  large  and  small  vortical  masses  roll  over  and  over  each  other 
and  pulsate  are  called  "turbulence  flew  fields."  "Turbulsncs  flow  fields"  are 


'instable  flew  fields,  therefore. 


is  act  ~.zz  :ibl?  to  draw  cut  regular  flow  lines. 
However,  following  tfce*fe*#4l  vrs raging  ~:~cdr  of  "molecular  motion  theory”, 
if  one  does  not  follow  the  progress  of  individual  "vortical  masses",  but  only 
observes  the  "average  time”  parameter  for  large  numbers  of  "vortical  masses”  as 
they  flow  past  specific  points  in  a  turbulence  flew  field,  it  becomes  possible  to 
obtain  what  is  called  an  "average  time  parameter.”  Hie  instantaneous  parameter  = 
the  average  time  parameter  +  the  pulsation  oarametor.  symbols. cal *y  -pea.cing,  if 
one  adds  a  horizontal  line  to  represent  an  av-rage  time  value  and  a  comma  3hape 
in  the  upper  right  to  denote  a  pulsation  value,  then,  it  is  possible  to  writes 


O  +  il 


T-?  +  r 

p  —  p+ p 


V  —  *  +  v 

w  "»  W  +  w’ 


In  the  laboratory,  it  is  possible  to  explore  flow  fields  using  regular  instru¬ 
ment  pickups  like  pitot  tubes,  thermo-couples,  etc.  $  because  the  pick-ups  have 
large  inertias,  the  measurements  from  them  are  only  of  average  pressures, t  during 
a  given  time,  of  average  temperatures,  T,  during  a  given  time,  and  of  average  flow 
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speed,  Vq  ,  during  a  given  time;  for  pulsation  parameters,  it  is  possible  to  use 
pick-ups  with  small  inertias  in  order  to  measure  the  "pulsation  wave  shape". 
Speaking  in  terms  of  these  average  time  parameters,  "turbulence  flow  fields"  can 
also  have  average  time  stable  states  and  average  time  flow  lines. 

The  special  characteristics  of  the  tumbling  and  pulsating  of  vortical  masses 
in  turbulence  flow  fields  are  as  follows:  the  diffusion  and  exchange  of  mass,  mom¬ 
entum  and  energy  between  vortical  masses  is  particularly  fast— from  ten  times  to 
several  hundred  times  faster  than  the  exchange  and  diffusion  accounted  for  by  "mol¬ 
ecular  motion."  The  use  of  eddy  current  apparatus  and  stabilizing  apparatus  in 
combustion  chambers  i3  nothing  but  an  attempt  to  utilize  the  particularly  high 
speeds  of  mixing  and  diffusion  which  exist  in  turbulence  flow  fields  in  order  to 
shorten  combustion  time  and  shorten  flame  length. 

Sec  4  Jet  Forms  in  Combustion  Chambers  of  Turbine  Jet  Engines 


It  does  not  matter  what  type  of  structure  a  combustion  chamber  has;  its  air 
flow  distribution  and  flow  field  structure  must  be  able  to  satisfy  the  following 
conditions:  mixing  of  fuel  and  air  must  be  erven;  ignition  must  be  fast;  com¬ 
bustion  must  be  stable;  flames  must  be  short;  and  the  combustion  chamber  must  put 
out  exhaust  gases  within  a  certain  limited  range  of  evenly  high  temperatures.  To 
meet  these  conditions  one  must  utilize  the  differential  between  the  inside  and  out¬ 
side  static  pressures  of  flame  tubes  or  the  impulse  pressure  of  intake  gases  as 
they  flow  through  the  eddy  current  apparatus,  large  apertures,  aaall  apertures, 
cracks,  ducts,  jet  nozzles,  etc  and  enter  into  the  jet  flow  in  order  to  control 
the  flow  field  structure.  A  jet  is  a  current  which  passes  through  a  jet  nozzle 
from  one  space  into  another  space.  This  second  space  is  filled  with  either  sta¬ 
tionary  or  moving  gases.  This  current  may  have  the  same  composition  and  temper- 
ture  as  the  gases  around  it,  or  it  may  be  composed  of  different  elements  at  a 
different  temperature;  however,  on  all  surfaces  at  which  the  boundaries  of  the  jet 
contact  the  surrounding  environment,  the  static  pressures  are  the  same.  Depending 
on  the  form  of  the  jet  nozzle  and  the  current,  jets  in  combustion  chambers  can  be 
divided  as  follows: 

—  Flat  mouth,  two-element  jets,  as  in  long,  narrow  intermix ings  of  gases 

—  Hound  aperture,  three-element  jets,  as  found  in  the  cooling  apertures 
of  the  main  combustion  area 

-  Ring  mouth,  spiral  jets,  as  found  in  the  eddy  current  apparatus 

13 


-  Narrow  crack,  half-jets  that  hug  wall  surfaces,  as  found  in  cooling 
gas  films 

-  Vapor  cones  shot  out  hy  the  small  apertures  of  straigit  fuel  spray 
nozzles 

-  Hollow  vapor  cones  shot  out  by  the  ring  nozzles  of  centrifugal  jets 

-  Fuel  and  air,  dual-state  rotational  jets  shot  out  by  jneumatic  jet 
nozzles 

-  Dual-state  .jets  put  out  by  vaporization  tubes,  which,  then,  collide 
with  Vr.eili  plates  to  form  radial  jets  and  vortices. 


Mien  cracks  form  in  the  walls  of  the  tubes  formed  along  the  flow  lines,  fan¬ 
shaped  jets  are  spewed  out  across  the  main  direction  of  flow  and  are  washed  away 
by  the  main  flow  to  form  a  curtain  of  gas;  the  reflux  area  behind  this  gas  curtain 
is  able  to  stabilize  flames  and  is  called  an  aerodynamic  stabilizer. 

All  the  various  types  of  flame  stabilizers  used  in  afterburners  are  blunt 
obstacles  and  form  reflux  areas  in  their  wakes,  Hiese  wakes  and  jet  fields  have 
analogous  locations. 
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1.  Combustion  Chamber  with  Double— cavity  Flame  I'ube  and  Parallel  Flow  Difusicn  Flume 
7,  Fuel  Feed  Passageway  f  3.  Disturbed  Flow  lattice  Snooths  Out  and  Rectifies  Air 

Flow  4.  Outer  Skin  5.  Pressure  Intensification  Apparatus  6.  Jet  Plume  7,  Double- 
Cavity  Flame  Tube 


Two  jets  can  flow  parallel  to  each  other;  they  can  flow  across  each  other  in  a 
perpendicular  way;  they  can  simply  intersect  each  other,  or,  they  can  directly  col¬ 
lide,  Th  areas  in  which  neighboring  jets  come  into  contact  with  each  other,  there 
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are  sudden  changes  in  flow  speed;  this  produces  shear  layers  (  miring  layers)# 

Figure  1.2  shows  a  combustion  chamber  with  parallel  flow  jets  within  a  dou¬ 
ble  cavity  flame  tube  with  a  turbulence  flow  diffusion  plume.  Along  the  circum¬ 
ference  of  the  fuel  feed  passageways  there  are  two  sets  of  numerous  fuel  jet  noz¬ 
zles  which  put  out  numerous  vapor  cones.  The  air  intake,  G  ,  divides  to  become 

o 

three  layers;  the  first  layer  is  air  for  the  main  combustion  area*  G^;  the  second 
layer  is  the  air  for  the  supplementary  combustion  area,  Gn,  and  the  third  layer 

U 

is  the  air  that  goes  to  cocling,  1,;  in  turn,  this  air  is  supplied  to  the  double- 
cavity  flame  tubes  through  small  holes  in  the  vails.  The  jets  from  the  small 
holes  and  the  main  current  together  form  a  cross  current  curved  jet..  The  fuel 
vapor  evaporates  and  is  diffused  into  the  surrounding  cross  currents;  the  sur¬ 
rounding  air  disperses  in  the  directions  of  the  cross  currents  of  the  vapor  cones; 
upon  ignition,  these  become  blowtorch-like  plumes  with  length  =  L.  The  flew 
structure  is  simple;  however,  when  the  combustion  chamber  is  relatively  long, 
it  becomes  rather  clumsy. 

Figure  1.3  shows  the  flow  field  structure  for  the  cavity  of  a  flame  tube  with 
a  fuel  dispersion  plate.  The  air  intake,  Gq,  divides  itself  into  three  currents. 

One  current  of  air,  G^,  follows  the  spiral  flow  lines  from  the  time  they  advance 
on  the  air  plate  and  bore  through  the  holes  with  the  three  -f ish^scale  flaps 
into  the  forward  portion  of  the  flame  tube  cavity;  these  lines  then  mate  up  with 
the  vortical  flow  which  is  induced  by  the  fuel  dispersion  plate.  A  second  current 
of  air,  G^,  passes  through  the  hollow  nozzle  guide  vane  and,  from  there,  enters 
the  four  round  holes  at  the  end  of  the  gas  cone  where  it  is  blown  into  the  forward 
portion  of  the  flame  tube.  The  jets  from  these  holes  merge,  push  together  and 
expand  the  radius  of  the  vortex,  H^.  Mixed  and  cooled,  the  third  current  of  air,  G^, 
enters  the  rear  portion  of  the  cavity  by  following  the  rectangular  air  mix  cowling 
which  is  arranged  around  the  girth  of  the  flame  tube.  Because  the  vortex  induces  an 
attractive  force,  the  jet,  G,.,  which  enters  the  cowling,  is  sub-divided  again  into 
two  currents;  one  current  is  drawn  forward  into  the  vortex,  and  one  current  is 
drawn  backward  almost  to  the  root  of  the  nozzle  guide  vane.  Ilia  jets  from  the  three 
fisb-ecale  holes  in  the  forward  gas  plate  flow  smoothly,  change  direction  and  merge 
to  become  an  intense  spiral  jet,  appropriate  for  use  by  the  eddy  .current  apparatus. 

The  jets  from  the  four  round  apertures  in  the  after  gas  plate  merge  to  become  jets 
with  a  fixed  direction;  these  jets  mate  up  with  vortices  to  form  ignition  sources 
and  to  function  as  flame  stabilizers.  The  cross  currents  that  enter  from  the  rectangular 
cowling  divide  to  form  branch  jets;  they  pass  through  the  flames  and  aid  the  functions 
of  mixing  and  cooling.  The  half  jets  that  <siter  from  the  air  film  cooling  cracks 


and  stick  to  the  walls  protect  the  flame  tube  and  the  side  walls  of  the  after  gas 
cone*  The  aerodynamic  structure  of  this  type  of  combustion  chamber  is  relatively 
complex,  and  combustion  in  an  undesigned  state  is  difficult  to  stabilize?  however, 
with  a  compact  design,  the  length  to  radius  ratio  of  combustion  chambers  can  be  made 
relatively  small,  and  their  weights  can  be  made  light. 

One  can  study  the  flow  fields  of  jets  independently,  from  the  points  of  view  of 
nozzle  size,  shape  and  location. 

Sec  5  Test  Product! mi  Methods  for  Combustion  Chambers  of  Turbine  Jets 


(■>)  Component  Testing  Methods: 

With  reference  to  the  structure  of  various  types  of  combustion  chambers,  we 
oo-r'ir.ut ed  selection  plans  with  other  components.  According  to  t\ie  various  prin¬ 
cipal  dimensions  in  the  estimates  of  the  unified,  stable  flow  field  required  by 
operational  conditions,  we  combined  our  experiences  and  made  decisions  for  the  des¬ 
ign  of  test  production  originals  of  components.  large  numbers  of  tests  were  run  on 
components  on  test  stands  and  in  high  altitude  chambers.  We  made  improvements  to 
the  design  over  and  over  again,  and  we  tested  over  and  over  again  until  the  capab¬ 
ilities  of  the  combustion  chamber  measured  up  to  the  required  standards,  then,  we 
reassembled  the  whole  mechanism  in  order  to  make  tests'  to  see  that  the  components 
mated  together  properly.  In  recent  years,  turbo-fans  have  already  developed  to  the 
point  where  air  flew  quantities,  G  ^  400?  in  the  case  of  turbine  jets,  G  ^  100 

|  -M. 

(kg/s);  overall  combustion  chamber  intake  pressures,  50  atmospheres,  and 

temperatures,  T?  a*  900K.  !5ie  use  of  components  in  original  dimensions  for  making 
•♦■ests  requires  very  large  sources  of  air  flow  and  pre-heating  equipment  as  well  as 
instrumentation  for  detection,  testing  and  recording  as  well  as  the  processing  of 
data. 

(2)  Simulation  Testing  Methods: 

In  employing  simulation  testing  methods,  first,  set  out  the  set  of^differential 
equations  which  apply  to  the  flow  field  of  the  combustion  chamber  in  question.  Ac¬ 
cording  to  "equivalence  theory",  that  is,  the  idea  that,  if  the  original  form  of  a 
flow  field  and  its  simulated  form  are  geometrically  equivalent,  if  the  flow  condi¬ 
tions  of  the  two  are  equivalent,  and  if  both  their  motive  forces  and  their  heat 
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- .  ?uel  3isper~ion  rla'e  Annular  Cavi-y  an*'  ?,  Rectangular  'as  Mix 

J,  Cuter  Skin  of  Combustion  Chamber  1.  Air  Film  Cooling  Crack  5#  Forward 
Flate  6.  Igjiitixi  Source  7.  Fuel  Cisperrirn  Plate  3,  Vertex  R-'dius, 

Film  Cooling  10#  After  Gas  Cone  11#  Hollow  Hor.zle  Guide  Vane 


Cowling 
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states  are  eauivalent*  then*  ~ov~r',l  "rri~.  ~l°s  »quivalence"  ''an  be  derived  frca 
the  differential  equations.  ?or  example,  the  Reynolds  '"-.ber,  Re  =  V  !/'»>,;  the  Mach 
number,  M  »  7/a;  the  special  Prondtl  number,  Ft  *  *p»/Jl  ;  the  spiral  density 

number  Sc  =  r/ZX;  ,  etc#  7  a  flow  3peed;  L  a  pas  .-.ge  diameter;  a  ■  the  speed 
of  3ound»  c  3  isostatic  specific  heat;  *  rate  of  thermal  conductivity;  *  »  dyn¬ 

amic  viscosity;  '  *  =  kinetic  viscosity,  D  =  coefficient  of  diffusion.  Whether  one 
makes  a  reduced  scale  model  of  the  flow  fields  in  question  or  cuts  out  a  sector  of 
the  original,  on  the  test  bed  during  experimentation,  the  simulations  of  the  orig¬ 
inal  operational  conf iguarat ion  maintained  the  "principles  of  equivalence"  through¬ 
out,  lhe  scale  of  this  type  of  test  equipment  is  relatively  small;  the  number  of 
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repetitions  of  experiments  required  is  also  somewhat  reduced.  It  is  also  possible  to 
use  these  simulation  techniques  to  study  some  striking  phenomenon.  For  examples 

-Flow  simulation  testing  of  gas  mixture  bubbles.  It  is  possible  to  observe  the 
configuration  of  the  turbulent  flow  on  the  inside  and  the  outside  of  transparent 
models  in  order  to  aid  in  the  analysis  of  the  geometrical  configuration  and  air  flow 
distribution  of  combustion  chambers  so  as  to  determine  whether  they  are  satisfac¬ 
tory  or  not. 

-The  injection  of  helium  gas  into  the  vortical  reflux  area.  Simulations  with 
vapor  fuels  diffuse  the  mixing  process.  V/hen  one  extracts  a  sanrole  of  the  gases 
involved  and  analyses  them  using  a  chroma tagraph,  it  is  possible  to  determine  the 
distribution  of  concentration. 

The  "principles  of  equivalence"  of  combustion  flow  fields  can  reach  more  than 
ten  in  number.  Turing  testing  it  is  not  possible  to  simulate  an  perfect  equivalent 
of  the  operational  configuration  and  flow  field  structure  of  the  original  form. 
Therefore,  the  results  cf  simulation  testing  have  limitations.  For  example:  when 
one  extracts  a  flame  tube  from  a  cannular  combustion  chamber  and  conducts  combustion 
tests  with  it  in  a  laboratory  air  channel,  one  discovers  that  the  ignition  range, 
the  combustion  efficiency,  the  overall  pressure  losses  and  the  exhaust  nozzle  temp¬ 
erature  field  all  fit  expectations  and  satisfy  requirements.  D  =  the  diameter  of 
the  flame  tube.  Jfeintaining  the  principles  of  equivalence,  the  following  must  be  true. 


•flien  this  is  compared  with  the  capabilities  as  measured  with  the  original  combustion 
chamber  complete  and  on  a  test  bed,  one  finds  that  the  reality  is  not  necessarily 
satisfactory.  The  standard  value  of  K  is  arrived  at  from  the  rate  of  chemical  reac¬ 
tion  and  the  gas  mass  stop-over  period;  it  does  not  take  into  consideration  the  "flew 
field  structures"  of  the  intake,  the  interior  and  the  external  surroundings  of  the 
flame  tube.  The  flow  field  structures  and  turbulent  flow  configurations  for  the 
interior  and  exterior  of  the  flame  tube  are  dissimilar  as  to  the  values  obtained  in 
the  laboratory  air  channel  and  those  obtained  when  the  complete  chamber  was  on  a 
test  bed;  the  air  flow  distributions  were  also  dissimilar. 

(3)  Numerical  Calculation  Methods: 

Physical  modeling:  The  flow  fields  of  combustion  chambers  are  relatively  ccn- 
plaac.  3ie  reasons  for  this  include  the  fact  that  gases  are  compressible,  that  they 
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have  viscosity,  that  flow  fields  have  turbulence  flow  vortical  bodies  which  diffuse 
and  exchange  mas 3,  momentum  arid  energy,  that  they  have  chemical  reactions  which 
change  a  variety  of  the  constituents  of  the  gas <=3  involved,  that  they  have  different 
sise  fuel  droplets  which  vaporize  in  the  flow  and  change  the  local  concentrations; 
the  gases  involved  exchange  heat  by  radiation  and  convection  with  the  walls  of  the 
flame  tube;  moreover,  this  is  a  three-element  stable  flow  field.  It  i3  very  dif¬ 
ficult  to  sort  out  the  equations  for  the  mutually  interacting  influences  of  all 
the  physic*!  *nd  chemical  processes  going  on.  Therefore,  it  is  necessary,  on  the 
basis  of  r.h<=>  3 -rue rural  form  of  the  combustion  chamber,  its  operational  configur¬ 
ation,  its  initial  conditions-  and  boundary  conditions,  to  divide  up  the  flow  field 
and  treat  its  various  pieces  differently,  Axisyme^ric  flow  fields  can  be  simplified 
into  a  two— element  flow  field  on  a  meridian  surface.  Using  average  time  oarsmeters, 
it  is  possible  to  determine  that  it  is  a  stable  flow  field  when  averaged  over  time. 


•Tien  cne  uses  vaporization  tubes  or  vapor  fuels*  it  is  possible  to  leave  out  of 
consideration  the  influence  of  fuel  droplet  vaporization.  Assuming  that  combustion 
is  the  mixing  together  of  two  types  of  gases,  it  is  possible  to  reduce  the  number 
of  types  of  gases  involved.  Asstiming  a  turbulent  flow  state  model,  it  is  possible 
to  initially  determine  the  coefficient  of  diffusion  for  mass,  momentum  and  energy, 
The  object  of  physical  modeling  is  to  highlight  important  contradictions,  to  ex¬ 
tract  the  regularities  governing  changes,  and,  finally,  to  analyse  the  flow  field 
structure  of  the  combustion  chamber  in  question, 

Mathematical  modeling:  Based  on  the  independent  variables  chosen  for  phy¬ 
sical  modeling  (coordinates  x,  y,  z  ;  time,  r  )  and  the  dependent  variables  $ 

(  flow  speed,  concentration,  temperature,  pressure,  etc)  as  well  as  on  the  prin-  - 
ciples  of  the  conservation  of  mass,  momentum  and  energy,  if  one  uses  the  equations 
of  Newtonian  viscosity  shear  stresses,  the  equations  of  Pei  Ke  for  the  diffusion  of 
matter  and  the  equations  of  Fu  Li— ye  for  rates  of  thermal  conductance,  it  is  pos¬ 
sible  to  work  out  the  continuity  equations,  certain  averaged  time  equations  as 
well  as  energy  equatians^and  so  on.  These  equations  constitute  a  set  of  nan-lin¬ 
ear,  second  degree,  nan-homogeneous  partial  differential  equations,  2xcept  under 
special  circumstances,  this  set  of  partial  differential  equations  is  very  difficult 
to  figure  out  from  a  theoretical  point  of  view. 

Difference  equations;  Hie  set  of  partial  differential  equations  discussed 
above  represents  a  set  of  related  equations  in  which  dependent  variables,  ’<#> , 

CL 

follow,  in  some  manner,  independent  changes  which  are  introduced  separately  into 
an  independent  variable.  If  one  divides  flow  fields  up  into  logical  sections 
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in  the  form  of  a  fine  grid  pattern,  then,  this  grid  pattern  will  have  on  it  many 
"nodes."  The  values  for  the  dependent  variables ,  ^  ,  as  well  as  the  derived  first 
and  second  degree  functions  of  the  stresses  involved  will  be  different.  Using  the 
distTice  between  two  neighboring  nodes,  which  is  called  the  "step  length,"  one 
replaces  dx,  dy,  dz  and  d!^  with  ^x,  Ay,  A.z  and  ,  Ar  in  the  set  of  equations* 
dy,  dz,  dx\  d<t>dx,  d*<p/dx*  likewise  can  be  computed.  In  this  way  one  one 
changes  the  original  set  of  differential  equations  into  a  set  of  "limited  dif¬ 
ference"  "algebraic  equations"  which  can  also  be  called  a  3et  of  "difference  equa¬ 
tions. 

Computer  programing:  Using  computer  lar.gjage,  take  the  operational  procedure 
for  3etfengAsets^of  differential  equations,  and  use  it  to  write  the  program!  then, 
put  in  the  computer.  If  one  has  made  the  model  of  the  flew  field  correctly  and 
written  the  program  correctly,  then,  in  ten  seconds  to  several  minutes,  the 
puter  :ill  rive  you  a  print-ont  of  the  structure  of  the  flow  field. 


com- 


Chapter  2  Combustion  Chamber  Thtry  Diffusers 


Sec  1  Diffuser  Performance  Requirements 


As  far  as  the  subsonic  portions  of  the  entry  passages  of  turbine  jets  are  ccn- 

both  the  area  in  front  of  the  entry  to  the  main  combustion  chamber  and  the 

ar~a  in  front  of  the  entry  to  the  after  burner  combustion  chamber  must  have  a  dif- 

f'loer  to  reduce  ore''-''  v.d  increase  oreroTi-e.  3  far  as  the  diffuser  for  the  main 

combustion  chamber  is  concerned,  the  req.uirer.ents  are  as  follows: 

(l)  It  must  take  the  air  flow  speed  coming  out  of  the  compressors,  i.e., 

u1=  120-2C0  (m/o),  M^=  0.4-0, 6,  and  reduce  them  until  the  values  in  front  of  the 

*ntry  to  the  conbust’.cn  chamber  are  ul  =  ;0-60  (m/s),  M^=  0. 1-0.2;  at  the  same 

tine,  the  diffuser  must  increase  the  static  pressure  of  the  air  flow  so  that  p0p»p., 

«  «  *-  * 
’hi :  will  insure  that  the  main  ad-r.bustior.  area  allows  for  -->u-y  itr.iticn  and  stable 


combustion. 


( 2 )  The  overall  pressure  recovery  coefficient  of  the  d 


iffusers,  is 


at  it3  maximum  which  is  the  same  as  saying  that  the  overall  pressure  loss,Af*, 


must  be  minimized. 

(3)  In  order  to  prevent  boundary  layer  separation  an  the  inner  walls,  the 
exhaust  flow  speed  distribution  must  be  made  as  uniform  as  possible  in  order  to 
guard  against  a  shift  toward  a  pulsating  gas  flow  which  will  interf  era  with  the 
distribution  of  the  amount  of  flow  and  the  flow  field  structure  in  the  flame  tubes 
under  different  types  of  operational  configurations. - 


See  2  ibtal  Pressure  Losses  in  Diffusers 


There  are  two  reasons  for  a  loss  ex'  overall  pressure  urir.g  the  process  of 
diffusion:  boundary  layer  separation  and  surface  friction.  Pig  2.1  (a)  is  a 
chart  of  the  flow  lines  in  a  diffuser  passage  shaped  like  a  conic  section;  Fig. 
2.1  (b)  shows  local  boundary  layer  separations  which  have  given  rise  to  spiral 
turbulence.  3ecause  of  the  viscosity  of  the  gas,  the  speed  of  the  flow  line  s-jc, 
which  sticks  close  to  the  surface  of  the  wall,  has  the  value,  u  =  0.  Hie  flow 
speed  of  the  flow  line,  n*  alcng  the  wall  gets  larger  the  closer  it  cooes  to  the 
main  flow  until,  when  it  reaches  the  place  where  the  thictaess  of  the  boundary 
layer  is  * ,  the  flow  speed  has  already  approached  the  flow  speed  of  the  main 
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flow,  u  =  0.99U.  Within  the  boundary  layer,  the  laminar  spe s ,  u,  along  n  are  dis¬ 
tributed  according  to  fixed  laws.  There  is  a  direct  ratio  (  du/dn  )  b°twe^n  the 
stress  caused  by  the  viscous  friction  between  two  layers  of  gas  which  are  flowing  at 
different  rates  of  speed,  r*  and  the  gradient  of  the  changes  in  flow  speed  which 
exists  between  two  such  layers: 


[N/W! 


(2.1) 


"  of  a  pas,  ihe  engine0 ring  ijr.it  is  (kg«  s/m“);  the 
physical  unit  is  (N*  s/m'),  &!p:  )  =  »  ,  and  this  is  called  "kinetic  viscosity"; 

*  *z. 

the  unit  for  this  quantity  is  (m  /s)«  Gases  are  the  exact  opposite  of  liquids  in 
the  respect  that  increases  in  the  viscosity  of  a  pas  follow  increases  in  the  temp¬ 
erature  of  the  gas.  Tor  example,  between  ?0°G  and  100°C,  the  value  of  j*  for 
water  drops  from  1, 03x10"^  to  0.20x10  ^(kg*  s/m“);  in  the  same  temperature  range, 
the  value  of  /*  for  air  actually  increases  from  l.'-xic”0  to  2,2^10”°  (kg*  s/rT;. 


In  the  diffusion  passage*  gas  can  only  flow  by  overcoming  the  pressure  boost 
gradient  (  dp/dx  ,)•  The  mass  of  the  micro-masses  of  gas  must  have  sufficient 
momentum,  nru,  to  overcome  the  viscous  drag,  /  “  *  r  ;  only  then  can  it 

flow.  D  s  the  internal  diameter  of  the  tube;  /■=  the  length  of  the  tube.  In 
the  boundary  layers,  the  closer  one  gets  to  the  surface  of  the  walls  the  lower 
are  the  values  for  the  flow  speed,  u.  Imagine,  in  Tig  2.1  (b),  that,  •■/hen  the 


Pig  2.1 

1.  Diffusion  Passage  and  Boundary  Layer  Separation  2,  Main  Plow 


static  pressure  is  sufficiently  high,  and  the  flow  speed  gradient  (  du/3»  .  )  reaches 

the  place  where  it  equals  0;  then,  the  layer  of  gas  that  sticks  to  the  wall  will 
be  unable  to  flow,  and  it  will  begin  to  separate  from  the  surface  of  the  wall  at 
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point  s.  It  is  not  permissible  that  there  should  be  a  vacuum  between  the  separated 
flow  and  the  surface  of  the  wall.  Because  of  this,  the  gas  which  flows  down  against 
the  current  and  fills  in  the  vacuum  creates  a  negative  flow  speed  gradient  along 
flow  line,  »],  -  t(du/9«)  i#  The  counter-current  is  erroded  and  overcome  by  the  sep¬ 
arated  air  current  and  turned  so  that  it  flows  with  the  main  current,  creating  a 
vortical  turbulence  flow,  This  vortical  air  mass  spirals  at  high  speed  consuming 
energy.  Because  of  this  there  is  a  loss  in  overall  pressures 


--r)> 


p  does  not  change,  so 


2  V 


<J>  is  called  the  "coefficient  of  expansion"  and  is  related  to  the  angle  of  expansion 
23  •  Concerning  equal  cross  sections  of  a  straight  tube,  where  there  is  no 

expansion;  2d  =  0;  there  is  no  reduction  in  speed  or  increase  in  pressure;  there 
is  no  separation;  <J>-  =  0.  If  2d  =  130°,  suddenly  there  i3  expansion;  suddenly 
there  is  reduction  in  speed  and  separation;  *  =  1*  Fig  2.2  draws  out  the  curve 

described  by  the  values  of  the  coefficient  of  expansion,  as  they  vary  with 
changes  in  the  angle  of  expansion,  29  |  these  values  reflect  conditions  in  a  conic 
section— tyoe  diffuser#  .'/hen  ‘20*  =  60^,  '4*  can  be  1.2.  This  is  due  to  the  ^act  that 
ther->  is  separation  of  the  boundary  layers  all  along  the  walls  of  the  diffusion 
passage;  moreover,  this  is  accompanied  by  periodic  pulsations;  in  this  situation 
the  ever-.il  cresrure  is  still  large  compared  to  losses  from  sudden  diffusion,  •-'■fter 
'•he  engle  of  exrar.sion,  20*,  reaches  the  point  where  it  is  ^  40°,  it  is  better  not 
to  use  a  straight  tube  for  sudden  diffusion  and  the  reduction  of  speed;  however,  the- 
use  of  such  a  tube  does  lessen  the  losses  due  to  separation. 

When  the  air  flow  overcomes  the  friction  drag  of  the  inside  walls  of  the  diffuser, 

jt  , 

f  ,  there  is  an  accompanying  loss  of  overall  pressure,  1  •  Ifte  losses  in 

overall  pressure  from  friction  drag  are  defined  by  the  following  equation 


(A 


.  *  .  >!  Z 


St  is  called  the  "coefficient  of  friction  drag;"  it  is  a  function  of  the  degree  of 
roughness  of  the  wall  surfaces  and  the  Reynolds  number  of  the  intake  as  defined  by 
the  equation  below 


2300<Re<  10’, 


0.3164  Re-*  B  (2.4) 


Rc>  10’  UlJg, 


-  0.0032  +  0.22 lRe'*-"7  (2.5) 


Zxperimentatian  proves  that,  when  the  inside  walls  are  smooth,  Re  >  10^,  St*"'  0.004 
and  there  is  almost  no  change. 


=F 

1 

— 

~h 

-f- 

0*  II*  40*  W*  10*  100*120*1 40*1  M*  1 10» 


K2.z  Emmiftm 


Pig  2.2 

1.  Curve  Defined  by  Changes  in  the  "Coefficient  of  2spansian”,  for  a  Conic  Sec¬ 
tion  -type  Diffuser 

There  are  two  types  of  overall  pressure  losses  that  must  be  figured  together  when 
dealing  with  diffusers;  they  are  defined  by  the  following  equations: 

A?*  -  (<!/>•),  +  (AP*),  -  Pro  -  <0.  (2.6) 
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Sec  3  Coefficient  of  Total  Diffuser  Pressure  Losses 


It  is  possible  to  use  different  values  of  the  angle  of  expansion*  '.2 in  con¬ 
ducting  wind  tunnel-type  experiments.  In  such  experiments,  the  area  to  be  studied  is 
divided  into  parts  and  roving  measurements  are  taken  of  the  total  pressures  at  var¬ 
ious  points  on  the  cross  sections  of  the  intake  and  exhaust;  an  the  basis  of  the  dis¬ 
tribution  of  the  amount  of  flow  pud!  A  or  momentum  pwdA  ,  it  is  possible  to  obtain 
the  weighted  average  total  pressures  P«  end  P,,  ,  that  is  to  say,  it  is  possible 

—  m  ft 

to  determine  a  precise  value  for  total  pressure  loss,  AP  =  }  therefore, 

it  is  possible  to  precisely  determine  the  total  pressure  recovery  coefficient,'.  <*. 
Aerodynamic  calculations  habitually  take  the  total  treasure  loss-.  A.P*to  be  several 
times  the  impact  head  or  kinetic  -pressure  of  the  intake,  a  =  ^  .  ,,  ;  this  is 

2 

called  she  coefficient  of  total  pressure  loss  (  or,  flow  drag  coefficient)  £» 

using  the  speed  of  sound,  a2  —  fy/p  ,  it  is  possible  to  write: 


*  2,,Mi 


—  (1  —  <r) 


(2.7) 


St!  _  f  M£L^i  -.1  M{),  (2.8) 


If  one  makes  a*— 18.3  V  T* ,  or  uses  coefficients  of  speed 

1,.- °i,  <rflil (29) 
a  \  l 

it  is  possible  to  measure  tva  ratio  between  the  static  pressure  and  the  total  pres¬ 
sure  in  the  intake,  "(W*  wd  determine  or  We  already  lmew  ;.  so  we 

can  simply  substitute  it  into  the  calculation*  Not  even  considering  the  diffuser. 


it  is  possible,  using  the  values  we  already  know  for  and  26  to  consult  Fig  2.3(a) 
and  obtain  the  coefficient  of  total  pressure  loss,  §  ,  for  an  incompressible  g as  flew 
If  one  is  considering  the  cross  section  of  a  rectangular  diffuser,  use  Fig  2.3  (c); 
adjusted  for  the  influence  of  compressibility,  5  “  ?<>K. 
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Fig  2.3 

1 .  *o  for  a  Conic  Section- type  Diffuser  as  it  Varies  With  Changes  in  and  2  8 

2.  Rectangular  Diffuser  3.  Conic  Section-type  Diffuser  4.  Correction  Factor 
5.  Sudden  Diffusion 


In  the  case  of  a  ring  cavity  diffuser,  it  is  first  necessary  to  make  substitutions 
so  that  it  can  be  treated  as  an  equivalent  conic  section-type  diffuser;  only  then 
can  one  apply  equation  2.2  or  use  Fig  2.3.  If  one  has  chosen  a  "turbine  jet"  des¬ 
ign  plan,  one  has  already  estimated  the  dimensions  of  the  outline  of  the  engine, 
and  one  already  knows  the  exterior  diameters,  and  D-,  for  the  intake  and  exhaust 


of  the  ring  cavity  diffuser  as  well  as  their  interior  diameters,  and  ,  and 
length  / then, 

-  The  area  of  the  intake  of  the  ring  cavity  is  At  —  —■  (5*  —  5?>» 

-  Ihe  length  of  the  circumference  is  L,  —  *<£>t  +  i,)i 

—  The  ar°?.  of  the  exhaust  of  the  ring  cavity  i3  d, *-  — ■  (#i  *” 

4 

-  The  length  of  the  circumference  is  A, —  *<£),  4-J j); 

—  The  intake  diame+er  of  the  equivalent  conic  section-type 
diffuser  is  D,  -■ 

Ly’ 

-  The  exhaust  diameter  is  n  _  4 A,. 

5  Lp 

-  The  angle  of  expansion  for  the  equivalent  conic  section  in 

tgfl  —  gl-Zjgi  -  f?  (2.10) 


Sec  4--  Desi^ji  Methods  for  Interior  '.:alls  of  Diffusers 


The  shorter  is  the  length  l  of  the  diffuser  the  better  it  is.  '-hen  cne  fig<- 
ures  out  the  angle  of  expansion,  20  ,  by  substituing  in  equation  (2.10),  it  turns 
out  to  be  quite  large.  In  order  to  prevent  boundary  layer  separation  ar.d  to  reduce 
losses  in  overall  pressure,  one  must  always  employ  the  principle  of  "equal  pres¬ 
sure  gradients"  in  the  design  of  the  shape  of  the  interior  walls  of  diffusers. 

The  design  procedure  is  as  follows: 

(1)  Data  which  is  already  known:  intake  area,  A  ;  quantity  of  gas  flow,  0; 

overall  temperature,  T^j  overall  pressure,  Mach  nr  •  ier,  M^,  or  speed  coef¬ 

ficient,  I,.,  area  expansion  ratio,  A^,  length,  "l. 

(2)  figure  out  and  D^,  and  figure  out  the  angle  of  expansion,  2®< ,  using 
equation  (2.10). 

(3)  Consult  Pig  2.3  (a)  and  (c)  cn  the  basis  of  the  values  of  and  \20  ,  and 
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(3)  (cant'd)  after  the  introduction  of  appropriate  corrections,  the  coefficient 
of  total  pressure  loss,  f 

Qsing  enuaticn  (?.'')  or  (2.9)»  first  calculate  the  coefficient  of  total 

'**'  .  -Jfr 

ores^r9  recovery,  «■  4  ar.d  =,<T'  Pi* 

(5)  According  to  the  continuity  equation  of  flow  amount: 

G  -  0.396  -  0.396  [kg/*] 

V?r  vn 

(2.11) 

■Racause1^-3  f 3  an  adiabatic  aerodynamic  "^css^,  the  overall  temperature  along  the 
chael  do<=s  not  change,  that  is,  therefore: 


<?(!,)  -  *tt«)  4-. 

Cf/Ij 


-i0  01  a  precise  value  for  q(  A  0),  check  out  the  charts  and  pet  value  i  for  ^ 

and‘p)« 

3ased  on  the  values  obtained  for  ■’ *  (  ^  and*  *<(  1  .o) : 

-  Intake  static  aressure  is  pi  “*  f  **(0  (2.13) 

-  Exhaust  static  pressure  is  p}  ■»  ??*(!»)  (2.14) 

-  The  static  pressure  at  x  is  (2.15) 

Determine  the  length,  1  ,  of  the  diffuser  along  the  horizontal  or  x  coordi- 
nby  using  the  scale,  First,  assume  that  the  total  pressure,  ?,  falls  from 
1  along  a  straight  line,  x.  (Fig  2.4)  Calculating  in  this  way^  any  possib- 
1  one  night  deviate  on  the  low  side  can  be  overcome  later  by  corrections. 
Draw  out  the  equal  pressure  gradient 

iL  —  —  g»  ZLti.  wm  p  —  constant  straight  line  «  -  ^,  +  p,. .  (2.16) 

dx  Ax  l 


Since  we  already  loiow  the  air  flow  quantity,  G,  make  use  of  the  aero- 


dynamic  functions 


jCU 

*(*#) 


-  y(0,  C  -  0.396  ^^  ,'  A.  ~*ri, 
■  -■  ,  •  VTr^r  . 

IT  rj  — 

0.396,  P.KO 

/’,Gv/W,L 

0.396  « 


constant 


(2.17) 


( 1 0 )  Prom  Pig  ?»4  one  can  get  values  for  P  and  pt ;  in  order  to  obtain 

»'  (Xx),  get  values  for  and  y(X  ),  substitute  them  into  equation  (2. 17), 

arid  figure  out  and  the  cross  section,  A^  =  •  , 

(11 )  On  the  basis  of  this  value  of  r  ,  figure  out  tg9,  —  -f-~  'i 

*  X 


then,  using  and  S°  back  to  Pig  2.3  (a)  and  (c)  and  get  f,. 


(12)  Using  equations  (1.8)  or  (2.9),  find  the  value  of  <r,  and  see  if  it  cor¬ 
responds  with  the  value  of<<r,-'Ostulated  cn  Pig  2.4. 

(13)  If  it  does  not  correspond,  then,  one  can  adjust  the  value  of**,  as  shown 
cn  Pig  2.4  and  redo  the  calculations. 

(14)  ‘Thke  1  and  divide  it  into  several  sections  using  an  interval  A  x  to 
define  the  sections;  take  the  M  value  for  the  forward  section  of  the  exhaust  and 
use  it  as  the  value  for  the  lower  section  of  the  intake;  cn  the  basis  cf  this 
procedure,  figure  out  the  various  values  of  r^,  that  is  to  say,  draw  out  the  equal 
pressure  gradient  which  defines  the  profile  line  of  the  interior  wall  of  the  dif¬ 
fuser. 

(15)  In  order  to  guarantee  the  smoothness  of  the  air  flow,  one  ought  to  use 

a  smoothly  curving',  contiguous  line  to  connect  the  exhaust  of  the  diffuser  with  the 
interior  and  exterior  shells  of  the  combustion  chamber,  as  shown  by  the  broken 
line  in  Pig  2,4.  £1  order  to  improve  the  technical  characteristics,  it  is  best  to 

use  a  segmented,  rounded  arc  in  order  to  piece  together  the  line  which  defines  the 
form  of  the  interior  wall.  When  one  considers  the  "displacement  thickness"  of  the 
boundary  layers,  it  becomes  appropriate  to  enlarge  somewhat  the  cross  section  of  the 
exhaust,  A^. 


i .  Method  for  Drawing  Cut  the  ?orm  Line  of  the  Interior  '.all  Defined  by 
r;~’oi~ure  L-rndiant  2,  Mom  Line 


the  Bqual 
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Influence  a  of  Livercicn  -luiv-surf  •  on  Cavity  Diffusers  and  Combustion 


(l)  Because  of  the  limitations  cn  snace,  foe  length, ;/• ,  of  ring  cavity  dif¬ 
fusers  is  very  short;  the  equivalent  cr.fle  cf  expansion,  26  2s  ■  '-0°;  "herefore, 
the  boundary  layers  on  the  interior  walls  will  certainly  experience  separation*  and 
there  will  be  formed  vortical  turbulence  flew;  because  of  this*  the  total  pressure 
losses,  A.  P,  are  very  large.  Bven  if  the  system  is  in  a  state  of  stable  operation, 
the  axial  flew  (or  centrifugal)  compressors,  due  to  the  power  added  by  the  blades, 
cause  the  flow  speed  distributions  in  the  intake  of  ring  cavity  diffusers  to  be  extremely 
■Eleven  in  both  a  radial  and  a  circumferertio.l  direction.  Cn  top  of  chis,  after 
the  turbulence  flow  caused  by  boundary  layer  separation  inside  the  diffuser  has  its 
effect,  the  distributions  of  total  pressure  and  quantity  of  flow  in  the  exhaust  will 
be  even  more  uneven.  This  will  influence  the  air  intake  of  flame  tubes  in  a  way 
which  is  distributed  according  to  predetermined  proportions  as  well  as  influencing 
the  internal  flow  field  structure  of  the  flame  tubes;  because  of  this,  it  will  also 
influence  combustion  characteristics. 

If  one  chooses  an  "appropriate  location"  on  the  inside  walls  of  a  diffuser  and 
cuts  a  ring-shaped  trough,  then,  bores  several  air  holes  in  it,  connecting  them  to 
a  vacuum  pump  or  to  a  telescoping  jet  apparatus  in  the  tailpipe,  then,  it  is 
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possible  to  draw  off  sensitive  boundaiy  layers  and  prevent  separation  and  the  form¬ 
ation  of  spiral  flow  patterns,  thus  improving  the  exhaust  flow  speed  distribution 

(Pig  2.5). 

The  width  of  the  ring-shaped  trough  for  drawing  off  the  gases  is  0.25  (cm), 
and  its  depth  if  0.63  (cm). 
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Pig  2.5 

1 .  Diagram  of  a  Plan  for  an  Experiment  in  Drawing  Off  Boundary  layers  in  a  Short 
Ring  Cavity  Diffuser  2.  Amount  of  Air  Extracted  Through  the  Outside  ’.'all  3.  Amount 
of  Air  Extracted  'Through  the  Inside  'fall  4.  Hadial  Distribution  of  Intake  Plow 
Speed  5.  Outside  '.-/all  of  the  ling  Cavity  of  -he  Diffuser  6,  Inside  'all  of  the 
Ring  Cavity  of  the  Diffuser  7.  Ring-shaped  Trough  and  Suction  Holes  on  the  Outside 
Wall  8.  Ring-shaped  Trough  and  Suction  Holes  on  the  Inside  Wall  9.  Peed  Line  for 
Fuel  in  Gaseous  State  10.  Brace  Assembly  11.  The  Outboard  Set  of  48  Vortical  Plow 
Canisters  12.  The  Middle  Set  of  40  Vortical  Plow  Cannisters  13.  The  inboard  Set 
of  32  Vortical  Cannisters  14.  Exterior  Wall  of  Short  Ring  Cavity  Flame  Tube  15. 
Interior  Wall  of  Short  Ring  Cavity  Flame  Tube  16,  16  Gas  Suction  Tubes,  Outside 
all  17,  16  Flexible  Hoses  on  the  Inside  Wall  for  Gas  Suction 
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Cn  the  interior  walls*  each  trough  has  drilled  in  it  440 •  <£  2«4  gas  sucticn  holes; 
the  gas  suction  ar°a  =  59*4  (cmf);  the  volume  of  gas  drawn  off*  X^  =  1.25Jo  of  the 
intake  volume;  on  the  exterior  walls*  each  trough  has  drilled  in  it  480  2.4  gas 

O 

suction  holes;  the  gas  suction  area  =  43  (cm^);  the  amount  of  gas  drawn  off* 

1.1— 5/j  of  the  intake  volume*  and  the  total  amount  of  gas  drawn  off*  X  =  2.35  “  4.25;$ 
of  the  intake  volume. 

T'or  the  forward  ring  cavity  of  the  intake  of  a  diffuser,  the  exterior  wall  dia¬ 
meter  is  4>  t  and  the  interior  wall  oiameter  is  <£.;  the  largest  diameter  of  the 
o  l 

ececust'cr  'humour  is  T  =  106  (cm),  and  the  overall  length  *  L  =  5^  (cm).  ^  r.;; 

a 

case 

L/Dm~  -1; 

2 


The  120  vortical  flow  cannisters  are  ar^need.  in  three  concentric  rings—  the 
outside,  middle  and  inside.  In  order  to  eliminate  the  influence  of  the  vaporisation 
of  lion  id  fuel,  during  experimentation,  a  natural  gas  containing  93.55;  methen»  ••-as 
used  as  fuel.  This  natural  fuel  was  distributed  among  the  various  ducts  and  fed  into 
the  vortical  flow  cannisters;  there  was  ignition  and  combustion,  and  the  exhaust 
from  the  vortical  flow  cannisters  became  the  main  combustion  area  for  the  "spiral 
flames."  The  secondary  combustion  area  and  cooling  area  were  both  greatly  shortened. 

The  angle  of  expansion  of  the  exterior  wall  of  the  diffuser,  0#i  =  25°;  the 
angle  of  expansion  of  the  interior  wall,  Qt  =  15°;  end,  they  are  not  symmetrical 
with  respect  to  the  center  line  of  the  ring  cavity.  Because  the  area  of  contact 
V tvoop  the  outer  ring  cavity  and  the  air  flow  is  large,  the  viscous  flow  drag  is 
large,  the  flow  sreed  is  low,  rued,  therefore,  when  simulating  high  altitude  flight 
at  low  speed,  ".he  major  part  of  che  intake  quantity,  G,  passes  through  the  inner 
ring  cavity  and  does  not  pass  through  the  vortical  flow  cannisters.  In  this  way 
it  is  "sccible  to  create  a  rich  fue 1  mixture  in  the  main  combustion  area  end 


widen  the  flamecut  thresholds.  The  ’■ammeters  obtained  from  combustion  testing 
to  simulate  "cruising1'  and  "  high  altitude  flameout  thresholds"  are  presorted 
below: 
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1.  State  3eing  Simulated  2,  Cruising  3.  Sigh  Altitude  Flameout  4#  Total  Intake 
Pressure  5.  Overall  Intake  Temperature  6.  Quantity  of  Intake  7«  Reference  Plow 
Speed  8.  Fuel- to -Air  Ratio 

(2)  The  Measurement  of  Parameters  and  the  Calculation  of  Capability  Targets 


Ring  Cavity  Diffuser  Intakes  Me  already  know  the  area  of  the  intake*  A  ,  the 
quantity  of  intake,  0,  and  we  can  measure  the  total  pressure,  P^»  the  static  pres¬ 
sure,  plf  and  the  overall  temperature,  ;  we  can  then,  cn  the  basis  of  functional 
equations  for  aerodynamic  auantiti  es  of  flow,  figure  out  K  1 .  According  to  critical 
sonic  equations,  a  =  18.3s/?T  •  ,  so  we  can  figure  out  a  or  the  sonic  a.  Because 

of  this,  it  is  possible  to  deduce  the  average  intake  flow  speed  u^  =  l^a  (m/s). 

In  these  experiments,  M,  =  C,2  ^  0,3% 

Ring  Cavity  Diffuser  Fxhaust :  We  already  know  the  area  of  the  exhaust,  A0  = 


:  160  (cm  ) . 

W<?  b?.v 

— * 

T„;  cn 

the  has 

O  1 
*J 

-ft 

we  can 

flow  speed  u 

p-  1  'r>  '' 

Ring  Cavity  Combustion  Chamber  Fxhaust :  Using  a  suction- type  (platinum  -  pla¬ 
tinum  +  13?4  rhodium)  mobile,  supported  thermocourle  to  take  sample  measurements  at 

scattered  points,  it  is  possible  to  obtain  the  overall  temperature,  T,,  of  the  ex- 

✓ 

haust  cn  the  basis  of  the  flow  distribution  weighted  average.  Using  the  same  type 

of  scattered  readings,  it  is  possible  to  obtain  a  weighted  average  for  the  total 
■ 

exhaust  pressure,  P,.  On  the  basis  of  the  amount  of  fuel  supplied,  Gr,  and  the 
✓  A 

amount  of  'ntake,  0,  minus  the  amount  of  gas  that  is  drawn  off  in  the  form  of  boun¬ 
dary  layers,  X%,  it  is  possible  to  figure  out  the  fuel  to  air  ratio  for  the  whole 

''ombusticn  chamber,  f  =  G_/(l  -  X)  G, 

1  <C  — * 

"e  already  knew  f  (or T ^  and  -7;  "by  checking  a  table  or  graph,  we  can 

get  the  average  specific  heat,  c  , 

P 

We  already  know  the  value  for  +v'°  amount  of  heat  contained  in  each  kg  of  gaseous 
fuel,  H  ,  and,  baaed  bn  the  relationship  /H.  —  f,(TS  — TJ)  it  pOSSible  to 

cl 

determine  the  "id«-l  overall  temperature",  T,_  (k),  fbr  the  -ombustion  chamber  exhaust. 

In  this  experiment,,  the  average  overall  temperature  of  the  exhaust,  T^  =  1230  (k). 

Through  manipulation  of  the  movable  support  apraratus,  it  is  possible  to  take 

scattered  readings  in  the  exhaust  which  reflect  the  radial  and  circumferential  over- 

#  * 

all  temperature  distributions,  r  and  T^=*  f(r)  and  T^  =  f(r  0s);  it  is  also 


possible  to  record  the  highest  temperature,  T^m  (K). 
The  calculations  below  then  become  possible:, 


-Combustion  3fficiency 


ft*  —  T* 

=i — =*-  x  100% 

rjj-r;  - 


-Overall  Temperature  ?ield  Form  Coefficient 

Tf  -  7? 


(3)  lesul^s  of  Txperimont',tirn  and  discussion 

Che  influence  of  the  drawing  off  of  boundary  layers  through  suctiot  cn  combus- 

tir.  of .‘ici-r.o;;,  i:  shorn  i_c  fig  1.5,  In  this  ill\'.st"aL.icn,  the  c.verrge  cverc.il 

tempera  rare  of  the  combustion  chamber  intake,  T0  =  3C0  (X),  simulating  a  condition 

appr-auiing  the  threshold  of  high  alcitude  flamecut.  hen  there  is  no  suction,  X  = 

d'  as  ''ompar^d  with  X  =  for  the  gas  stacked  through  the  exterior  wall:  when  the 

o  «  , _ 

overall  intake  pressure,  ^  35  2  (kg/cnf  },  the  combustion  efficiency,'  0  ,  when  there 
i 3  suction  as  compared  to  when  there  is  no  suction,  rises  from  6 £$$  to  10C£o;  when 
?0  is  reduced  to  1.55  (kg/cuT),  the  absence  of  suction  causes  a  flameout,  and  *!  =  0; 


3028  26  24  22  20  is  16  IS  m/t 
H2.6  *^k  x%  n  $ 

Pig  2.6 


1.  Ihflueice  of  the  Amount  of  Suction,  X&  on  p  2.  Overall  Combustion  Efficiency,  r| ,  % 
3.  Flameout  4.  No  Suction  T, 


however*  with  suction,  combustion  efficiency  can  still  reach  66;  j.  With  suction,  one 

^  »  .  2 « 

can  make  further  reductions  and  still  not  get  flameout  until  ^  "'•05  (.kg/ cm  )  and 

u0'a«  30  (m/s).  This  proves  that  if  the  amount  of  outer  wall  suction,  ,  in  asym¬ 

metrical  diffusers  is  chosen  correctly,  shen,  it  is  possible  to  postpone  hi^i  altitude 
flameout  and  expand  the  stability  boundaries  for  lean  mixtures.  If  only  gas  sucked 
through  the  interior  wall,  X^  =  2.5^o,  there  is  only  a  small  improvement  in  combustion 
efficiency.  If  there  is  suction  through  the  interior  and  exterior  walls  at  the  same 

time,  and  x.  +  x  =  X  =  3%t  there  is  an  inorovement:  however,  the  results  are  nor 
i  o 

as  pc~d  as  '-.’hen  only  ruction  ~hro”~h  the  enter! or  wall  is  involved.  The  reason  for 
this  is  that  the  angle  ox'  expansion  for  one  exterior  wall  is  large;  the  angle  of 
expansion  for  the  interior  wall  is  small;  even  if  there  is  no  suction,  and  X  =  Cf,3f 
there  is  already  separation  al^ng  the  exterior  wall  of  the  ring  cavity  flew  path; 
the  radial  flew  spe-d  distribution  is  already  factor  than  the  interior  wall  flow 


sr^ed,  nr. d  its  vol'ur.e  of  fl  v  is 
tnrior  "vail  oe.r ~  at  ’Vian  *e  -.he 
suction  through  the  eerier  vr.l 
fi:v  - i  d  : ‘■ri':uxi;r.  • 


*  £  — iva  • 


jra-f'r.  Hoe  small  amount  of  ruction  thrc’igh  the 
’ihwaci  ;rs  ».;•  a  hole;  hcv->ver,  a  li~Lr.u~.ion  in 
:  oar.  ~.c  o~rtaiooly  eli.~ir.ate  sepa.ra~.icn  and  cause 
~r  " "  - •-rif-r-'i'y;  -p  *his  fact,  there 

nr  ;.  for  th->  h'r-3  rings  cf  vortical  flow 


oarmsters  ~ne  on 


■it  air-tn-iuev.  ■■-■tic: 


-cncusticn  ex 


-“j  > 


■  .i 


-he  lay-out 


tha  arran  v*  n  ~  f  ■■ 


o  vet. 


ioal  flew  canni stars 


' houli  aloe  conform  itself  to  th®  ■exhaust  flew  field  of  *he  ri nr  cr.vitv  diffuser, 
fhe  distance  between  the  inner  ring  of  vcrticel  flow  cenr.isters  and  the  inner  wall 
as  well  as  the  distance  between  'he  ~iidlo  rirg  and  inner  ring  of  vort-’cal  flow 
cannicters  should  bcxh  be  somewhat  larger  than  the  distance  between  the  middle  ring 
and  the  outside  ring  or  the  outside  ring  and  the  outside  wall.  •'hen  the ~e  is  ro 
suction,  this  causes  the  middle  ring  of  vorticrl  flow  conn asters  to  do  everything 


possible  to  "rovant  a  shortage  sf  sir. 

The  radial  distributi-r.  cf  o*”'  -11  temperature  in  the  exhaust  of  the  combusticn 
chamber  follows  changes  in  the  amount  of  suction,  (Fig  ~,7)  ''hen  in  a  state 
designed  to  simulate  "cruising",  the  average  overall  temperature,  T^,  exhaust 

of  the  combusticn  chamber  equals  1230°K,  the  average  overall  temperature  of  the  in- 
take,  Tg  =  589  (X),  and  the  overall  "fuel-to-*ir  ratio",  f  =  0,015. 

If  one  refers  to  Fig  2.7  (a),  the  amount  of  gas  drawn  off  from  Vof  the  inter¬ 
ior  wall,  Xj=  1,23%;  if  one  eliminates  the  boundary  layer  separation  from  the  inteiw 
ior  wall,  then,  the  flow  alcng  the  interior  wall  is  unimpeded,  and  the  amount  of 
the  flow  is  increased;  because  of  this,  tije  amount  of  flow  along  the  exterior  wall 
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is  reduced.  As  a  result,  the  peak  exhaust  temperature  value  moves  out  toward  the 

✓ 

tips  of  the  blades.  The  field  pattern  coefficient,  goes  from  a  value  of  1.47 
when  there  is  no  suction  through  an  increase  to  a  value  of  1.75*  ?hds  is  because, 
when  there  is  no  suction,  the  middle  ring  of  vortical  flow  cannisters  is  already 
short  on  air,  and  the  local  fuel-to-^.ir  ratio  deviates  toward  the  "rich"  side; 
besides  that,  the  anoint  of  air  flow  which  supplies  the  middle  ring  and  comes 
from  the  suction  through  the  interior  wall  is  even  less.  Above  the  radius  of 
the  middle  ring,  the  air  flow  temperature  shows  a  deviation  on  the  high  side; 
below  the  radius  of  :he  middle  ring,  it  shows  a  deviation  on  the  low  side;  there¬ 
fore,  the  efficiency  of  combustion,  «?.,  contrary  to  expectations,  drops  to 
from  the  which  is  its  value  when  there  is  no  suction. 

'.'hen  the  mac t ion  A.  of  the  cuter  wall,  X  =  1.155,  the  result  is  the  exact 

O 

cr-osite.  The  roak  temnerature  value  for  the  exhaust,  T,  ,  moves  toward  the  base 

>XD 

of  the  blades.  The  temperature  at  the  base  of  the  bledes  is  raided  approximately 
‘  ■'  '3  as  compared  -.o  hen  there  is  no  suction,  and  the  temperature  at  the  tip  of 
the  blades  is  reduced  approximately  284°C.  The  major  portion  of  the  air  intake 
supplies  the  area  above  the  middle  ring  of  vortical  flew  cannisters,  In  ord^r  to 
improve  the  ''omhustion  situation.  The  field  pattern  coefficient,  <J ,  still  ecuals 
1.75;  however,  the  efficiency  of  combustion,  f  ,  is  raised  to  93*5& 

Hefering  to  Fig  2.7  (b),  suction  on  both  sides  causes  the  peak  temperature 
values  for  the  exhaust  to  appear  in  the  area  of  the  ring  cavity  about  half  way  up 
its  height.  When  there  is  no  suction,  the  center  ring  of  vortical  flow  cannisters 
will  already  be  short  of  air;  if  the  suction  starts  up  cn  both  sides  at  the  same 
time,  the  .middle  ring  will  be  even  shorter  on  air;  therefore,  the  tempera. "Tire  of 
the  middle  belt  of  the  exhaust  will  tend  toward  the  high  side. 

The  effect  that  suction  on  both  sides  has  on  combustion  efficiency,  ,  is  not 
poed,  and  the  field  pattern  coefficient,  "loo  shows  harmful  changes.  The  "ecscn 
for  this  is  that  this  type  of  suction  causes  the  distribution  of  air  flow  to  the 
three  rings  of  vortical  flow  cannisters  to  be  uneven,  differences  in  concentration 
to  be  large,  and  the  •..•hole  efficiency  of  combustion,  fi  ,  to  drop.  Besides  this, 
suction  an  both  3ides  causes  the  main  flow  to  be  very  sensitive,  suffer  somewhat  from 
the  effects  of  pulse  interference,  and  immediate  changes  in  the  distributions  of  the 
amount  of  flow  and  flow  speed  cause  instability  in  combustion. 

The  overall  amount  of  suction,  XJ5,  as  it  affects  the  total  pressure  losses 
(l— «■')  in  the  intake  and  exhaust  of  the  combustion  chamber  is  shown  in  Fig  2.8. 

wit  0 

The  total  pressure  of  the  diffuser  exhaust,  *  2*13  (kg/cm  );  the  overall  temp- 
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erature,  T  =  590  (K) ;  the  Mach  number  of  the  diffuser  intake,  M1  =  0.23;  and, 

c  C  • 

the  Reynolds  number,  Re  =  1.9x10^^  3*3x10  .  3h  a  cruising  configuration,  experi¬ 
ments  that  have  been  carried  out  have  led  to  the  conclusion  that:  suction  can 
prevent  or  control  boundary  layer  separation,  reduce  total  pressure  losses,  and 
improve  combustion  characteristics;  the  positioning  of  the  suction  and 

the  amount  of  the  suction  must  be  appropriate. 


3 


96%:  v  *5-1.75,  ^  —  98.5%. 

tB2.7(V)  *  x(-J>.95%,x,-i.2%:  a 

AT, -1.96%,  X0»3.H%;  O  ff-t.47,  7-96%; 

*  X  —  2.15%,  5-1.63,.  »J -SOS,:  O  X-5.I  %,  5  - 
1. 89, 7-93. 8%. H  -  £fE*.«5fflCi &!*]*£ ,  0 <y<H, 
y  —  a^ipnj 


Pig  2.7 

1 .  Deviation  Proa  the  Average  Temperature  of  Schaust  2.  y/H  $6  of  the  Schaust  Height 
of  Ring  Cavity  Combustion  Chamber  3.  Outside  Diameter  4.  Uhilateral  Suction- 
5.  Inside  Diameter  6.  Suction  cn  Both  Sides  7.  Figure  8.  Influence  of  Unilateral 
Sucticn  9.  No  Suction  10.  Inner  Wall  Suction  11.  Outer  Wall  Sucticn  12.  Influence 
of  Suction  on  Both  Sides  13.  Radial  Rxhaust  Height  of  Ring  Cavity  Combustion  Chamber 
14.  Radial  Distance  37 
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Fi s  2.3 

1 .  The  Influence  of  the  Total  Amount  of  Suction  on  the  Total  Pressure  Losses  in  the 
Combustion  Chamber  T,  Data  obtained  from  Air  Flow  Tests  Without  Igaiticn  3*  ’’/ith 
Combustion  1.  Total  '.  res sure  Losses 


dec  6  Jrecial  Characteristics  of  cub-surfaces 


(1)  Boundary  layers,  as  they  flow  along  the  walls,  can  divided  into  laminar 
flow  and  turbulent  flow.  Because  there  are  vortical  masses  in  the  turbulent  flow 
which  cut  across  the  flow  and  diffuse,  exchanging  energy  and  momentum*  turbulent 
flow  boundary  layers  a~e  usually  somewhat  thicker  than  laminar  flow  boundary  layers; 
*he-e  turbulent  flow  boundary  layers  can  withstand  relatively  higher  ores sure  grad- 
'Co without  exhioiting  separation. 

( l)  The  laminar  flow  boundary  layers  get  thicker  as  xhey  flow  along  their 
course.  For  example,  if  a  laminar  flow  boundary  layer  is  flowing  along  a  flat  sur¬ 
face  from  the  forward  edge  tc  a  place  1000  (mm)  down  the  flow,  its  thickness  at  the 
end  of  the  run,  **'.  5  (mm).  If  it  receives  pulsating  interference  from  the  main 
flew,  a  laminar  bc’T.iary  layer  car.  turn  into  a  turbulent  flow  boundary  layer  and  In- 
'--’->09  it3  flow  drag, 

(3)  In  the  main  flow,  the  flew  speed  in  the  normal  direction  is  distributed 
evenly;  the  cross  current  speed  gradient,  OU/dyaiO^  ;  therefore,  the  viscous 
friction  stress,  t  ,  can  be  ignored;  however,  in  the  boundary  layers,  changes  in 
flow  gpe°d  are  great;  the  flow  speed  gradient  d\i/dy  along  direction  y  cannot  be 
labored;  because  of  this,  one  must  consider  the  stresses  caused  by  viscous  friction; 
however,  whaa  flow  speeds  are  relatively  3low,  one  can  ignore  compressibility,  that 
is  to  say,  a  constant. 

(O  The  static  pressure  of  the  main  flow,  ^ «  as  it  exists  along  the  normal 
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line  y,  passes  through  the  boundary  layer  and  straight  on  to  the  surface  of  the  wall; 
because  of  this,  the  rate  of  pressure  change,  9p/dx.  *  al°nS  the  x  coordinate  is  the 
same  in  the  boundary  layer  and  the  main  flow. 

■  '* 

(5)  -Is  far  as  the  two-level  boundary  layer  displacement  thickness,  is  con¬ 
cerned,  if  one  locates  a  certain  point  A  on  a  wall  surface,  then,  the  boundary  layer 
thickness  at  point  A  s  s  (Fig  2.9 )« 

Suppose  the  flow  speed  of  the  main  flow  in  direction  x  at  a  point  outside  the 
boundary  lay?"  which  corresponds  to  point  A  =  TJ,  then,  the  flow  speed  inside  the 
'■'rr.d-ry  "ager,  u,  along  normal  line  y,  changes  Iran  u  =  0  to  u  =  TT.  However,  if 
'■here  is  r.c  viscous  friction  drag,  then,  there  is  no  boundary  layer,  and,  necessar- 
iljr,  flow  speed,  u,  along  direction  x  of  thickness  s  should  not  be  reduced,  but  should 
",l’.’a”s  be  equal  to  TJ.  Suppose  one  drops  ?.  perpendicular  to  the  surface  of  the  il- 
1” strati mi  with  a  length  =  1  (  of  seme  unit  of  length).  Then,  suppose  one  sets 
things  up  so  ‘hat  the  distribution  function,  u,  along  y,  is  equal  to  f(y).  In  ouch 
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Fig  2.9 

1 .  A  TVo-llement  Boundary  layer  Along  a  Curved  Surface  2.  Main  Flow 


if  one  has  to  cent  gad  with  both  viscosity  and  bo 
aaos  flow  rate  of  8  x  1  every  second,  and 


un  :ary  layers,  then,  there  io  a 


(2.18) 


if  one  discounts  viscosity  and  boundary  layers,  then,  there  is  a  mass  flow  rate  of 
9  *1,  and 


k»  ”  t»Ody\ 


therefore*  because  there  is  viscosity*  ^  *  the  actual  rate  of  mass  flew  through  8 
every  second  is  diminished  so  that  ^  «. 

Am  — pVdy  — "  ^  pady  -•  ^  p(U  —  u)</y 

—  pus*%  (2.19) 

z 


That  is  tc  say  that*  because  there  is  viscosity,  and  the  wall  surface  produces  fric— 

t'  erresr,  '  r  *  it  is  as  ^houah  'he  ••/all  surface  has  scueeced  inward  a  certain 
4  ° 

distance#  ft  *  causing  the  passageway  to  become  narrower.  Because  of  this  fact*  the 
actual  amount  of  air  flow#  as  compared  to  a  circumstance  when  there  is  no  viscous 


fricti:n  drag,  is  reduced  to  an  amount,  AC  ,  Therefore,  .&  is  called  the  "displace¬ 
ment  thickness."  On  the  basis  of  equation  (f.1?),  one  can  say  that 


displacement 


thickness  ,  6  *=  tt  \0  (-u  u^v  ”  [c  ■  1  L-  ^ dy 


In  order  to  get  the  integral  for  equation  2.20,  one  must  know  the  laws  vhich 
govern  the  flow. speed  distribution  inside  the  boundary  layer,  u  =  f(y),  ns  '  "s 
the  thickness,  s>t  of  the  boundary  layer.  If  one  is  concerned  with  a  turbulent  flow 
boundary  layer,  it  is  possible  to  use  the  "aver’g°e  zine  pareaeters"  B  md  u,  etc. 
and  still  be  able  to  obtain  the  av~rage  time  displacement  thickness,  8  ,  cn  *ho 
basis  of  eojuatian  (2.20). 

(o)  IVo-Zlement  Boundary  layer  Momentum  Thickness,  9 

Befering  to  Big  2.9,  the  amount  cf  movement  through.®  along  directions  each 
second  is  represented  by  u  pddy.  • 

Tven  if  one  supposes  thar  there  is  no  viscosity,  there  is  still  am  actual  •  *  par.  Ting 

through  *  in  direction  x,  and  this  amount  of  motion#  =  Vm;  therefore#  because  _ 
there  is  viscosity,  the  amount  of  movement  or  momentum  lost  when.  *  passes  through  ® ' 
is  described  by  the  following: 

AM  —  M,  —  M  —  U ^  pu 4y  —  j(  i^dy 

-  \'  p*(U  -  u Tdy  -  pU*,  <  -  (2.21) 

Jo  -  . 

8  increases  in  thickness  along  x,  and  the  amount  of  movement  involved  loses  thickness 
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-  i)  dy,U'&-  J \(V  -  tt Vr.  <2-22) 

That  is  to  say,  because  of  viscosity,  flow  speed  distribution  within  a  boundary  layer 
decreases  from  the  boundary,  9  ,  with  its  value  U  to  the  value  of  u  on  the  wall  surface 
which  is  u  =  0;  although  the  rates  of  mass  flow,.1*  ,  through®  x  1  are  all  the  same, 
it  is  as  •‘•hough  the  wall  surface  squeezes  in  a  distance:®  toward  the  rain  flow;  due 
*o  fair  f-ot,  he  actual  air  flow  loses  an  amount  of  momentum,  a  *%  as  compared  to 
an  air  flow  "ith  no  viscosity.  t  *  >  5*  >  9,  8*fd  —  H  >  1,  is  called  the  "speed 

pattern  template." 


7  Integral  liquations  for  Momentum  of  Dual  Turbulance  dub-surfaces 

If  cr.e  sunrose-  that  he  is  dealing  with  a  ncn-steady  state,  two  element,  nen- 
compressible  turbulence  bour.'’ ->ry  layer  (Tig  ?,10),  merger,  di eul-nr  to  "he  aurf^co  of 
the  illustration  with  a  dimension  =  1  (  of  -ome  unit  of  this 'mats ;  flier  the 
thickness  of  ■  ..*  ben  ndary  layer,  ®,  var jee  with  changes  in  x.  r,  a  the  viscous 
friction  3tress  of  the  wall  surface  (IT/ttT). 

First  one  draws  out  a  differentiation  control  area  A3CD.  At  a  given  instant, 
r ,  the  flow  speed  of  a  certain  point  in  the  boundary  layer,  u  -  u(x,  y,  t),  and 
the  differentiated  volume  within  the  control  area  =  dxdy  •  1. 

The  ma^s  flowing  in  from  side  AB  is 

m(x ,  t)  —  dt 


■  2.10 

Pig  7.10 

1.  Diagram  of  Integral  Souaticna  for  Boundary  layer  (Enlarged)  2,  Boundary  Layer  Limit 
3,  Main  Plow  41 


The  mass  flowing  in  from  side  CD  is 


«(*  +  ix,  t)  —  «*+  ~  lx  -  it  \  puly 
ax 

.  -*•  v>’’ 

-he  difference  between  the  masses  entering  from  side  AB  and  CD  is 

m(x  +  dx,  o  —  »<***)  =  dtix  -Q-^ptxdy, 

The  wall  surface  is  non-nerm',"blej  therefore,  it  is  necessary  for  the  air  flow 


{ dt  dx  -f  pudy\ 

'  dx  J  o  /  to  cone  in  from  side  AC  and  refill  the  control  area, 
The  momentum  of  the  air  that  flows  in  through  side  AC- a  u^dtdx  -  — 

The  momentum  of  the  air  that  flows  in  through  side  A3  s  J  pa2dy  =**  M , 


The  momentum  of  the  air  that  flows  in  through  side  3D  =  0. 


The  momentum  of  the  air  that  flows  in  through  side  CD  =  M  dx 

dx 


™  1  pvfdydt  +  dxdt  p\i2dy, 
Jo  Ox  JO 


Therefore,  the  momentum  of  flow  from  A3CD  along  direction  x  =  dt  dx —[*  pa1  Jy 

dx  Jo 


-  Udtdx 


(2.23) 


Concerning  changes  in  the  momentum  along  x,  if  t  =  time  t,  the  diffenential  momentum 
of  the  control  area  dxdy.  1  =>  pdxdy  .  u  ;  t  =  time  t*it,  and  the  momentum  of  the 
differential  dxdy*  1 
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•“  p  •  dt'j  dxdy  •  !. 

The  increase  in  the  amount  of  momentum  along  direction  x  which  occurs  within  the  tine 
interval  dt  inside  the  differentiated  volume 

=»  dxdydtp  — , 
dt 

The  increase  in  the  amount  of  momentum  in  direction  x  which  occurs  within  the  time 
interval  dt  inside  the  control  area  A3CD 


dy. 


(2.24) 


The  rate  cf  change  of  momentum  along  'irecti-n  x  per  second  should  be  equation  (2.39) 
+  (2,40)  once  again  divided  hy  the  time  interval  dt,  that  is  to  say, 


dM_ 

dt 


(2.25) 


If  one  ignores  gr-vity,  then,  oho  e:-:t--v.al  forces  exerted  on  surfo.ce  A3  =  +  -pit, 
(■'values  in  the  direction  of  the  air  flow  have  a  positive  sign); 

The  external  forces  exerted  or.  surface  CD  =  _  ^  +  OtL  (5  +  d8) 

at  —  pS  —  Six  —  pit, 

CrX 


The  external  forces  exerted  on  surface  3D  =  r^dx  >  1  (the  viscous 
friction  drag  of  the  wall  surface); 

As  far  as  the  contact  between  the  surface  AC  and  the  main  flow  goes, 

if  one  ignoTss  the  viscosity,  m»  then,  the  force  of  friction  a  0, 

If  one  assumes  the  average  pressure  received  by  surface  AC  to  be  p,  then,  the 
force  exerted  on  surface  AC  a  pds  ,  1;  the  projection  of  pds  in  direction  x  a 

(pdf)  •  ”  pdS,  d8/dt  ac  tga 

ds 

(Pig  2,10).  Therefore,  the  total  of  all 
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the  external  forces  exerted  on  A  BCD  in  direction  x  is 


IF  =■  p6  —  pS  —  Six  —  pis  —  Tqdx  +  pdS 

“  — —  [N]  (2.26) 

According  to  the  principles  of  Newtonian  momentum,  If  equation  (?,4l)  is  set  equal 
to  (?,<!?),  one  gets  the  differential  equation  of  momentum  for  non-stable  state,  two 
element  turbulence  flow  boundary  layers: 


7rcm  this  equation  one  car.  infer  four  unknown  quantities  relating  to  boundary 
layer  flow  at  an  instant,  l»  :  the  flow  speed,  u,  in  direction  x;  fricti.n  stress  cn 
tie  wall  surface,  *•  $  the  flew  speed,  TJ,  on  the  bound -ry  lines  of  *•'•<»  main  flow  and 
the  principles  v/hich  connect  it  with  pressure,  p.  The  independent  variables  are  the 
instant  of  time,  t,  and  the  coordinates  x  and  y. 


Sec  8  Analysis  of  Stable  St-te  Dual  Incompressible  Turbulence  Sub-surfaces 


( 1 )  Method  of  Analysis 

It  is  for  the  lack  of  only  four  unknown  opiantities  that  we  cannot  solve  the 

equation  ("',17).  %  the  skillful  use  of  "averaged  time"  parameters,  such  as  tf  » TT  + 

«  a  +  u' etc.,  it  is  possible  to  use  ncn-ste?dy  states  in  the  role  of  ste'dy  states 

* 

in  crier  to  analyse  air  flows,  that  i3  di"  ,/q  t  =0.  The  main  flow  can  function  in 
■ha  re la  cf  nan-viscous  "positional  flow"  or  "potential  flew"  in  erder  to  handle  the 
analy3i3«  If  one  already  ’<nows  the  parameters,  ,  T^,  and  for  the  :hape  of 
the  diffuser  passage  and  the  intake  flow,  then,  it  is  possible  to  figure  out,  cn  the 
basis  of  the  "potential  flow"  the  values  of  U  and.  0?  /  ©he  for  the  main  flow.  This 
quantity,  dp/ d  x,  is  also  the  pressure  gradient  for  the  boundary  layer  in  the  direc¬ 
tion,  x  (See  Sec  6(4)),  Witnin  the  boundary  layer,  it  is  possible  to  think  of  the 
density,  p\ ,  as  being  unchanging,  that  i3  to  say,  to  ignore  any  compressibility  that 

might  be  involved  (See  Sec  6(3)),  As  far  as  the  friction  stress,  fr  ,  of  the  wall 

o 

surface  is  concerned,  it  is  not  possible  to  figure  this  quantity  by  using  once  again 
equation  ( ?« 1 )  from  this  chapter,  Decause  of  the  fact  that,  within  the  boundary 
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layer,  there  is  no  striated,  non- turbulent,  laminar  flow,  but,  on  the  contrary,  vort¬ 
ical  masses  tumbling  over  one  another  and  pulsating,  the  value  of  the  viscous  fric¬ 
tion  drag  involved  is  very  greatly  increased#  Due  to  this  fact,  it  is  only  possible 
to  induce  experimental  lata  in  order  to  obtain  an  empirical  formula  for  figuring  .r,. 
(2)  "Speed  Pattern  Template"Squation8  for  Turbulence  Boundary  Layers 
'/hen  one  is  considering  a  steady-state,  ncn-compressible  flow,  then,  in  equation 

«v 

('.27),  =  0,  and  p  =  a  constant;  because  of  these  facts 

p  -4—  (  u2</y  —  pU  -4—  f  u dy  =“  —  &  —  r, 

dx  dx  J*  .  dx 

(2.28) 

(The  main  flow,  U,  end  8  are  unrelated) 

If  the  t vc  functional  products  are  differentiated  over  x: 


Considering  the  main  flow,  the  Bernoulli  equation  can  be  differentiated  to  become: 

(b) 

dx  dx 


U  is  simply  a  func'ion  of  x:  it  is  not  rel'ted  to  iy;  therefore, 


ds-u 


(c) 


If  one  take  (a)  and  (b)  and  substitutes  them  into  equation  (',28),  it  is  possible  to 
g-t  the  following:  j  r» 


Using  (c)  and  (d) 

. _ . - 

Using  the  displacement  thickness,  ,  and  the  momentum  thickness,  9  ,  (See  Sec  6(5)  and 
(6)  of  this  book),  equation  2.29  becomes: 


Pu  ~  9* +  p  —  (l/l9)  -  r, 
dx  dx 


This  can  be  rewrittai  as  follows: 
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42.  +  —  (2  +  W)  —■  “  -jr,  »  where  H  -  j  >  1, 


U 


rf*  pt/ 


(2.30) 


(3)  Estimation  of  the  Boundary  layer  Thickness  cn  a  Smooth  Surface  with  No 
Increase  in  Pressure  as  Bas®d  on  Pm-Dirical  Formulae 


.r.9  dii reran 


oundc.ry  layer  thicVr.esses,  which  all  have  different  ne^r.in gs, 


1^*  and  9,  as  well  as  the  fricti-n  stress  of  the  wall  surfaces,  t  ,  are  all  fun- 

o 

ctions  of  x.  On  the  basis  of  wind  experiments  with  tubing:  and  flat  surfaces,  with¬ 
in  the  boundary  layer  ,  the  distribution  cf  flow  spe'd,  u,  al-mg  normal  line,  y,  ir  u 
ecu  a  1  to  f(y),  ’’hi'h  can  be  T*env'>  'mated  the  enrira c~l  fomla  presented  b^icw; 
the  empirical  formula  for  flow  sneed  distribution  is 


b=“2,3,5,6,7 

1/  / 


(231) 


The  empirical  formula  for  friction  stress  is 

%  -  0  0225  {£)*.  .  -kfcSfcV,*  ”  7; 


If,  in  the  main  flow,  the  static  _ressure, P  ,  in  direction  x  does  not  change, 
and,  if  one  sets  n  =  7  in  equation  (2.5*0  and,  then,  substitues  this  in^o  equations 
(2.20)  and  (',.22);  after  integration,  it  is  possible  to  arrive  separately  at 


values  for  the  displacement  thickness,  8 ,  and  for  the  momentum  thickness  9 

1  8 '  ( o  T1 \ 


7? 


*•  (?.33). 


Assuming  a  smooth  wall,  from  the  forward  edge  to  the  lower  v aches  of  the  flow 
at  a  point,  x,  within  the  boundary  layer,  because  of  the  necessity  to  overcome  the 
viscous  drag,  f,  before  there  will  be  a  loss  of  momentum  each  second, 


t  —  A  »(V  —  0*y» 

J*'  ,  v-  ■■ 


j  however. 


therefore,  the  friction  stress  on  the  wall  at  a  point,  x, 

U  —  p  t*  u(I7  —  «)  dy  , 

dx 


46 


Using  (2.22) 


(2.34) 


-1L=PU1 


d9  , 

dx  dx 

Comparing  equations  (2.32)  and  (2.34), 


U_ad9_  -2.il  =  0.0255  (— V  (2-35) 

pU1  dx  72  dx  ^LS' 

Utilizing  the  boundary  conditions:  Let  x  =  0,  *  =0  (Pig  2.10)  using  the  integral 
equation  (?,35)  we  get  the  following  values  for  a  flat  surface: 

-Boundary  layer  thickness 

8  -  0.37  x*  (2.36) 


-Bin placement  thickness 

a*  =  0.046  **(£)"*  "  (2.37) 

-Momentum  thickness 

3  -  0.036 **(£.)**  (2-38) 

si* 

It  is  possible  to  figure  .  an  the  basis  of  equation  (2,37)  for  axisymetric  flow  fields 
in  passages  with  equal  cross  sections  and  ,  consequently,  possible  to  appropriately 
expand  the  cross  section  of  the  exhaust, 

(.1)  Ascertaining  the  Conditions  for  Separation  of  Turbulence  Boundary  layers 
Concerning  the  drop  in  speed  and  increase  in  pressure  'which  one  finds  in  an 
expansion  passage,  there  is  a  positive  pressure  gradient  dp.^d*  »  and  one  cannot 

use  ^  a  ^  as  the  exponent  of  the  empirical  formula  for  tne  distribution  of  flow 
n  7 


speed  in  turbulence  flow  boundary  layers. 

Assume  that  the  flow  sneed  within  a  boundary  layer  equals  u($  )  at  a  place  where 

the  momentum  thickness  ia3,  and  assume  that  the  total  pressure  at  that  place  is  P 

* 

Ignoring  compressibility,  the  total  pressure  of  the  main  flow,  P  ,  and  its  kinetic 
pressure  are,  respectively: 


r-p  +  lpu*. 


■  ~ptr 
2 


#  I*-  •  ^ 

The  total  pressure,  P  (  at  a  place  9  within  a  boundary  layer  <  P  , 

P*(3)  ""  p  +  \  puK®) 


(239) 


Because  viscous  friction  at  a  place : causes  losses  in  the  total  pressure* 


a -r (9)  -  [l-  -  <m. 


(2.40) 


In  the  equationabove,  the  coefficient  of  speed  pattem  losses  in  total  pressure* 

n  =  1  -  - 1  is  a  function  of  H. 

U 1 

MfUfing  deductions  from  exrerimental  data*  one  arrives  at  the  speed  pattern  template* 
H  and  its  relating  ship  to  »  *  as  presented  in' Pig  2,11. 


_  f  H~  1  ](H~° 

'  L  4-  1). 


H(H  +  1) 


(2-41) 


The  soeed  rat'ern  tunrlate  3  = 


2*  1. 


.!  I  .  i  i 


n:1-7'  1  i  I  !m 


0  0.1  0.3  0.J  0.7  0.9  ’ 

Pig  P.11 

The  Curve  Be  "’ining  the  P-elatior ship  Between  the  Spe°d  Pattern  Template,  H,  and  •  17 

'•.■hen  H  =  1,?*  and  q  =  0,3,  a  turbulent  boundary  layer  begins  to  separate, 

(")  Tiguri ng  the  Position  of  Reparation  Point,  s 


The  Reynold 3  numb°r  at  the  -l^ce  9  ,  3s(9.)  =  ^-—“6  X  10J~5  x  10’; 

The  viscous  friction  stresses  on  the  wall  surface  are  as  follows: 

-^-Re* (a)  -  £«0.0128,or-^  -  £  (2.42) 

pU1  Pu 

If  one  substitutes  equation  (?,42)  into  equation  (2,30)  one  gets  the  following: 

—  +  (2  +  h)  -f-  d~  - ;  i ~  r* 


(v)}f +  (v)t«+«>£ 


w 


£  (2.43) 


According  to  the  principles  governing  potential  flows  which  have  no  viscosity*  and  cn 

-M 

the  basis  of  the  parameters,  *  T^f  p, .  and  for  diffuser  passageway  canfiguration 

and  intake  air  flow,  one  can  first  figure  out  the  laws  which  govern  the  way  in  which 

the  s^eed  of  the  main  flow,  F  and  vary  with  changes  in  3C, 

dx 

IS  ere  temporarily  supposes  the  speed  rattem  template,  H  =  a  constant,  and 
the  kinetic  viscosity,  v  =  a  constant;  then,  suppose  there  is  a  complex  parameter, 

D  =  ^  ,  which  varies  with  changes  in  x,  (2.44) 

dQ  =  _5_ 

4  L\  v  /  .dr 

(—)*  (2  +  «)  — 1  <2.45) 

,  a  comparison  with  equation  ( 2 • 4  3 )  reveals  that 

-2-fUVr  +  C  (2.46) 

4  ,  4 

However,  from  equation  (2.4-')» 

j2  =  v"t  t/’  ^  »V  (2.47) 

If  one  compares  equations  (r,40  and  (2.47)  and  consults  Fig  2.12,  he  will  s*~  that 

Taking  ?  -  0,0128,  and  V.  =  *jh  =  1.4,  then,  m  =  4 ;  it  is  then  possible  to  get  the  for¬ 
mula  for  the  relationship  between  9  and  x  as  9  varies  with  changes  in  xs  x  =  the 
distance  along  the  wall  surface*  and 


+ 


If  one  makes  »»  **  —  (2  +  H)  — 


"uppose  that  we  already  know  that,  for  the  diffuser  intake,  x  =  x^  and  F=  F^; 
moreover,  suppose  that,  according  to  equation  (2.J8),  we  figure  out  the  momentum 
thickness,  9,,  of  the  boundary  layer  at  a  place,  A^,  in  the  intake,  and,  then,  it  is 
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possible  to  get  a  precise  value  for  the  integral  constant,  C,  of  equation  (2.49)  ae 
shown  below: 

c  -  0.50) 

V  v  )  V\  ■  0.01 6vi 


Prom  equation  (?,3S) 


-  OJ)36xl\0 ,  9*  -  [(0.036)  **, 


(2.51) 

"hen  we  substitute  equation  (2,51 )  into  equation  (?,50)»  we  get 


(0.036)1-* 

0.016 


xJJ[ 


0.0158 

0.016 


*,[”££  x,u;  (2.52) 


Pig  2,1?  is  a  detail  from  the  inner  intake  wall  of  the  ring  cavity  diffuser 
shown  in  Pig  5.  Oy  represents  a  cross  section  of  the  final  stage  of  the  exhaust 
of  the  compressor;  x.  is  the  length  of  the  cylindrical  passageway  which  has  cross 
sections  identical  with  the  fi^st  anej  ®;  is  a  cross  section  of  the  diffuser  intake, 
vJe  already  know  the.  value  of  x  T£j,  and,  knowing  this,  equation  (2,49)  represents  the 
equation  for  figuring  the  increase  in  the  momentum  thickness,  ®  ,  from  x^  to  the  sep¬ 
aration  point,  s0,  in  the  direction  x.  If  one  choses  a  test  value  for  the  distance, 

x  ,and  for  the  corresponding  value  cf  TJ  for  the  main  flow,  then,  it  is  possible  to 
s  - 

figure  out  a  corresponding ' 9,  from  equation  (2,49). 

Besides  this,  through  the  use  of  dimensional  analysis  it  is  possible  to  obtain 
the  result  riven  below: 


_»! AV-  B.  (2.53) 

V  dx  "  l  2  j 


*  .  j  •  ..  ® 


Pig  2,12 

Figuring  the  Position  of  the  Separation  Point,  s 
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The  main  flow  has  no  viscosity  and  no  loss  in  total  pressure;  therefore,  P 
equals  a  constant.  When  the  differential  equation,  (2.40): 

dx  “  ix  is  substituted  into  equation  (2.55)*  one  gets: 

+  ~  (2*54) 

Fliminating  the  various  (1/2)  p  quantities  in  equation  (2.54)*  one  gets: 

$  WhU  +  Am)  -  BU*  (2.55) 

dx 

V 

Ir.  the  equation  above,  the  constant,  A.  =  0. 00894;  B  =  0.00461;  and,  jr=* 0.516.  If 
the  speed  pattern  total  pressure  coefficient,  ;*)>  0.516*  then,  the  right  side  of 
equation  (".53)  will  be  positive  overall.  Ihat  is  to  say,  the  mechanical  potential 
ener{p:  which  is  received  by  the  layer  of  air  flow  that  has  a  thickness,  9,  fror  con¬ 
tact  with  the  outside  layers  is  greater  than  the  mechanical  potential  energy  which 
is  transferred  to  the  wall  surface.  Or,  one  could  also  say  that  it  is  smaller  than 
9  ,  arc  that  the  air  flow  that  hugs  the  wall  surface  does  not  furnish  enough  momemtun 
to  higher  layers  of  air  flow,  and  they  lose  their  energy  for  forward  movement;  there¬ 
fore,  the  or.seA  of  serar^tion  occurs. 

If  ere  t-.’-es  the  value  of  i  which  is  arrived  &r  empirically  and  substitutes  it 

into  cquericr.  (',3;),  one  can  solve  for  7..;  check  tc-  s®e  whether  or  not  •  q  *  C.6  — ■ 

0.6,  or,  one  can  check  Fig  2.11  to  see  whether  or  not  H  =  1,4*'*’  1.9*  If  these  values 

are  vf  thin  this  range,  then,  the  x  which  you  have  figured  is  indeed  the  coord  inrtf 

s 

for  the  print  of  separation,  s^  ar.d  s^.  Q*e  should  locate  the  positions  on  the  wall 
surface  for  the  coordinates  of  and  snt  open  a  seam  and  drill  a  hole  there  for  the 
drawing  off  of  gas. 

(6)  A  Quick  Way  of  Determining  the  Position  of  the  Boundary  layer  Separation 
Point,  s 

Hiking  reference  to  Fig  2.1  (b),  due  to  the  reduction  in  speed  ar.d  the  ircr'-'c 
in  pressure*  the  pressure  gradient  dp/dx,  of  the  main  flow  in  the  direction  of  flow 
is  too  steep;  it  enters  the  boundary  layer  and,  within  the  layer,  it  causes  the 
curve,  u(n)jfor  the  distribution  of  flow  speed  along  the  normal  direction  to  run 
right  along  the  wall,  and,  consequently,  its  slope,  Xdu/dy  )  =  0;  the  stress  of 
friction  drag  for  the  wall  surface,  t.  =  0,  or,  the  curvature  (  (0*u /dn1)  )  quickly 
changes  to  a  negative  value;  the  place  where  this  occurs  is  the  position  of  the 
point  of  separation,  s. 

The  place  in  the  intake  of  the  diffuser,  which  has  the  lowest  static  pressure, 
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pi  ,  is  the  place  where  the  speed  of  the  main  flew,  ,  has  its  highest  value. 

Assuming  that,  outside  the  bottom  layer  of  the  laminar  flow,  the  values  for 
-)( 

the  to^al  pressure,  P,  along  the  direction  of  flow,  are  all  equal,  then,  from  the 
intake  to  the  exhaust,  the  speed  of  the  main  flow,  HT,  decreases  in  value  in  a  linear 
fashion. 

By  definition,  the  coefficient  of  static  pressure  is  as  follows: 

C,  *=  -  1  -  -Ej-,  C,  >  0,  (2.50)' 

±Pv\  Ul 
2 

The  coordinates  for  the  cross  section  of  the  intake  and  the  point  of  separation  are, 
resnectively,  x^  and  x^  (Pig  2,12),  If  one  figures  out  and  (  dC^/d^)  according 
tc  the  lavs  governing  a  lin^rr  reduction  in  spepd,  then,  they  ought  to  agree  with 
the  empiricr.l  formula  below: 

(xj  —  XiyCf(~^Jes  0.0104  —  a  constant  (2.51)' 

The  softer  and  slower  is  the  decrer.se  in  the  speed  of  the  main  flovi,  U,  the  more 
does  the  point  of  separation,  s,  move  down  the  path  of  the  flow. 

Sec  9  Diffuser  Dxrperimen ts  Concerning  Sudden  Diffusion 

(1)  Sec  2  of  this  chapter  pointed  out  the  fact  that  after  the  angle  cf  expan- 
r i on  of  the  diffuser,  ?\6  > '  40  ,  the  Ion. er  in  total  pressure  were  even  larger  than 
the  sudden  diffusion  losses.  If  one  eliminated  the  effects  of  suction  in  centroling 
boundary  layers,  then,  the  periodic  separation  of  bo'jndary  layers  gives  rise  to  a 
pulsa+ing  flow,  and  combustion  is  not  stable.  The  purpose  of  putting  an  "elephant 
trunk"  or  a  "fish  mouth"  at  the  forward  end  of  a  flame  tube  is  to  do  everything  pos¬ 
sible  to  cause  the  core  of  the  main  flow  entering  the  tube  to  flow  evenly.  Conven¬ 
tional  ring  "-evity  diffusers  not  o  .ly  occupy  a  long  space,  but  they  also  can  only 
respond  appropriately  to  the  intake  flow  fields  and  distributions  of  flow  of  pre¬ 
determined  configurations.  Operating  speed  changes;  flight  configurations  change; 
the  intake  flow  fields  for  diffusers  and  the  internal  and  external  ring  cavity  flew 

distributions  of  the  type  K  /K.  all  change.  Conventional  diffusers  cannot  resnond 

o  i 

appropriately  to  these  types  of  changes;  due  to  this  fact,  the  characteristics  of 
combustion  take  a  turn  for  the  worse.  Sudden  diffusion,  an  the  other  hand,  can 
respond  appropriately  to  flow  field  changes, 

(2)  The  Purpose  and  Methods  of  Model  Testing  of  Sudden  Diffusion  Diffusers 
in  Short  Ring  Combustion  Chambers 


5? 


In  the  intake  or  the  ring  cavity  of  combustion  chambers,  if  one  uses  small,  short, 
ring-shaped  "pre-diffusers"  in  conjunction  with  the  compressor,  then,  the  angle  of 
expansion,  2i0  ,  will  not  exceed  18°  (Fig  2,15).  Hiese  "prediffusers"  extend  into 
the  combustion  chamber  ring  cavity  and  suddenly  expand  to  form  turbulent  and  dis¬ 
orderly  flow  fields |  moreover,  around  the  circumference  of  the  exhaust,  they  sep* 
arc.te  to  form  a  pair  of  large  spirals  (actually,  these  are  two  large,  concentric 
vortical  rings  symmetical  around  the  center  line  of  the  turbine  jet).  If  the  shapes 
of  the  internal  and  e-temal  shells  of  the  ring  cavity  are  appropriate,  it  is  pos¬ 
sible  tc  maintain  these  tvo  vortical  rings  in  a  steady  and  unmoving  ccr&iticn;  due 
to  this  fact,  the  amount  of  intake  flow  into  the  eddy  current  apparatus  and  the 

amount  of  intake  flow  into  the  interior  and  exterior  ring  cavities,  M.  and  N  ,  can 

1  o 

maintain  a  very-  steady  distribution.  Tver.  though  suiden  diffusion  f  1  or.’  fields  are 
disorderly,  they  can  lessen  aerodynamic  interference  in  the  upper  reaches  of  the 
flow  path  and  retard  surging. 

3h  these  experiments,  we  followed  the  corresponding  dimensions  cf  actual  objects 
in  the  making  of  models  and  in  changes:  the  ratio  of  the  amounts  of  flow  in  the  int¬ 
erior  and  exterior  ring  cavities,  K  /K. ,  the  distance,  D,  from  the  forward  oorticn 

o  i 

of  the  ring  cavity  flame  tube  to  the  exhaust  of  the  prediffuser,  and  the  prediffuser 
angle  of  expansion,  2:0.,  in  test  bed  air  flow  experiments  without  ignition,  all 
determine  the  intake  flow  speed  distribution  at  and  the  coefficient  of  total  pres¬ 
sure  loss 


(weighted  average  of  scattered  readings  an  the 
momentum) 


The  static  pressure  recovery  coefficient 


(arithmetical  reaveraging  of  readings  for  the 
static  pressure  on  the  interior  and  exterior 
walls) 


For  a  representation  to  scale  of  the  dimensions  of  the  model,  see  Fig  2,13  (  for 
numerical  values,  see  the  table  given  below). 

The  ratio,  D/h^,  between  the  distance  from  the  exhaust  of  the  "prediffuser"  to 
the  top  of  the  flame  tube  and  the  height  of  the  zing  cavity  passageway  changes  from 
0.9  to  2.5t  20«  6°,  14°and  17°?  the  distribution  of  the  amount  of  flow,  » 


0,5  2,0.  Measurements  were  taken  of  the  distribution  of  total  pressure  and  the 

static  pressure  an  the  interior  and  exterior  walls  for  the  three  cm****  sections  5) 
and  j .  Chce  measurements  were  taken  of  the  intake  volume*  G^»  and  the  intake  Mach 
number,  Mj  «'  0.26,  then,  cn  the  basis  of  ly  it  is  possible  to  figure  the  Reynolds 

l  nr 


number,  Re. 


•  at  1  x  105. 


2A,  d* 

d.  dm 


0.9+4  ( 

).9H  0.09+  J.2+! 

i  0.928 

1.160 

Hi 

L 

Amt 

Amt 

Ami 

H. 

Hi 

Ami 

A, 

Ai 

0.707 

1.50 

1.773 

1.353 

0.773 

Amt  +  Ami 
A, 


In  the  final  sections  of  actual  compressors  there  are  flow  guides  and  a  string 
of  wake  vortices;  because  of  these,  the  distributions  of  circumferential  and  radial 
total  pressures,  which  are  caused  in  ring-shaped  passages,  as  well  as  the  dis¬ 
tributions  of  flow  speed,  Vy  and  density,  pi ,  are  all  very  uneven;  due  to  this 
fact,  the  total  pressure  losses  are  increased.  Because  the  influence  which  a  string 
of  wake  vortices  has  on  a  flow  field  is  uneven,  it  is  possible  to  define  three  types 
cf  flow  foip  parameters.  During  these  tests,  in  measurements  made  of  the  intake,  A^, 
these  three  types  of  parameters  could  be  distinguished  by  their  cross  section  oo- 
clusion  ratios 

B,  =  dA,  -  0.282 

The  momentum  flow  form  parameter 

Pl  /■ 3 

The  kinetic  energy  flow  four,  parameter 

(5)  Results  of  Experimentation  and  Discussion  (For  conventinal  ring  cavity 
diffusers,  /“'O.J.—i  0.4) 

Fig  2,14  is  the  curve  for  the  distribution  of  radial  flow  speed  in  the  diffuser 
intake,  A^,  as  obtained  by  the  plotting  of  measurements.  Due  to  the  influences  of 
flow  guide  wakes  and  secondary'  flows,  in  vicinities  where  the  inner  shell  and  outer 
shell  radlae,  r-r^/h^  =  0  and  avr^/hj  *  1*0,  the  flow  speed  is  very  low  and  < 
1,0.  When  wakes  were  involved  the  eveness  of  the  speed  form  distribution  his  not  as 


good  as  when  there  were  no  wakes;  because  of  this  fact*  the  total  pressure  losses 
in  the  diffuser  were  increased.  A  string  of  wake  vortices  is  a  layer  of  air  in 
which  viscosity  shear  stresses  are  concentrated.  After  this  layer  of  air  enters  the 
"prediffuser" i  the  vortical  masses  are  attenuated  and  dispersed,  stirring  up 
boundary'  layer  separation  counte-^-currents,  and  disrupting  the  functioning  of  the 
diffuser  in  the  areas  of  reducing  speed  and  increasing  pressure. 

Experiments  revealed  that  the  presence  or  absence  of  flow  guides  in  the  final 
stages  of  the  compressor  had  a  great  influence  on  the  intake  diffuser  of  the  com¬ 
bustion  chamber. 


Pig  2.14 

Intake  Speed  Pattern  "  No  Wakes  __  With  Wakes 


Pi c  shows  how  the  total  pressure  loss  coefficient,  {  ,  varies  with  changes 

in  different  flow  amount  ratios,  K  /K.,  and  distances,  (D/h.,),  If  one  is  considering 
the  influence  of  the  absence  of  wakes,  then,  the  lov»est.  values  of  £  occur  under  con¬ 
ditions  in  which  (P/h^)  ^  1.0  and  K^/K^  =  1.3  ^1.4.  '  ■'hen  there  are  wakes  present, 

the  lowest  values  of:f^  occur  und<~r  conditions  when  (D/h^)  ~  1.25,  and  ,)  =  1.0  ~ 

1,1,  When  there  are  ho  flow  guides  present,  the  most  advantageous  dimensions  and  the 
most  advantageous  distribution  for  the  amounts  of  flow  are  as  follows:  79  -  15°, 


(D/^)  *  1.25,  (K0A^)  *  1.2. 

Fig  2.16  shows  how  the  static  pressure  recovery  coefficient,  Cfi  varies  with 
changes  in  (P/h.j)  and  'C,*  in  the  diagram  is  the  ratio  between  the  speed 
reduction  and  pressure  increase  of  the  prediffuser  and  the  quantity  ~ 


C,x  is  the  static  pressure  recovery'  coefficient  from  cro?n  section  CD  to  cross  section 
d)-.  When  there  are  no  wakes,  and  (P/h^)  >1.6  while  e  1«25*  decrease  in 

speed  and  the  increase  in  pressure  occur  almost  entirely  in  the  "prediffuser."  At 
the  same  time,  on  the  other  hand,  the  air  flow  which  divides  between  the  inner  and 
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Fig  2.15 

The  Ratio  of  the  Amount"  of  Flow  in  the  Interior  and  Exterior  Ring  Cavities  (2  6 
=  1”°;  7,  Viith  Taken  ,  V’ithout  Wakes 


Fig  2.16 

The  Static  Pressure  Recovery  Coefficient  Varies  with  Changes  in  P/h^  and 
1  V’ithout  V.'akes  2  V7ith  Wakes 


outer  ring  caviti^r  actually  drops  in  static  pressure,  which  is  shown  by  the  relaticn 
ship,  Cfl  <  Cri  l  ,  This  explains  why  it  is  not  appropriate  for  D  to  be  too  long. 
Besides  this,  if  D  is  too  short,  C,,  is  also  reduced.  Such  a  structure  is  also 
troublesome. 


Chapter  3  laser  Technology  for  Measuring  Flow  Fields 


Sec  1  Tracer  Point  Dispersion  Rays 

In  an  air  flow  it  is  possible  to  mix  in  a  fixed  concentration  of  particles,  such 
as  dust  pollutants,  vaporized  oil  droplets  or  to  intentionally  mix  in  some  vaporized 

j? 

silica  oil.  These  tracer  particles  receive  the  illumination  of  laser  light  and  be¬ 
come  many  "second ary  point  sources  of  light"  putting  out  diffusion  rays  in  all  dir¬ 
ections.  then  gurgling  vrtcr  is  interspersed  with  gra ins  of  sand,  and  these  gr:  ir.s 
are  hit  by  the  glorious  rays  of  sunlight,  then,  die  can  see  the  flash  of  golfer  lifjitj 
this  i?  nothing  but  the  reflection  cf  diffusion  rays  from  the  grains  of  sand, 
peculiar  characteristic  of  these  diffusion  or  scattering  rays  is  the  fact  that,  alone 
the  patr.  of  the  incoming  light  rays,  the  part  of  the  diffusion  or  scattering  ray 
which  is  reflected  back  along  this  path  is  about  100  times  stronger  than  the  part  of 
the  diffusion  ray  that  goes  or  in  th*>  original  direction.  The  random  movements  of 
extremely  small  particles  (i.e.,  particles  with  diameters  cf  (Brown  mo¬ 

tion)  are  analogous  to  molecular  motion;  however,  compared  v:.'  th  the  turbulent 
pulsating  flow  speed  .flow  ,  u\  the  "e-v^t  cf  the  mctioif  is  negligible.  Al¬ 
though  minute  particles  can  accur- -ely  follow  the  directions  of  lines  of  flow,  the 
diffusion  rays  from  them  are  too  weak  and  are  not  very  good  tc  use,  heir ti”c1y 
larger  particles  (.  ,  ),  because  of  their  large  inertia,  can  exhibit  "speed 

-if  >re"ti<Lr’’  during  violent  incr-c-s  cr  decre-ser  In  the  speed  cf  flow.  Because 
of  this,  the  use  of  the  diffusion  roys  from  large  narticles  in  order  to  measure 
flov;  speeds  can  produce  errors.  Therefore,  it  is  necessary  for  the  dimensions  of 

4 

the  tracer  particles  to  be  such  that  G.1p<;,f^i.Q  ^  ;  moreover,  the  corres¬ 

ponding  concentrations  of  the  particles  and  the  air  flow  should  not  exceed  1:2000. 

In  this  way,  the  error  in  the  measurement  of  speed  can  be  kept  smaller  than  1$;, 


•>ec  2  Double  Bundle  Parallel  laser  Method  for  Measuring  Average  Flow  Speeds 


Fig  3.1  shows  a  flow  field  which  has  been  measured  by  a  double  bundle  parallel 
laser  emanation.  The  signals  from  the  light  rays  scattered  back  by  the  tracer 
particles  is  received  by  two  photoelectiric  multiplier  tubes  and  salt  back  to  an 
oscilloscope  timer  or  a  multiple  path  sampling  oscilloscope  which  handle  the  data. 
The  laser  light  source  is  a  continuous  optical  excitation  tube  using  ions  of  hel¬ 
ium,  n°cn  or  argon  and  with  a  power  rating  of  approximately  100  mV,  Ch  the  pre- 
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focal  plane  of  lens,  L^,  there  is  arranged  a  double  refraction  crystal;  this  crystal 
takes  the  laser  light  source  and  divides  it  into  two  bundles  of  polarized  light  (See 
the  enlargement  of  detail  A  in  Pig  3»^)«  These  sheaves  of  polarized  light  pass  thro¬ 
ugh  the  rear  focus  plane  of  the  lens,  L^,  and  becomse  two  parallel  bundles  of  laser 
light,  1  and  2;  t'"ese  two  bundles  then  shine  through  the  set  of  lenses,  L^,  and  onto 
the  area  of  the  flow  field  being  measured,  area  B,  Prom  the  enlargement  of  detail  B, 
one  can  see  that  when  the  two  narallel  bundles  cf  i  aser  1?  ~ht  are  focused  on  the  ver- 
**  r&2  cross  sect? cr  of  the  flow  field  being  measured  a- e*-  ^crm  two  "light  passages", 

■  and  2;  thc  d.'. st»nce  b* u,o°r  two  of  these  oar. sag- r  —  Aj.  -^acr.  o;  me  ligr.t  passa¬ 
ges-  is  like  a  ribbon  which  is  wlie  at  xho  two  ends  ani  narrow  in  tho  middle,  -he 
thickness  at  the  narrowest  point  is  only  5~I0 ft  *  -his  can  concentrate  the  stren¬ 
gth  of  fh»  incoming  ",ir*ht  on  a  very  small  area,  an^  increase  the  sensitivity  level 
of  toe  m®'’ mure  men  to  beinr  taken.  If  one  is  consider;?.:"  :■  'hr.  g! c  -article,  'lien  me 
takes  the  average  speed,  d j  at  which  it  goes  through  the  two  light  passages,  such  a 
"'article  vil’1  produce,  in  turn,  t'-’o  diffuri-r.  or  sor  J‘t~"ing  ray  pulses.  -ues?  two 
scattered  r^y  pulses  ,  <5  and ,  are  gr.th^red  by  lens,  I„,  reflected  and  core  Titr¬ 
ated  by  a  rerfor:  tef  "lure  ulrrcr,  ?r  ',  -.''ter  "5 r *-;r ~  throvy"  a  ric—osacyo,  bene-'? 
two  bundles  0"  arhlifiec'  'i~.t,  The  r.-rr.o.se  cf  the  u~  1/f-  **.  —  ir  t:.  r-tke  it  "cs- 


•  r  *  „  j.  :  •  <s 


sible,  through  the  careful  *  i  ;urt.v.  -r.  t  cf  *  t-.a  -  -- - v. - .  '—r.  -  r  rrv.-h 

as  possible  the  interference  mu -pc  by  r  -  ' -m  *  ■  *■  -•  « :g-ctr  •  "  M 

the  flow  field  being  measured  and,  thereby,  tc  increase  the-  ''signaj-to-roise-  ratio. " 

bundles  o'**  1 '  r*h*t  f'c"nc  * nvvr  foro  £.or-  3 

signals,  one  for  c^ch  hole  and  are  accepted  or  motived  respectively  by  photoelectric 
cubes  y?  and  (f) .  "•.'hen  the  converted  electrical  s:gr'.!r  arc  iisrlayed  on  an  cscillis- 

cope  c-uipned  v'ith  »  memory*  capability,  it  record*'  t‘  r  bv ration,  gAf  ,  ir.  "hich  the 
tracer  particles  nass  through  the  two  lirht  apertures.  If  we  assume  that .  •*  2 p 

seconds,  we  already  know  the  {  Ax  —  0.5mm,  and,  consequently,  the  average  time  flow 
~ •y- of  the  partie'eo  being  measured  is: 


0.5  X  10~* 
2  X  1CT* 


250  [m/*]. 


With  new  types  of  electronic  instrumentation,  it  is  possible  to  get  a  clear  res¬ 
olution.  ^ven  sisals  with  values  of'A«*1.  millimicrosecond  (ifT^sec).  If  there 
_s  a  need  for  it,  it  is  also  possible  to  make  fine  adjustments  ^  the  light  path  so 
as  tc  widen  the  interval  between  light  apertures,  j  A*  •*  Because  of  these  methods, 
it  is  possible  to  measure  super-sonic  flow  speeds  of  several  thousand  meters  per  sec¬ 
ond  without  the  degree  of  error  rising  above  0,5%, 

Before  one  can  employ  these  methods,  one  must  first  know  the  direction  of  the 
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E3.1 

Fig  3.1 

1,  A  Schematic  Diagram  for  a  Double  Bundle  >  parallel  Laser  Scattered  Ray  Instrument 
for  the  Measuring  of  Flow  Speeds  2.  Tine  Display  Oseilliscope  or  a  Multiple  Ifeth 
Sampling  Oseilliscope  3.  Shell  of  the  box  4.  Detail  A  5,  Detail  5  6,  Photo¬ 
electric  tube  7.  laser  Tube  8.  Light  Aperture  9.  A  Two-hole  light  Barrier  10. 
Microscope  .11.  Rays  Scattered  Back  12.  Light  Bays  Entering  the  Flow  Field  to  be 
Measured  13.  Flectrically  Controlled  Contact  Optical  Eurasian  Gate  14.  lens, 

15.  Complex  Double  Refractive  Divider  Lens  16.  Perforated  Plane  Mirror  17.  lets 
Set,  L2  18,  Rectangular  Trc'-gh-shaped  Area  Being  Measured  19,  Reflected.  Optical 
Interference  from  the  Background 

averaged  time  flow  speed,  o*.  If  one  rotates  the  double  refraction  divider  lens  and 
adjusts  the  plane  of  the  "light  apertures"  so  that  it  is  parallel  to  the  direction 
of .  flow,  "u,  then,  the  "light  apertures"  are  perpendicular  to  a,  If  one  wishes  to 
measure  a  two-element  flow  field,  one  can  take  into  consideration  the  averaged  time 
flew  speed  vector,  v,  in  the  direction  of  the  additional  coordinate  and  turn  the 
azimuth  of  the  "light  apertures"  °0°,  However,  this  method  is  unable  to  measure 
the  flow  speed,  vT,  along  the  axis,  Z,  of  the  light  rays  coming  in. 

See  3  Measuring  Turbulence  Strength 

As  far  as  turbulent  air  flow  is  concerned,  because  of  the  fact  that  the  size 
and  direction  of  an  instantaneous  flow  speed,  u,  pulsate  over  time,  it  is  necessary 
to  surround  a  point  which  is  to  be  measured  and,  at  first,  simply  measure  large 
amounts  of  data;  only  after  this  is  dene  is  it  possible  determine  the  statistical 
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average  flow  speed*  u,  and  the  pulsating  flow  sjpeed,  u»  that  is  to  say,  u  *  u  +  V; 
the  root-near -square  pulsation  flow  speed  =  ‘  .  In  older  to  utilize  mathe¬ 

matical  and  statistical  methods  for  the  analysis  of  turbulence  flow  pulsations,  the 
best  procedure  is  to  take  the  azimuth  angle,  jo  ,  of  the  plane  of  the  "light  apeav 
tures"  and  change  it  so  as  to  go  around  the  axis  of  the  light  rays,  z,  in  8  10 

"stops”;  during  each  of  the  stops,  the  strength  of  the  scattered  rays  should  he 
measured  about  1 , 0~O  tines.  Cor  coming  the  8,000  ~  10,000  pieces  of  pulsation 
fi  collect*-5  ir  this  v»y,  it  is  ros°ible  to  use  a  "multiple  rath  seeming  arc 
ra. —  ling  or  ~i!  ~  i  scope"  tc  induce  the  distribution  cur-rc  for  the  "probability 
derri+v"  of  photoelectric  sigials.  Whe  horizontal  coomirate  in  Fig  ?,Z  shows  the 
tine, .At  t  required  for  ^articles  to  go  through  the  two  "light  apertures";  the 
vertioe!!  orcriir. r-tc  indicator  the  rrcbability  don "i "*7*,  4>t  for  pacv  of  the  ver'^vs 
photoelectric  pulse  signals.  different  values  of  azimuth  angle,  i*  ,  all  have 
different  datum  lines;  however,  when  measuring  each  of  the  values  of  a ,  the  number 
of  particles  entering  into  the  area  being  measured  is  always  the  same. 

When  an  averaged  time  flow  speed,  u,  coincides  with  *  =  0°,  the  light  scatxered 

from  particles  as  they  flow  down  the  path  of  the  flow  and  from  the  two  "light 

0  2 

apertures  is  at  its  brightest;  at  such  times,  the  probability  density,  .*»,  of  photo¬ 
electric  pulse  signals  is  also  at  its  largest.  After  the  azimuth  angle,  *  ,  is  in¬ 
creased,  the  strength  of  the  light  scattered  bad:  at  the  two  "light  apertures"  is 
quickly  diminished,  and  the  probability  density,  ;4>  ,  of  photoelectric  pulse  sisals 
is  r-'juoed.  After  / a  ^  1.5°,  then,  signals  almost  disappear.  If  one  changes  a 
bach  in  the  opposite  direction,  he  gets  similar  results.  The  peak  of  the  distribu¬ 
tion  curve  cf  the  probability  density,  <f>,  represents  the  instantaneous  flow  stved, 

/ 

u.  !rie  vidth  of  the  curve  at  the  base  line  represents  the  maximum  amplitude  range 
of  flow  speed  pulsation.  It  can  be  seen  that  the  probability  density,  ,  of  photo¬ 
electric  pulsation  signals  from  rays  scattered  by  particles  is  a  function  of  the 
nci"uth  cr.glc,  “  ,  arc  the  time, ' t  ,  and  it  closely  resembles  the  cure  for  a  lanstyor 
distribution.  If  one  holds  <o  constant,  then, 

«  =  the  mathematical  expectation,  and  V  «  the  varience.  ty  using  mathematical  and 
statistical  methods  of  analysis  on  the  distribution  curve  of  probability  densities, 
it  is  possible  tc  figure  out  the  direction  and  magnitude  of  the  averaged  time  flow 
speed,  u,  as  well  as  the  turbulence  flow  strength,  ,  both  parallel  or 

perpendicular  to  u.  Vi  ie  the  largest  flow  speed  along  the  center  line  of  the 
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?ie  3.2 

1.  The  Distribution  Curve  of  Probability  Densities  for  Different  Values  of  a 
Fnotoelectric  Pulse  Signal  Probability  Density  3.  Time 


trough.  Depend  ir .g  or.  the  density  of  the  tracer  ^articles  which  are  added  to  the  air 
flow,  it  requires  from  3  ~  4  seconds  to  do  8tC''0  10,000  sample  measurements  which 

include  the  time  ne»d®c  to  construct  the  distribution  curve  for  the  probability  den¬ 
sities  ,  because  of  this,  when  making  measurements,  it  is  required  that 

per  or-  '  -  '  it;*  ■■■■■•  r- in  t:\ined  in  the  air  flow;  only  in  this  way  can  reliable 

"  t--.  t>-  Z't-  Pip  r,  3  -shows  trie  flow  speed  di  rtributior.  mea-ured  in  the  rertan- 

~’.lar  trough  as  veil  ae  the  results  for  turbulence  fir.-:  strength,  the  horizontal 
o ''^rdir.a t'-  represents  the  r^tic  cf  cross  current  death,  y  =  H(  II  =  the  vie th  cf 

the  trough,  I  he  origin  point,  0,  is  the  surface  cf  the  wall.  The  depth  ratio  is 

1  on  the  center  line  e^  the  trough.  If  one  us~s  the  measurements  resulting  from 
the  "double  bundle  parallel  laser"  method  and  the  use  cf  a  "hot  wire  wind  speed 

meter"  and  mates  a  comparison  cf  them,  there  are  almost  no  areas  of  disagreement. 

The  sane  thing  is  found  if  one  compares  the  Reynolds  numbers  of  the  flow  fields, 

Ir  Tip  3.1,  the  "electrical  control  contact  optical  emission  gate"  installed 
in  rror>t  cf  the  laser  tube  —  or  Pockel's  cell,  as  it  is  called  —  is  installed 
•there  for  the  purpose  of  timing  and  localizing  the  exposures  which  are  used  to  inves¬ 
tigate  the  flov  field  in  the  trouble  of  the  turning  blades;  it  can  also  be  used  to 
investigate  two-element  spiral  combustion  flow  fields.  It  is  possible  to  install 
circuit  breakers  pn  a  turbine  wheel  in  order  to  indicate  the  position  of  the  blades 
cr  to  install  "heat  sensitive  resistances"  on  key  components  of  spiral  flow  combustion 
chambers.  VJhen  there  is  no  external  electric  field,  "ligvt  gate  crystal  bodies" 
in terupt  the  laser  source.  When  the  timing  and  location  circuit  breaker  on  the  tur¬ 
bine  wheel  or  the  "h°at  sensitive  resistances"  in  a  spiral  combustion  chamber  send 
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"•  •  ?3ov  Sp<=ed  Distribution  and  turbulence  Fl ow  Strength  Keasurenents  2. Crocs 
Current  Depth  Hatio  5,  Direction  of  Flow  4.  Kot  V.'ire  •■’ind  Speed  Guage  I'Dasuremer. 
‘  5.  Double  Bundle  Parallel  Laser  Method 
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out  a  sigial,  triggering  the  li£it  gate,  there  is  immediately  released  a  large, 
strong  bundle  0f  pulse  laser  light,  which  illuminates  the  troughs  of  the  blades  or  a 
certain  point  in  the  spiral  flames,  An  electrically  triggered  light  gate  (a  Bao  Ke- 
er  box)  is  linked  to  the  shutter  of  a  high  speed  camera.  Hie  exposure  time  can  be 
as  short  as  10 j*sec.  Hie  area  on  which  the  illumination  is  concentrated  is  very 
small,  and  the  exposure  time  is  short;  therefore  f  what  is  actually  illuminated  is 
almost  an  instantaneously  stable  flow  form, 

h-r  '  Y rir. th*  laser  For" ler  Frecuency  j'eT*.icT;  l-errcd  for  Kersurinr 
Flow 


T'iff*'rc"'t  color-  cf  light  have  different  vavelong'hs,  .1  ,  and  different  freq¬ 
uencies,./.  laser  light  ic  light  that  is  almost  cf  one  wavelength,  cue  frequency 
end  one  cclcr.  ur  e-nrg'c,  "he  wavelength  cf  he* dvr  r  " cn  g~.r  las :•  v?  ic.  e  vec- 

uur  is  :  X*  »  /.  (l  £  -  *,0  'em);  this  is  red  li~'t.  IT;.  n?.t*. er  ''hat  eel. or  li~'r t 

Tflpv  ir  a  ■> ^  —v. -  -  ^  ^ 

t.  Vl'T'  p,  ■*  i  CV  T  **  ^  ^  n.  ^  '  • 

r-  *  r\  ■  •  •  /  ▼-  \  r— *• 

e  •  t 


f ,  is  >  fo-  co/  1  o-s 

medium  is  son@v?hat  slov.-er  thr:.  *f  <-.r 


*oo.:  : ' 


r  *» 


c  / o  —  'X  —  n  -C.  1  1  is  the  char- cte^irtie  *"ef"*r’C"L  "  "  frit  *  —  £.,  me'  ivr  called 

‘  *  it. t4 ‘  oT  TGf*rr.  c  t  j. CTi #  «  •  It. c  p  rr  co~.  di "t i  cd  r  c  r~  ? — **-.  2^ •  ■  r'T?~r  *"*r: ~v *r>^  fc'ir  '■r^ssur? 
(O'C,  1  atmosphe’'?  of  pressure)  the  index  of  refractic"  cr  air,  n  s*  1,C  'iT., 

The  stationary  laser  tube  sheets  out  a  'muef ic  cf  light  '..'hi eh  ic  divided 

into  two  bundles  by  the  light-  dividing  lens;  after  this  has  hamer  °d , 

these  bundles  arc  focused  by  lenses  and  shot  onto  the  tracer  particles,  F  in  the  two- 
“lener.t  flow  field  (Fig  The  direction  of  the  strong  incoming  light,  I_. ,  is 

repr--  sc-tc"  by  th?  uni-1  ‘'e-tcr,  4, ,  The  direr*  tor  cf  ?  *ir'T  rower,  I  ,  which 
is  scattered  forward  from  the  particles,  F,  is  expressed  by  the  unit  vector,  At  . 

The  frequency  of  the  incoming  light  =  ,  and  the  wavelength  of  the  incoming  light  = 

=  it.  ,  Th"  frequency  of  the  scatt?~ed  light  =-/,  ,  and  the  wave!  er.gth  cf  the  scattered 
light  =  V  ,  1,1,  —  c,  f,L,  —  c. 

Feccuee  cf  the  Bop* ler  erfect,  it  is  as  though  the  vc-<»er  cf  the  incoming  ligfct 
leave  a  point,  F,  with  a  relative  speed  c  -  n  •  A,—  c  -  o  cos  19  ,  By  the  same  token, 
it  is  as  though  the  scattered  waves  of  light  leave  a  print,  P,  at  a  relative  speed 
of  c  -  U  •  4,  s  c  -?*’  cos  f , 

Therefore,  the  Bop’ler  effect  relative  frequency 
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Fie  3.4 

1,  ~o-”f  Vectors  of  Rouble  Sheaf  laser  light  2.  Two-elemer.t  -Tov  F^el. 

coning  light  i.  scattered  Light  Axis  of  Light 


■c  —  0  •’ &j  __  c  —  S  •  4, 

*r^  A* 


X,  1.  ,  c-S 

ii  c  —  u  •  «, 


(3-3) 


(3-**) 


The  rarabilitie'  of  the  instrumentation  are  as  follows:  ranee  of  possible  speed 
neasurcmccl vnr/o  —  530r.i/s;  urper  lir.it  frequency  cf  fluid  pu^s---  ^ i — 1 1  —  -  ■  ->-  •-  , 

marinur.  rurnu:  croc  fl  -v  strength,  «<*  TO':;  Simla  tier,  cf  voltage  output  is  prop¬ 
ortional  to  flov  sreed,  uj  accuracy  if.  in  the  range  cf  + 

Tie  1'aser  Dor'ler  frequency  deviation 

l]  =/,  [£-  l],  (3.5;. 

If  one  substitutes  equation  (3.4)  into  equation  (3.5)»  one  car.  obtain 


i< 0  .4.  ~  *■ 

«•  ,  0  . 

1 - -  », 

e 


As  far  as  the  incoming  waves  of  light  are  concerned,  the  propagation  frequency  in 
a  vacuum  as  well  as  in  a  physical  medium  does  not  change;  only  the  wavelength  and 
the  speed  change;  therefore 


y  —  f*  /,  „  * 

••  /e  -  T#  ““ 

A,  *■  -  X% 


(3-7) 


Because  of  the  fact  that,  if  one  compares  the  flow  speed,  0,  which  is  being  measured, 

5  *  j 

to  the  speed  of  ligit,  c  at  3x10  (km/s),  it  is  possible  to  ignore  the  quantity,  °  /o, 
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E3.5 

Fi g  3.5 

1,  .'.  Schematic  Diagram  for  an  Instrument  for  Measuring  Flow  Speed  Through  the  Use 

of  laser  light  Doppler  Double  bundle  Focusing  2,  Helium  and  Mean  3*  laser  Tube 
t.  ,  Optical  Dlement  for  the  Separation  and  Focusing  of  bundles  5.  Two-  element 
riov:  Field  6.  Photoelectric  Multiplier  Tube  ?.  Axis  of  Light  S.  Preanplific- 
aticr.  9,  Mirer  1C,  Middle  Amplifier  11,  Limiter  12,  Frequency  Monitor,  Middle 
Arplificati  nr.,  limiter.  Phase  13.  Frequency  Spectrum  Analysis  14,  Frequency  Out¬ 
put  Is,  D"  /.m-'1  ’  •“icr.-tien  1c,  Drop  eu^emert  17,  Gate  18,  CR  Integraph 

'5,  "alt'.--:  ,>v- reloe  Oscillator,  Vc.q  20,  Dial  Gu?.ge  21,  Voltage  Output  Analog 
Knqpetic  Recording  23.  Frequency  Tracking  Device 

on  the  basis  of  which,  equation  (3.6)  can  be  simplified  to 

4 •  («,  —  O  SE  -5.  (cos<*>  —  COS0)  (3-8) 

2,  *• 


cause  the  ir.d er  cf  ■-ef ruction  of  air,  'was  1,  in  is  possible  to  se*-,  from  Fig  3,4, 
that  4>  +  6=‘x,6  —  4>  —  8  >  •  Using  trigonometric,  identities,  equation  (3.?)  then 


becomes 


*.*-  2  2  J 


20  .  8  r„  . 
T  [Hz] 
2,  2 


(3-9) 


*  is  the  "scattering  angle"  which  takes  for  JAs  base  line  the  direction  of  the  inco¬ 
ming  light  and  is  determined  by  the  desicn  of  the  light  path  of  the  instrument  used. 


X—10 

_ w  w  r,  =  6,3283:10  m.  Therefore,  it  is  only  necessary 

to  use  the  instrument  in  Pig  3.5  to  measure  the  Doppler  frequency  variation,  Id.  $  of 
a  point,  P,  that  is  to  say  that  it  is  possible  to  figure  the  local  flow  speed,  u»  an 
the  basis  of  equation  C 3«9 ) •  If  one  changes  the  position  of- the  focal  point,  P,  of 
the  double  bundle  laser,  then,  it  is  possible  to  shed  some  light  on  the  flow  speed 
distribution.  In  order  to  increase  the  degree  of  sensitivity,  select  for  use  a 
scattering  angle  20°,  +  •—  =  90°. 

3  Iuls«  loser  Photography  of  Ini-sri crance  Banc.  Spectra 


(■’)  Integrated  Information  Photographic  Negatives  from  Double  iulse  laser 
Photography  of  Flow  Fields  (Pig  3*6) 

Th“  r.-h"  p^lse  laser  equipment,  If,,  has  a  "Q,  adjustment  switch"  (  it  is  also 
possible  to  use  a^  acetone  and  chlorophyll  Kerr  bex  a~  a  substitute  for  this, )  This 

2.S  Slirdl^r  ’tc  "tno  f  r*V*  0"  rr,  .'vr'  —  ^  ^  to  2S  ~  2. 0’’  r 


section.  The  purpose  of  this  is  to  allow  electromagnetic  waves  within  the  ruby  rod 
"esonate,  amplify  and  store  energy  which,  when  it  has  reached  a  sufficiently  high 

level,  can  trigger  the  Q  switch,  instantaneously  shooting  out  a  large,  strong  pulse 

.  _o  . 

of  laser  lij^vt.  Hie  pulse  width  is  ap-roximately  20  millimicroseconds  (10  'sec),  and 
the  energy  of  the  pulse  is  greater  than  400  millijoules,  Pulses  with  this  kind  of 
strength  are  capable  of  "freezing”  transient  phenomena,  suppressing  the  eff ects  of 
light  radiated  by  flames  and  making  photographs  possible. 


The  purpose  of  using  the  "light  filter  form  selection  device",  FP,  is  to  fil- 

4) 

ter  out  the  ' Doundary  frequencies  of  the  oscillating  laser  light  and  tc  only  allow 
electromagnetic  oscillating  single  form  waves  with  wave,  1  eng ths 1  6943'^  to  pass 
through.  In  this  way,  it  is  possible  to  guarantee  that  the  two  sheaves  of  laser 
light  which  are  separated  by  the  light  separation  plates,  B0,  are  still  of 

•the  frequency,  T^e  first  bundle  iE  the  illuminating  light,  I.;  it  par  es  threug 

the  lens,  L^,  expanding  the  cross  section  of  the  light  bundle;!',  and  P^  reflect  the 
light  rays  so  that  they  b  cone  parallel;  after  they  illuminate  the  flame  "low  field, 
TS,  they  are  -projected  onto  the  integrated  information  photographic  negative,  HP. 

The  second  bundle  is  the  reference  light,  I0;  this  passes  throufdi  and  and 

is  projected  onto  "the  in  tempted  information  photographic  negative,  HP.  The  two  lase 
bundles,  1^  and  I9,  come  in  contact  and  intersect  each  other  in  front  of  HP,  forming 
the  "light  wave  interference  area",  SPj  this  area  is  projected  onto  the  surface  of 
HF  and  forms  a  series  of  liqht  and  dark  interference  streaks. 
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M„  M..U,  ±fil?k  u,  L,  r®a #  ftp  £!**._ 

u)  »>m&694$x  r„  t>  t#yiiUMMfc* 

fp  £6, *&*«*«  FJf  ■«»)»■ 

BS  -TS  ttiy^|k«  <f ;  uk^ftw  • 

'Fig  3.6 

1.  Pulse  Laser  Photography  Flame  Flov  Field  Integrated  Information  Negative  2. 
Plane  Reflection  Lenses  3»  Concave  Tron sparen  t  Lenses  4.  Integrated  Information 
Ph^tograrhic  Negative  5.  Pulse  Laser  6.  Parabolic  Imre:  7.  II "* urination  er.d 
Reference  Tight  Bundles  S«  ’"'hits  ‘■igv't  Filter  Fcrrr  Selection  l"S,t:rv'ne**t  ?«  dif¬ 
fused  Reflection  Screen  10.  Double  Light  Bundle  Included  Angle  H.  Translucent 
'•tr'  *  '••  'or'tor  1%  Hie  Measured  ^lame  Flov  Field  i3»  T.igvt  Vave  Ihterfrrerce 


According  tc  the  azimuth  ef  EF,  movements  forward  car’  bar’  re  well  as  fine 
adjustments  can  be  accomplished  by  turning  lens,  E,;  in  order  tc  facilitate  adjus¬ 
tment,  the  "light  course"  of  the  reference  light,  1^,  from  BS  to  EP  does  not  have  e 


'"to  'eviatien  co  cam.  red  tc  the  r*1.  i/*rt  course"  cr  "*  *  * 


thr  il¬ 


lumination  light,  1^ ;  the  basic  diff  rorce  in  light  paths,  (lc-  1^)  is  approrinately 
within  a  few  centimeters;  the  incl;ided  angle  between  and  I0,  2a,  is  kept  suite 
small,  as  much  as  it  is  possible  to  do  so  (.2e<‘8°);  moreover,  the  normal  line  EP 
divides  the  angle  2a  equally.  In  this  way,  the  interference  streaks  being  put  out 
are  relatively  clearer,  and  the  separ-’taon  interval  between  streaks,  s,  is  relatively 
wide. 

(2)  Measurement  Procedure 

The  first  light  exposure  triggered  from  switch  ft,  There  are  no  flames  in  the 
flow  field  (in  a  two-dimensional  flow  field,  there  is  no  air  flov,’  whether  there  is 
a  pattern  to  the  flow  field  or  not).  Distributions  of  density  and  temperature  are 
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■basic  conditions  which  cannot  he  interfered  with*  Concerning  the  illumination  and 
reference  light  sheaves,  because  of  the  fact  that  the  basic  difference  between  the 
paths  of  the  two  lights  (l^-l^)  does  exist,  there  are  recorded  on  the  integrated 
information  photographic  negative  a  set  of  "background  interference  streaks";  the 
interval  between  these  streaks  or  lines  =  s. 

The  second  light  exposure  triggered  by  switch  Q..  There  are  flames  in  the 
field  of  view  (  or  boundary  layer  separation,  shock  waves,  expansion  waves,  etc), 
and  these  interfer  with  the  flow  field.  Because  the  density  distribution  changes, 
the  distribution  of  the  index  of  refraction,  n»  within  the  flow  field  also  changes. 

The  illumination  light  bundle, I  ,  is  influenced  by  the  index  of  refraction  of  the 
new  distributions,  and  this  influence  is  exerted  in  opposition  to  the  new  difference 
in  light  paths  )  of  the  reference  light  bundle ,  I0.  Due  to  this  fact,  there 

is  produced  a  set  of  "deformation  interference  streaks"  which  overlap  on  top  cf 
the  "background  interference  streaks,"  Along  the  x  or  y  coordinates,  the  deforma¬ 
tion  streaks  of  certain  specific  points  have  a  positional  displacement,  a  s,  as 
comnared  tc  the  background  streaks.  It  is  necessary  for  A  s  >  s;  only  under  such 
conditions  are  there  r reduced  complete  and  cion”  i-terf erence  streak  spectra.  The 
time  inter"  1  •  sec  v.  control  the  two  raise:,  of  light  exposure,  *  1  2  seconds, 

O  — t-=d  information  photograrhic  negative,  the  positional  displace¬ 

ment,  as.  ich  on””'’ ”pcnds  to  a  designated  point  ^is  equal  to  R  •  s;  the  cor¬ 
responding  print  0  in  the  flow  field  is  in t erf erred  with  by  the  corresponding  changes, 
A^i  ir.  the  '^rinus  Iona"1  densities,  This  ■''n.lue,  As,  arises  at  the  beginning  and 
the  end  cf  t'-e  xin»  into-val,  <A/.,  v--ppn  the  two  light  exposures;  the  cverlap- 
ing  streaks  v;'nich  result  ar*’  called  the  "time  differential  for  integrated  infor¬ 
mation  displays, "  Because  as  is  related  tc  changes  in  s,  even  if  the  background 
interference  streaks  have  basic' ily  distorted  forms,  it  does  not  make  any  difference. 
This  simply  lowers  the  requirements  for  the  optical  components  and  simplifies  the 
measurements, 

(3)  Principles  of  Light  Vave  Interference 

Assuming  that,  after  rectification,  the  laser  light  is  a  pure  plane  polarised 

© 

light  with  a  wavelength  of ti  *  6943  A,  then,  concerning  the  propagation  cf  these 
li^.t  rays,  it  is  possible  to  write  simple  wave  motion  equations: 

The  point  displacement  of  the  measurement  light  sheaf 


>*  mm  Ejdn(2*f/  +  <*»,)  ■*-  Eld a  ~  («  +  /,), 

A 


C3.10) 
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The  point  displacement  of  the  reference  light  bundle 

jjij  m  Ej-brO*/*  ■+■  *  £*<in  t  W»  (3-10 

E1f  Eg  «  the  amplitude  and  the  frequency  respectively 

e  2  *  ,  .  2  *  .  original  phase 

7  =  — »  <Pi  =  — —  <i  <?>j  “  — —  *,  “ 

*  *  and1  *  angle 

The  integrated  information  photographic  negative*  HI,  receives  the  total  light 
ptrer-th  f  ror  the  ir.+,'rse,'tin.r*  li'-'-t  waver  from  the  tv.’c  bundles,  I  (V.’/cr  ),  and  they 
nrc  in  direct  proportion  with  the  combined  amplitudes  of  the  light  vaver  cf  the  tv/c 
bundles,?.  .  TJsjng  the  addition  of  vectors  method: 

R1  —  £?  +  E\  +iE,£jcotC<7>j  —  ^,)  (3.12) 

Assuring  that  the  amplitudes  of  the  illumination  bundle  and  the  reference  bundle  are 
both  equal  so  that  =  E,  then,  the  total  light  strength 

/  ■=  K1  — 2EJ[1  +  cos(«#>J-  <7.,)] 

—  4E*c os2  [-j(<^j  — “  4E*cos1^-  (3.13) 

The  relative  phase  differential  of  the  two  bundles 

4>  -  (*,  y-  0*  -O  (3.H) 

The  relationship,  k  =  ,  is  called  the  "v-.ve  number”,  that  is  to  say,  in  every 

A 

2  cm  along  the  an  is  of  the  light  there  are  this  certain  number  cf  waver;  this 
gia1" tity  also  represents  the  freoue^oy,  1.  It  it  worthwhile  to  remember  and  bear 
in  rind  the  significance  an'5  meaning  of  equation  ( 1 4 ) »  i.e.  "When  two  bundles  of 
light  \rith  the  same  frequencies  intersect,  the  phase  differential  of  their  mutual 
interference  is  equal  to  the  wave  number  times  the  light  path  differential".*'roin 
equation  (3.13),  it  can  be  seen  that- the  strength  of  the  total  light,  I,  must  dep¬ 
end  on  this  "phase  shift  differential"  <#>  .  Fig  3.7  (a)  shows  the  combined  amplitude 
vector,  R,  of  two  bundles  of  light  waves  as  well  as  the  corresponding  phase  differ¬ 
ential,  '<*>;  (b)  shows  the  total  light  strength,  I,  and  how  it  varies  with  changes  in 

the  phase  shift, When  the  phase  differential,  ^  =  0,  2***'  4  *,  ...»  2N-**',  1  =  4 

p 

E  ,  and  one  sees  appearing  patterns  of  bright  stripes.  When  the  phase  differential, 

s  '*>.  3  *  »  5  ,,  (211  +  l)4r  ,  and  1  =  0,  then,  one  sees  dark  stripes  appear¬ 

ing.  V/han  N  =  0,  1,  2,  3»  ....  and  so  on  in  whole  numbers,  these  are  called  "inter- 
ference  stages"  or  an  "interference  series."  From  the  spectral  plate,  BS,  to  HP, 
the  quantity  is  different  for  different  points;  4>  is  also  different;  due 
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to  this  fact,  HP  shows  the  appearance  of  lig$rt  and  dark  stripes. 


Sec  6  Analysis  of  Interference  Band  Spectra  and  the  Figuring  of  Temperature 


The  integrated  information  photographic  negative,  HP,  which  is  taken  of  com¬ 
bustion  flow  fields  during  two-pulse  laser  photography,  records  complete  information 
on  the  light  path  differentials  and  light  strength  distributions  within  the  field  of 
V'<v  hotn  wh-TT  the-"*'  a— e  flames  rresert  one  '..’her  the"?  are  none#  After  the  develop— 
r.ert  cf  these  phc'ogr' "hie  negative"  it  is  necessary  tc  "^certur-  the  ■'•'coitions  which 
correspond  to  those  which  existed  at  the  time  cf  the  original  photograph;  if  one 
uses  a  continuous  laser  light  (such  as  heliur.  and  neon  at  6 328  A)  and  uses  a  lens 
to  project  the  light  onto  a  light  sensitive  photographic  neg-^ive  or  photographic 
pap-^r,  one  finds  appearing  again  the  original  interference  situation;  or. Ip  in  this 
wav  is  it  possible  to  obtain  the  interference  st"ipe  spectra  in  Pig  5*8, 

Assuming  that  cne  already  knows  the  background  temperature,  T  ,  in  the  field  cf 

o 

vision  during  the  first  light  exposure,  and,  assuming  ore  also  already  knows  the 
pressure,  p q,  the  density,  p^,  and  the  index  of  refraction,  nQ,  and,  further  assuming 
that  one  already  knows  that  the  thickness  of  the  flames  in  direction  z  is  e  s  20  (ran), 

then,  on  the  basis  of ‘physical  optics: 

.  _  ,  constant- 

-”t-~  }  -5 - i-  K,  n  -  1  “  fi. 


P 

then 


p> 


p 


if 

K 


(3.15; 


vn 


tr«  re<;oous  index  of  "-fraction,  An,  and  change: 


density,  A  p 


a"°  related  in  the  following  way: 


A **=»„  —  »  =  SC  —  $  =  KAp  (3.16) 

Conc^rri'C  two-pulse  light  exposure  of  a  given  point  ^corresponding  to  the  flow 


or"a*_or  nattems  cJ 


1 .  ~r.x  an  o. 


'trines  arc  re)' 


i:  erroneous 


baci:"r''und  values 


Nl  -  KAp  •  « 

therefore 


(3.17) 

(3.18) 


If  one  assumes  that,  throu£h  the  entire  process  of  combustion,  the  flow  field  ores— 
su"e,  9  ,  remai' s  a  constant,  then,  according  to  the  gas  state  equation,  RT, 
it  should  be  true  that 
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2L_Ij_  j£  *  JLsm  l—  t££.a 

a  r  a;  p*  '  * 


_  *£  ' 


0.19) 


Temner?.tur®  of  the  illumination  point 
vhen  there  i<?  combust!  on 
Backrrmjnd  temperature  when  the~e  is 
no  combustion* 


f  *  j hh. 


B3.8  (KfcftSikiF#*** 

Pi C  3.f 

1.  Interference  Stripe  Spectra  of  Combustion  Flow  Field 
form  background  st^ine  nattem 


.  f  is  an  ever,  or  uni- 


C3-20) 


V.'e  already  know  that  under  standard  temperature  and  pressure  conditions  (T  =  275K, 

r  S  i 

p  =  1,033  kg/cm' )  the  refractive  inder  of  air,  n  =  1.0003;  therefore, *  3  x  10-4, 

P  6*8 

If  one  assumes  that  the  background  temperature,  T  =  295(E)»  then,  p  =p_.  Due  tc 
the  fact  that  9  and  T  have  a  relationship  with  each  other  that  is  defined  by  a  hyper¬ 
bolic  curve,  one  can  substitute  ,  ,  w  273  ^ 

Oo  *  W|  A  —  2.0  A  11) 

293 

In  Fig  3.8,  the  illuminated  point  ^and  the  background  base  point  0  (Xq,  y^) 
are  deformed  along  the  x  axis,  and  the  erroneous  values  for  the  background  strips 


—  =  A/  —  6,  1-  6943  A  —  0.6943  X  10-Jlnun]. 
s 

m  _  6  X  0.6943  X  10~*  ^  4.166  _  Q  744 
a„f  “  2.8  X  KT4  X  20  5.6  ~ 

By  substitution  in  equation  (5»20),  cne  can  figure  out  the  temperature  of  the  illum¬ 
inated  noint{^ 

Tl _ _!i - =  J22-  -  1144  IKl. 

1  —  0.744  0.256 


Using  the  set  of  conditions  in  which  different  values  of  y  *  a  constant  value  of  tl* 

x  coordinate!  one  can  figur®  out  enough  temperatures  to  make  it  possible  to  precisely 

# 

determine  the  temperature  distribution  of  the  combustion  flow  field. 

’■'hen  one  car-~iee  out  the  actual  analysis  involved,  it  is  possible  to  use  a  micro- 
dens:  tometer  to  clear  up  the  spectral  •nattems  cf  the  interference  and  substitute 
these  into  manual  succesive  point  calculations*  At  the  present  time,  the  use  of 
this  instrument  still  only  gives  one  the  capability  to  measure  the  density  and  temp¬ 
erature  dis'rri  'options  of  two  dimensional  flow  fields.  It  is  also  possible  to  make 
multiple  f  .  - o  ■”  is  cf  several  cross  sections  and  then  put  them  together  to  form 
a  three— ir or 'i  v'-'.l  or  cubic  diagram. 


7  2 


Chapter  4  Basic  Equations  of  Flow  Fields 


Sec  1  Characteristics  and  Concepts  of  Flow  Fields 


The  space  filled  by  a  flowing  body  or  fluid  is  called  a  flow  field.  After 
selecting  the  coordinate  system  to  be  used,  one  already  knows  that  the  intake  of 
the  field  and  the  boundary  conditions  do  not  vary  vith  time,  and  the  peculiar 
characteristic  of  stf  hie  flow  fields  is  that  flow  speed  pressure,  pressure,  density 
(or  concern  tier)  on'  temperature  all  have  fixed  patterns  of  distribution  within 
the  scope  of  the  flov  field  and  their  values  do  not  vary  with  time;  these  distribu¬ 
tions  are  f-lso  called  speed  fields,  pressure  fields,  density  (or  concentrrtion) 
fields,  an:',  temper" ture  fields.  'wring  the  performance  of  tests  or  whole  combus¬ 
tion  chamber  designs  or  parts  of  these  designs,  whether  it  is  with  ignition  or 
only  in  the  form  of  an  air  flow  test,  by  the  use  of  tiny  transmitters  or  laser  light 
tort  t'>chni'’ucc  connected  to  nutirle  path  data  collection  and  processing  machines 
(Til)  eyvipp'-c  vith  a  printer  cr  an  optical  display,  it  is  possible  to  measure  the 
r..r_  , *-  ,  ■  -*ributi  •'r  ',c  flov  speed,  density,  pressure  and  temperature.  This 

r.  .■  ’  -■  j-;-  •.  -  r  -r-«J  ^f^w <ce  value  for  the  work  of  determining  and  improving  the 
— ■  d  1  i 1 1  *  .'  -r:'  r*ru<'-u’V'e  of  combustion  chambers.  On  the  basis  of  a  theoretical 
•-ic  a'p-'r  flov  fl  I  s,  proce~c  of  figuring  :,v.J  the  character:  ~tf  or  cr  flew 
fields  car-  enter  into  a  relationship  of  mutual  corroboration  vith  the  results  of 
•‘-■-■St0  mm nr  r  -  if r  ~-~rr 1  forms  an'3  ghanes  of  combustion  chambers,  and  this  cun  form 
1  he  '-apis  for  +he  t*st  production  of  rev  shapes  an-*  types  of  combustion  chambers. 
This  nc.kor  it  possible  to  save  e'viioment,  manpower,  resources  and  time  as  compared 
to  "dimension  adequacy,  high-altitude  flight  simulation,  and  combustion  chamber 
component  test”  procedures. 

Flow  fields  analysed  from  the  perspective  of  fluid  mechanics  are  partial 
abstractions  of  real  flow  fields.  For  example,  '..’hen  one  is  analysing  the  flow  field 
of  a  diffuser,  one  uses  a  value  of  u  =  0.°?  TJ  as  the  boundary'  line  of  flow  which 
is  used  to  divide  the  main  flow  field  from  the  boundary'  layer  flow  field.  3h  the 
case  of  a  jet  exhaust,  it  is  possible  to  separate  the  core  flov  field,  which  has 
an  erven  flow  speed,  from  boundary  layer  flov?  fields,  which  a-e  characterized  by 
turbulent  shear  forces.  In  such  main  flows  or  core  flows  is  possible  for  one 
to  ignore  viscosity  and  only  consider  compressibility,  and  such  flow  fields  are 
call  aviscous,  avortical  or  potential  flow  fields.  In  boundary  layers,  if  it 
is  possible  to  ignore  compressibility  and  only  consider  viscosity,  then,  this 
type  of  flow  field  is  called  an  incompressible  flow  field. 


Many  designs  of  combustion  chamber  are  axially  symmetrical.  In  the  flame  tubes 
of  single  tube  and  cannular  types  of  combustion  chambers,  the  mid-lines  of  these 
tubes  car  be  taken  to  be  the  axes  of  symmetry  of  the  flow  fields  in  the  flame  tubes. 
The  axis  of  symmetry  of  ring  cavity  combusticn  chambers  is  the  centerline  of  the 
jet  engine.  If  the  air  flow  parameters  are  all  the  same  at  equal  distances  out 
from  the  axe^  of  symmetry,  that  is  around  the  circumference  of  a  circle  with  the 
axle  of  symmetry  as  its  center  and  the  distance  ir  question  as  the  radius,  then, 

•  h:.~  ir  sell®'  ar.  axi symmetric  f"'  ov  field.  A  vertical  cross  secti^r  running  through 
ihe  radius  and  ads  of  symmetry  of  the  flow  fields  involved  is  called  the  meridian 
plane.  Each  meridian  plane  in  a  flow  field  structure  is  similar.  Therefore,  axi- 
pyrw-ric,  three-dimensional  flow  fields  can  be  simplified  into  two-dimensional 
flow  fields  for  purposes  of  handling.  Even  if  a  flow  field  is  not  axi symmetric,  it 
is  only  necessary  for'  the  mechanical  structure  to  be  axisymmetric  in  order  for  it 
to  be  possible  to  take  the  flow  field  and  " cut  it  up"  into  several  planes  of  rot¬ 
ation  and  meridian  p lar.es,  :.'hich  can  be  analysed  as  two-dimensional  flow  fields,  and 
then  put  back  together  into  an  image  of  a  three-dimensional  flow  field.  The 
blade  cascade  in  the  plane  of  the  blade-  wheel  mechanism  uses  precisely  these  planes 
of  rotation  to  cut  up  all  the  ..e.ss  and  open  then  up  tc  fora  plane  flow  fields. 

The  eddy  current  apparatus  of  combustion  chambers  has  spiral  flow  b'e-'.--  ,  *hese 
can  also  be  cut  up  to  form  a  plane  blade  cascade.  To  talk  for  a  moment  about  th® 
f orwa—d  so«t’ on  of  flame  tubes,  th®  ring— shaped  spiral  jet  which  comes  fror  the  eddy 
current  apparotus, car  be  thought  of  as  a  three-dimensional  spiral  flow  field  in  which 
a  vortex  is  add®-'  to  a  jet.  Each  gas  distribution  hole  puts  out  one  jet.  The  odd 
air  jets  xhat  enter  through  the  holes  where  the  gases  from  the  main  combustion  and 
coding  areas  mix  together  are  blown  away  and  bent  tod  broken  up  by  the  hot  gases 
from  the  main  air  flow  within  the  flame  tubes;  this  creates  a  three-dimensional 
'Tow  field  where  the  hot  and  cold  air  flows  mix  together, 

Moving  on  to  a  no’-e  generalised  discussion  of  combustion  chambers,  if  there  is 
a  vertical  turbulence  flow  present  in  a  combustion  chamber,  then,  one  cannot  ignore 
viscosity  any  longer;  if  the~e  are  changes  in  density,  then,  one  can  no  longer  ig¬ 
nore  compressibility;  if  there  is  a  temperature  gradient,  then,  one  can  no  lcnger 
i 0a ore  heat  transfer;  if  there  is  combustion,  then,  one  cannot  igiore  changes  in 
the  constitution  of  the  gases  involved.  Even  if  there  is  no  combustion,  a  cold 
air  flow  test  in  the  interior  of  a  combustion  chamber  creates  a  three-dimensional, 
viscous,  compressible  flow  field.  In  order  to  simplify  calculations,  every  effort 
should  he  made,  on  the  basis  of  the  structural  peculiarities  of  the  combustion 
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chamber  involved*  to  divide  up  the  three-dimensional  flow  field  into  several  local¬ 
ized,  two-dimensional  flow  fields#  Speaking  of  combustion  in  general,  the  larger, 
the  number  of  types  of  gases  it  mixes  together,  the  more  complicated  are  the  analy¬ 
tical  computations  associated  with  it# 

Sec  2  Flow  Field  Gradients 


l. mcr.g  the  re -ame  t=  rs  associated  with  fl ov  fie?  m,  J’  arc  some  which  are 
sir"'?*’  nur ~rl"a'  '•v-v tities  of  sire  and  ha**e  no  d i t ’  ?"  oh~d  xc  then,  f-r 

‘■racple,  tenpe-'ature,  T,  concentration,  c  (density,  p  },  pressure,  p,  "mergy,  ??, 
and  sc  on.  The  space  in  which  non-directi anal  parameter:  are  distributee  is  called 
t  quantitative  field,  "here  fc"e  som»  pa  "me  tors,  kcv*-*.-r,  'hid.  have  r.ct  only  mag¬ 
nitude ,  bet  also,  a  directional  quality  to  them,  for  e::a~rlc,  speed,  y  »  acre? or¬ 
ation,  a  ,  momentum,  ‘mV ,  and  force,  F,  etc,  ihe  space  in  which  directional  parr— 
^2. srji'i, ''d  L.  ~  02  £.  vc etc ^  c  r*"  *>•  •  c*-'  ?  cor’.wXif"^'*  cr 

chamber  is  not  only  a  me- 1:  ta.tive  f-'e”*d,  nut  rise  ?•  ve^t^r  fm-ld,  Tr.  a  mar,  if 

<n®  tabes  s  -a.  1'vc?  as  ?.  tare,  mf  re—  t“  ttc  :f  . . s'irs  ■>— r ' 

c  t"1'  t'~ r  use  cf  emte’sr  li-*e,  -.h^— ^in— s  :  *  "ts-r.  r-  "*^aoe  in 

which  the  contour  lines  ar-  clone  ^og-^'er  -  r  ---  d  r p-- s  wa'  1,  v: . u 

the  gradient  is  large.  m  n'f-s  •;  f i .  -  ,  ~  .  a.  -cm  rr-.tu—  • am 

•  r 

of  low  temperature,  and  this  h-~-t  flow  ;  s  rep-v  scr  by  q  f;:rrl/d,s);  any  gi'rcn 
m t ' r c: ?  ’''L’T rv. ^  0  r  t! ^c. 9 ?  vt}") 5*fcs  “lor  5 r  ~*v  “c  "h^r®  i***? 

r 

eon  sent"'1  tic"  is  s-varoe,  an'5  this  diffuse  or.  :  s  "pi'-orc n1)^  by  f  (hg/r  ,s)j  ,~csps 
tend  to  flow  from  areas  in  "hich  thc  "res sure  is  high  tc  ?:nrr  in  which  the  "msswre 
is  low,  and  this  density  flow  is  repm ~er. ted  by  (hg/m  .s);  all  the  quantities 
mentioned  here  a"e  vector  quantities.  In  a  flow  field  under  examination,  it  is  pos¬ 
sible  to  '’raw  out  a  contour  mag  for  total  ones  sure,  tot-1  t^moersture,  concentraticn, 


o*  v.-mg  sev:-"- ..  pres 


:  Per  the  respective  qvr-n- 


■‘iti «s  within  the  flow  field  in  question.  V.’hen  these  curves  are  projected  ontc  a 
coordinate  plane,  they  become  nothing  more  than  isothermal  lines,  lines  of  equal 
pressure,  etc,  ,  etc, 

Ir.  the  case  of  a  stable  flow  field,  it  is  possible  tc  get  the  distribution  fun- 

•tiai  for  ***  pressure,  overall  temperature,  n&  concentr-tion  within  the  space  of 

•  - 

the  flow  field,  a"d  these  functions  are  called  potential  functions  « <t>  ”  (x,y,z). 

^  =  a  constant,  and  it  is  called  the  equal  potential  surface.  Concerning'  the  pot¬ 
ential  function,  ,  its  rate  of  change  alcng  a  normal  line,  n,  or  its  directional 
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derivative  is  called  the  "gradient”  of  *<#>*,  grad 


grad  <t>  =  Vd> 


A  +  iJ L 

9*  9y 


£+<!)* 


9x  9y  Oa 


(4.1) 


i,  3,  and  k  are  respectively  the  unit  vectors  for  the  positive  lengths  along  x, 
y,  and  z.  The  inverted  triangle 


and  it  is  the  vector  differential  of  the  orthagonal  coordinate  system  or  the  operator 
of  the  directional  derivative.  The  symbol*  vi  in  a  d  of  itself,  is  a  vector;  there¬ 
fore,  the  gradient,  ^  is  a  vector,  which  has  three  components,  one  each  along  the 
x,  y,  and  7  axes.  By  using  the  concept  of  the  gradient,  it  is  possible  to  derive 
several  formulae  reflecting  basic  principles.  For  example,  in  the  investigation  cf 
the  heat  flow  that  travels  outward  tnrough  the  equi potential  surface  as  veil  as  the 
investigation  of  the  question  of  the  diffusion  density  flow  cf  physical  substances, 
etc.  : 

If  one  assumes  that  ^  =  T,  then,  the  heat  flow 

*A'’^** -T  '  ~  ‘"* 

M) 

r\  • 

l  is  the  rate  of  thermal  conductance  (kcal/m",  s  .  E).  The  heat  flov:,  q ,  and  the  ter— 
r>r — ture  g^dient  ar^  related  Quantities*  The  negative  sign  expresses  the  transfer  of 
h«a.t  from  areas  of  high  temper-ture  to  areas  of  low  temper- ture  as  well  as  the  rever¬ 
sed  direction  of  the  gradient.  If  one  makes  <t>  =  c,  the  diffused  density  flov; 

f  =  -DVc  -  +  * |^)  Iks/®*  ’  *3 

\  dx  dy  oz  > 

(4.3) 

D  is  the  dif fussier  coefficient  (m  /s),  and  r  is  the  concentration  (kg/nh),  The  dif¬ 
fusion  density  flow,  f»  and  the  concentration  gradient  are  related  quantities,  3nd 
they  are  rela.ted  b y  the  Fei  Ke  equation  gust  as  the  heat  flow  and  the  temperature 
gradient  were  related  by  the  Fu  Li  Ye  equations.  The  negative  sigi  expresses  the 
mutual  orporition  of  the  direction  of  diffusion  end  the  direction  of  the  gradient# 

If  one  sets  tc  the  speed  v£lue,  then,  the  density  flov; 

j*+*|*j  it* /«*••] 

(4.4) 
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The  gradient  rf  the  speed  values,  equals  the  flow  speed  vector,  ^  ,  and  the  diiv 

ections  of  V  and  the  direction  of  the  gradient  are  opposite. 


Sec  3  Practice  in  Hultinlication  of  Vector  Quantities 


(l )  Surposing  that  the  included  angle  between  two  vectors,  a  and  b,  is  ,  so 
that  Then,  the  scalar  product  of  a  and  t  (the  point  product)  is  a  mag- 

r :  tudc  a*  b  -  ;•>  e-'-  6. 

6  =  90°,  a-b“=O;0  =  O°,a-b  =  ab.  (4.5) 

Conce-ninr  the  magnitudes  of  identities 

i  •  *  =  /  •  j  =  K  •  A  =  1,  i  •  ;  =  7  •  K  =  k  •  »  =  0.  (4-6) 

•  *  r 

(-)  The  "vector  product"  of  two  vectors,-  a  and  b  ,  (also  called  the  cross  pro¬ 
duct  )  <a  X  b  =  c  'hich  is  a  third  magnitude,  c  nemendicuiar  to  the  ’'Ian.0  cf  *  and 

.*  .  If'®  is  the  included  angle  between  <*■,  and  ,b, ,  so  that 

T:v  magnitude  cf  c  is  «  =_*  X  fa  =  |  a )  •  |*|  sin 5  (4.7)  =  the  surface 

area  of  a  quadra.l  ateral . 

Th-  direct’ or  of  c  is  d*t-  vine'  by  the  use  of  a  rude  called  the  left-hand  cm- 
v  f  h a i  r's,  on°  +a>:es  *'•••«»  thumb  of  one’s  Deft  hand  and  wraps  his  thumb  and  hand 

sc  ttr-  -h?  thumb  of  the  left  hand  points  in  the  direction  of  ©-  and  that  the  other 
eg.  ’  are-j-.d  that  direct? -n  at  an  angle  €<.*  and  coincident  viJ-v  ^  , 

Or,  one  could  think  cf  it  as  loosing  up  the  vector,  *,  as  though  it  veT  an  arvov; 
ir.  oh  a  cose,  a  turns  around  th~  arrow  in  a  counterclockwise  d? re c tier  p.t  a"  an g?  , 
0<*  an-'  "cincide-'t  with  b .  Ae-crding  tc  thus  rule,  if  the  cross  products  of 

a  and  b.e.re  "eversed  in  order,  then,  the  direction  of  the  third  vector,  is  turned 
arc’jrd,  that  is. 

b  X  a  =  I*!  •  J  q  j  sinC— 0)  —  —  c  =  —(a  X  b).  (4.8) 


If  we  *alk  about  the  three  "unit  vectors”  i,  j,  and  k  for  a  moment,  then,  we  come  up 
wj.th  ■‘’he  following  T,elationsv'ir>s 


*  X  —  ;  X  7  -  l  X  {  -  0;  (4.9) 

*  X  i  -  k>  i  X  *  -  »,  *  X  >  —  7;  7  X  i  —  — 

*  x  1  —  — «,  »  X  ^  -  —  7.  (4.10) 
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(3)  "The  dot  cross  ■product  "  of  three  vectors^  a  •  (b  X  e)  is  the  volume  of  an 
equilateral  par^llelipined,  m,  b,  c  ,  Since  ^  *  c)  represents  the  lower  surface 
area,  and  a  represents  the  slope  height.  The  included  angle  between.*  and  (b  X  c) 

=  6.  a  •  (b  x  c)  =  ]« !  c o*6  *  |b  x  c|  .  f  and  within  this  expression  l«!  co *9  «*  A 

is  an  altitude  perpendicular  tc  the  base  surface  area;  if,  in  equation  (4,11 )  there 
are  the  three  vectors  a=  »«i  +  i“i  +  ‘I*  *“  ib i  +  jbt  +  +b}>  c  -«  u*A-  jct  +  , 

th -n,  it  is  possible  tc  use  determinants  to  express  the  dot  cross  products  of  the  thre 


vectors 


(bxc) 


Ol 

b\  b)  bs 

Ci  c /  Cj 


(4.12) 


line  to  -he  fret  th.at  the  "dot  products"  of  the  three  vectors  represent  volumes,  if 
a  •  (b  X  c)  =  C,  th~n,  the  volume  equals  0,  2nd  the  three  vectors,  a,  b,  and  c  , 
rust  lie  vi the  same  riaue.  The  -everse  of  this  is  also  true. 


r-.e  Continuer.  Cros  Product  of  Three  Vectors 


c  ir  T'®  eti 


4  oml  ''  ■** 


a  X  (b  Xjc)  —  (a  •  e)b  —  (a  *  b)c  (4.13) 

-t  of  two  vector's,  bx«  — J  ,ie  a  third  vector,  d..  which  :s  per- 
r  t.  r  of  the  ori-i-n!  tv;  '‘^"t-r-.  b,  an"5  'C  •  *  X  (b  X<) 
to  the  "lone  vpet ers  *,an~  ■  and  is  still  a  ver-tcr. 


:inu?ur  Tcuations  and  ,rC~'. sr'",‘'ior  "  cf  Flow  Fields 


Imagine  the  use  of  a  thin  transparent  film  cf  &ir,  which  is  also  called  a  "con¬ 
trol  surface",  *S  ,  and  closely  adheres  to  the  inner  ’alls  oi  flame  tubes  r  well  as 
intohes  and  exhausts  and  coats  them  (Fig  4,1 ).  The  space  within  the  thin  membrane, 

^ ,  it  e-*  •  ct  the  'Vor.t ’•cl  vc lure",  V  ,  There  :■  -  r-itrr,  moment’.!-.,  or  ergy ,  etc,  cont¬ 
inuously  passing  through  V  from  the  surf occ,  3,  and  flowing  in  and  cut  of  the  flame 

tube.  On  the  surface,  S,  a  designated  point,  F,  has  running  through  it  the  normal 

0 

line  n,  and  the  unit  vector,  ®,  along  the  normal  line,  n.  Around  the  point,  F, there 

ere  delineated  a  differential  surface,  dS,  as  v/ell  as  a  differential  volume,  AV,. 

» 

If  one  set-  th?  included  angle  between  *  an<3  the  flow  speed  vector  of  outward  scat¬ 
tering  equal  to  6  at  a  point,  P,  then,  V  •  n  —  VcotB  which  is  perpendicular  to  the 
outward  flow  speed,  dS,  If  one  establishes  that  the  direction  along  external  ncmaJL 
line,  n  is  figure'  to  be  positive,  then,  the  matter,  momentum  and  energy,  etc,,  which 

are  flowing  out  are  figured  to  be  positive  values,  and  the  inward  flow,  V  ,  is  con- 

s 


sidered  as  having  a  negative  sigji.  The  volume,  Q,»  which  is  dispersed  outward  every 
second  from  the  control  surface  is  V  *  n,  is  the  Integral  along  the  entire  surface, 
S,  and  is  c  .lied  "scattering  magnitude": 


Q  ■“  ^  V  •  tutS  (m5/*] 

The  "divergence"  of  the  speed  vector  field 


(4 -14) 


div  V  *=  VV  “  lim  [  1  “  lim 

*»y.o  LAI'/J 


(4. IS) 


thercfcr*i  t'*>e  divergence  is  equal  to  the  volume  scattered  cut  from  th°  cor “rrl  sur¬ 
face,  S,  every  second,  from  each  unit  of  control  volume:  the  unit  for  “h-’c  quantity 
is  (r •  /p »  r.  ),  '•'her.  ,  tend*  toward  a  trace  amount,  dV^,  :t  is  pccfihl*-  to  rv— 

tain  from  e-uni!-;:.  (*'»15)  the  relationship 

q  =  ^'v  •  n^5  =  (j'1’'  VV</F,  [mVs]  (416) 


\  av,  J  as 

c*M 

V 

Btl  v..  ««*® S 

Fig  4.1 

1.  Control  Volume,  V  ,  and,  Control  Surface,  S  2,  Vails  of  the  flame  tube 

s 


The  equation  atov®  takes  V  •  n  ,  -the  double  integr- 1  along  the  surface,  S,  and  ~u:rs 
it  into  the  dive-genre,  'vV  on  the  basis  of  the  triple  integral  of  the  volume,  V  • 

In  fluid  mechanics,  this  is  Gauss’s  theorem. 

The  divergence,  is  the  dot  product  of  two  vectors,  and  is  a  magnitude. 

Using  equation  (4.6) 

4,  v  -w  -  (.  £+ i-§-  +  *£)  ■  o» +  a  +  v) 


\  dx  dy  .  \d*J 
©u+|v+|w  [1/f] 

dx  dy  •  dx 


(4.17) 


Imagine  that  the  micro-masses  of  Gas  in  Fig  4.1  have  a  AV.  value  that  is  ap¬ 
propriate  to  elastic  solids;  in  ^his  case,  the  three  partial  derive  ives  on  the  right 


side  of  equation  (4.17)  represent  the  rates  of  change  of  the  "tensile  strain"  alaag 
the  x,  y,  and  z  axes  or  the  "linear  deformation  rate". 

Take  the  symbol  f  to  represent  density,  plkg/m1]  ,  density  flow,  pY(kg/m  *s) 
or  total  enthalmic  density  pi*  (kcal/m^ J,  i*  =  (kcal/kg);  with  these  ideas,  then,  it 
is  possible  to  generalize  tne  concept  of  "magnitude  of  divergence":  i.e. 

—the  amount  of  matter,  momentum  or  energy  which  is  scattered  out  from 


the  control  surface  ner  second 


~=(j)SfV  •  n4S  0U8) 

— within  r.  control  body(f or  matter,  norm rur  or  = merry,  the  rate  of  trans¬ 


formation  t>t  second 


0-19) 


— if  one  ttker  £,  =  p,  then,  the  matter  setfr-r ir,y  macr.itune  (or  material 
rate  of  outward  flow) 

=  (j)%V  •  n dS"  tkg/»]  .  <4.20) 

If,  within  the  control  body,  there  is  no  "point  source",  (that  i?  tc  nay,  a  source 
that  river  out  matter',  t'  rrr.  “her®  is  sir;  no  ir.i  t '  '  ft  •’ tr  rr.  •, ,  a  r.l”’ 


V  4- . 


7  -  ••  e?r»  ***??■  '• 


. . 


of  mass,  within  V  ,  it  ;  r  r'~  no"~ih'o  si- — •*-.  ■  . -  ;  ;  '  *;•. 

s 

necessary  to  re  sup-  ly  :t  from  outride  (for  scr,-..v  rir.r  i-..:.  '• 

ri£5i,  and,  for  -eeir-yly  mas0  we  use  a  nep ■h,c  s‘"r);  ■L‘-  e-^fere, 

—  '/I7.  =  —  (£*  pV  •  lufS  (4-21) 

^  i pV  ^  n  <■>  ^ q.’V*  *  ^  n’*  -*•►-><'>  •»*€»<-  ♦•“'p  ^ 

T.’Jir  **■? 'T  (/:  #l6)>  f+  .1?  r»CSr:  *bl*>  t.O  r  nm-r-  ^  r  x'\r>  ^  P  ti  OH  rhl"’" 

j<’  Jfi-  dV,  -  V  •  pW^,, 


c:  cent  cr  "w  verger  ce. " 


r  it + r  • 'v  k  -  ° 

th»  equations  aheve,  it  necessarily  f o1 " c-r  th~t 

|t+v^v-|£.  +  (,vv  +  v.vP-0  C<.23) 

I*  *»taKe,  flo.  «*M«,  dwells-  ir  ,  ft-,,--,  of  tine  and  coordinates, 

pm“  -  *’  y>  ^  we  use  the  perfect  differential  method 

of  solution  on  the  basis  of  the  multi-variable  functions,  then. 


o;  S*  dy 


(4.24) 
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If  one  takes  the  instant,  dt,  and  uses  it  to  divide  the  various  quantities  in  equation 
(4.24),  because  of  the  fact  that 


therefore, 


it 


'*!$• 

1 

-i*  _w 

'*  -it  ...  * 

d£_dx_ 

■  dp  dy  + 

dp 

it 

dx  it 

dy  it 

dt 

a 

dfLy  4-  ®£. 

w 

dx 

dr  dz 

Vf.  is  the  gradient  of  the  numerical  field,  V  **  *u  +  jv  + 


(4.25) 

;  according  to 


'  cr. 


V  ~<iu  +  j*  +  4*>{i  +  i  Jj-  +  k  I7) 


=>§£.»+  |4-v  +  |^ 

9*  9y  dx 


(4.26) 


cornering  equation  ( /' . ?5 )  and  equation  (d,26^  it  is  possible  to  obtain  t^e  following 

(4.27) 


'**r'  rr' 1 


+ V-Vp 


9t 


If  -ubstit"ter  this  e' — .ressior  into  equation  (/.,2j)  it  is  possible  to  obtain  the 
continuity  equation  for  a  three-dimensional,  unstable,  compressible  flow  field: 


*P.  +  „V  .  V  -  D 
it 


(4.28) 


If  ve  rake  use  of  the  divergence,  *  VpV  t  of  equation  (4 •”•7),  then  another  form 

r*.  rv  7  T *  *'  yZT".  "t  2  r-T*i  X  P 


dp  +  v  Y  =  4-  a^Pu)  4.  dCgl)  +  dQw)  _  „  ^  ,9-; 

9/  9;  5x  dy  dz 


I n  the  ease  of  an  incompressible  ,  stable  flow  field,  ( dp/'di )  •—  0  ,  arc 

the  divergence,  vV— =0.  (4#?9) 


3ec  5  Ibmer turn  --ouatians  of  Flow  Fields 


If  ve  use  equations  (4. 18)  and  (4 • T9 )  from  a  preceding  section,  and  take  5  to 
be  equal  to  *v,  then, 

—the  momentum  diffused  °ach  second  from  the  control  surface,  S, 


-  pV(V  •  n)dS  t*LJ 


—within  the  control  body,  V  ,  the  rate  of  transformation  of  momentum 

6 


ner  second 


81 


-jf'K&ldV,  IN] 

—the  total  outside  force  exerted  on  the  control  body 

F  -  <f  ‘  ^p-dV,  +  pVCV  *  n)dS  [N],  CH.30) 

Equation  (4.30)  is  the  total  outside  force  exerted  on  the  control  body  =  the  total 
rate  of  transformation  cf  momentum  of  the  control  body. 

Cxi e  /'crc=p  oar  bc  d'*vi.n®J  into  tv  hirers 

("■)  x-.-~  r ;roc~.  ~vxA  -  n  f  ~  ~*,y,  it  ’s  er.'y  r  t is  mas?  hr. —  oxA-> 

nal  forces  can  be  felt,  For  example,  gravity,  pg  ,  cr tri 'vgal  force, 


mrti> 


in  o  jw 


tia,  «•  .  as  well  as  electromagnetic  forces,  etc.  If  micro-masses  of  fluids  have 

no  nv.rr.i.  j  '  riicn.  arcur.d  a  cocr'inate  axis,  i,e,  «  ™  0;  the-.,  tb.e~e  in  r.c  centri¬ 
fugal  force. 

The  force  of  gr~vi ty  exerted  on  the  centre  1  body,  V^=  <P  IN],  ,  0-31) 

(2)  Surface  Forces.  These  forces  include  external  pulls  and  pressures  on  the 
control  surface,  5,  as  well  as  shear  forces  which  rub  alcng  the  surface  or  friction. 
Assume  that  each  square  meter  of  gas  has  exerted  an  it  a  surface  force  =  E  (T./a' )f 

The  surface  forces  excited  cn  the  control  body,  Vg=  (p  RdV,  IN]  0.32) 

■F  =  <p  pgdV,  +  <p  RdV,  -  (p  ppl  dV, 


Because  of  this 


+  ^  pV CV  •  n)dS 

According  to  equation  (4.16)  Xs  .  j*r'  ,  .. 

v  9  * n^5  “  J1  vG>v  *  V)rfr, 

-  (p  tpV(vV)  +  CVv)pV]rfF„ 

’■’her.  equation  (4.34/  is  substituted  into  equation  (4.33)  it  becomes 


0-33) 

0.34) 


<P  ‘  f2^-  +  pV(vV)  4-  (Vv>V  ]rfr.  ^.35) 


If  it  is  necessary  for  the  integral  to  be  equal  to  0,  then,  it  is  necessary  for  the 
integrated  function  to  be  equal  to  0;  therefore, 

+  pVCvV)  +  (Vv>V  -  Pg  +  R  (N/m’l  0.36) 

Ol 

Referring  to  equation  (4.27),  if  we  take  (PV)  to  suand  in  place  of  P;  then, 

0-37) 


HeYI  -  QZeYl  +  (W)Pv 

it  dt 


However, 


d(pV)  _  4.  y 


0.38) 
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If  we  take  the  relationship  between  equations  (4.37)  and  (4.38)*  and  substitute  it 
into  equation  (4.38)*  then* 

p  €L  +  vf-^ +  „<vV)l -pg  +  R  (4.39) 

dt  ti/  •  J 

According  to  the  continuity  equation  of  equation  (4.28)*  in  the  equation  above*  the 
quantity  in  the  parentheses  should  be  equal  to  zero.  Therefore,  we  obtain  the  mass 


density  times  the  acceleration 


pg  +  R  [N/m5], 


(4.40) 


The  •ne’-fect  irte-~r'l  of  V  versu"*  *  is  the  ai 


cooiprrt"  on  v-? r‘xcr* 


a  =  +  (Vv)V 

dt  b; 


=  local  acceleration  +  shift  acoelei'stion. 


This  is  due  to  the  f_ct  that  the  speed  distribution  is  a  function  of  time  and  coordi 
nates,  V  =  V(/,  *,  y,  z )  ,  and*  if,  according  to  equation  (4.24)*  we  use 

the  perfect  differential  method  equation  (/-,?6),  chen,  it  is  possible  tc  obtain  an 
equation  analogous  to  equation  (A, 27).  The’-efo^e*  equation  (.'-.  C)  cun  also  be  writ¬ 
ten  as  the  following  relationship. 

The  force  exerted  on  every  cubic  meter  of  the  control  body  = 

”pa~p‘SL  +  #>CVV)V  ^ 

-  pg  .+  R  [N/m5]  ^  (4.41) 

'.'hat  are  known  as  stable  flow  fields  er-  actuailv  flow  fi~lJc  in  v.irh  the  lcc.nl 

-av  (wiy; 

acceleration,  rdt~‘  ~  moreover,  the  "shift  accel  era  tier.  *Jrfs^Ptill  preser  t. 

Otherwise*  the  micro-masses  of  gas  would  not  shift,  oesitiens,  and  there  would  be  no 


flow.  The  shift  aco. 


.^ration  (vv)v  -  ((„  +  j.  +  W  •  (i-gf.  +  j-f-  +  <-g^) 


8V  ,  av  t.  .  .av 

■  u - +  v  — —  *r  w  — — , 

dz  dy  dx 


C4.42) 


If  one  takes  equation  (4.41 )  and  rewrites  it  as  three  compone*  ts  along  the  r,  y 

and  z  arses  (an  orthagonal  coordinate  Buler  equation): 

/  du  .  du  ,  _  8u ,.  0u  V_  1  p  . 

"xsr+’te+'w ' 

"/8v  .  8v  av  9v\  , .  .. 

‘>{dT  +  ud7  +>a7  ^  +  K* 

/  9w  ,  dw  .  .  , _ dwY  .  ,  _  1  .  • 

',lar  +  “67+*^r+’8r)-«-  +  s-J 

Sec  6  "Circular  Momentum"  and  "Vorticity"  of  Flow  Fields 


Chanter  2  talked  about  the  fact  that,  in  boundary  layers,  due  to  the  fact  that 
there  is  viscosity,  p  *  the  norw.1  line  y  of  a  given  point  along  the  wall  surface 


has  a  speed  distribution  u  =  f(y),  and  a  speed  distribution  gradient  of  (du/dy). 

Due  tr  this  fact,  in  the  areas  between  the  layers  of  a  laminar  flow  there  are  viscous 
shear  forces  r  **  i“C3u/9>,)[N/ln,]  # 

If,  at  a  place  of  adhesion  to  the  wall  (Su/9y)  =  0,  r  =  0;  then,  the  flow  layer 
will  adhere  to  the  wall  because  the  force  acting  to  blast  it  off  the  wall  is  inadequate, 


and  it  cannot  flow  forward  any  more,  so  it  will  separate.  Down  stream  from  the  point 

of  separation,  s,  gases  flow  upstream  against  the  current  in  order  to  fill  in  the 

rn-  t r t^d  v^*  the  .flow  layer  r  — ‘■’.rotten ;  they,  the"'  *  roll  ur  or  them" 2"»c  sv* 

oecorc  c '•die"  (hi g  ("))•  £  Is"  concerning  boundary*  leye-r.,  after  those  layers 

ere sun t-rr  ar  obstacle,  sudden  s?pa-*''tian  occurs  along  the  edge  angles,  and  this  also 

produce?  senar-'tion  eddies  (Fig  /. 2  (h)).  If  we  take  two  lepers  of  air  flow,  going 

ir.  1  .?•  s?r-e  direction,  a^d  cr  1 1  them  and  u^»  and  we  further  stimulate  ■‘■hat  their 

r?r  ed"  ar"  not  the  sane;  then,  under  these  conditions,  if  ji  «  0,  then,  the  f  1  c*.; 

along  the  bound ?ry  between  them  is  smooth;  however,  if  m  £  C,  then,  they  -ull 

> 

against  each  other,  orrehanging  momentum,  and  producing  eddy  layers  (fig  4.2  (c )). 

These  eddies  are  micro-masses  of  gas  which  are  rotating  at  high  speed,  giving  them 
an  angular  velocity  vector,  ea  ,  Because  this  vector  oan  be  resolved  into  three 
component  vectors,  one  for  each  of  the  coordinate  axses,  it  is  nossible  to  v:rite 
the  following:  <H“=  *“.  +  /“>,  + ^cor  .  According  to  the  right  hand  spiral 

convention,  the  direction  toward  •••hi oh  the  threads  of  a  -niral  r.cve  r.-.o  a  -pnitivc 
sign.  This  is  the  same  as  the  directional  rule  for  the  cross  product  of  t"c  vectors, 
imagine  that  ?.  turning  vortical  mass  is  projected  onto  the  r-y  plane  in  Fig  .  ;  ir. 

ever,  a  case,  the  separation  area,  (e),  the  wake  area,  (b),  and  the  vortical  flow 
layer,  (c),  are  all  vortical  flow  fields  and  all  have  spiral  flows  around  the  amis, 
z.  The  diameter  of  the  ring  flow  path  of  the  micro-masses  of  gas  is  the  length  of 
the  circumference,  2 *r  the  area  of  the  ring  flow  is  AS  — nr*.  Along  the  path 

of  xv,=  ring  flow,  the  length  of  the  differential  arc  d!  =  rd  0. 


f 


Cor  0'  mi: r '  V  the  "rir.-" 


the  "rir.g  T ,  around  tie  ce-‘ r r  '  act  is  it 

which  is  eqijel  to  the  linear  ir.teg — 1  cf  the  closed 
by  the  dot  product  of  the  arc  'ifferer tial  and  the  shear  line  sneed. 


V  •  dl 


equal  1 : 

curve,  L  defined 
To  rrovide  an 


exarrle,  it  is  as  though  a  snail  J  on  key  we"e  pulling  against  and  rubbing  against  his 

r> 

corral  and  every  second  he  rubbed  a  larger  -and  larger  area  (m‘/s)?  this  is  what  is 
V-  a  ring  vector. 


r, 


Assuming  we  alr-'  -dy  know  the  angular  velocity,  »,  ,  and  the  ring  flow  radius, 
then,  V  =  r  «*,  , 

Due  to  this  fact,  the  ring  vector 
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1 ,  Spiral r 
tier  m  3? 
Separ-rio’- 


Formed  by  Vi  neons  Flov:  Genar'dior  2,  ’all  Surface  3.  Pc  ini  of  Sspara— 
>=r'  +  i'"'  Ar-"  3,  Cnr'a'-Ie  n,  Tail  T'lc’.:  cr  ’alee  Area  7,  Boundary  layer 
'orrs  Spiral  F'av  3.  P.efr'.ctior.  Angle  Separation  Spirals  ®«  Vortical 


layer  VS.  "uidcr  Chan  yes  ir.  F3cv 


PirJ-ributicn  Cause  Vortical  Layers 


v.«n_£rWe  (4. M2) 

“  2  {m1/*]. 


'She  vorticity  cf  the  r-y  flow  ficl: 


*'  SiBiR'is — irt-2*’'  •<«•«» 


Fig  4,3  (a)  shows  a  spiral  turning  around  the  axis,  z,  as  though  it  were  a  "scl 
id”,  with  the  angular  velocity,  «„  If  cne  assumes  the  F  (x,y)  is  a  fixed  point 
selected  on  the  sur";  ce  of  V  ''_o'id”i  t hen,  fro."  the  is-’o  sir.ilar  fiar.jlcr  svcy: 
out  by  the  lines  in  Fig  4«3  (b),  it  is  possible  tc  see  that  r*  ~v‘rm,  ^  x-y-r,. 
Therefore, 


T 

X 


Due  to  this  fact 


u  =  —  yu>. 


-  — «  ^  rut 
y  r 

xut. 


The  partial  derivative: 


w  ■=  0 


—  (  +  M,)  —  «, 

2 


(4.44) 


If  dv 

2\S* 


If  equation  (4,44)  were  written  as  a  sentence*  it  would  say,  “  The  vorticity  of  the 
flow  field,  xy,  '  ,  is  equal  to  twice  the  angular  velocity  of  rotation  around  axis 

s,  i.e,  2  <',n  Hie  magiitude  of  the  vorticity  is  nothing  more  than  the  speed  cf 
"ctrtiar  of  the  vertical  masses, 

ler.e""- hiring  this  a  three-dimensional  vortical  flow  field.  If  cn®  suproses 

the  r  =  a  "radial  vector"  put  out  hy  a  point  source,  0.  If  the  length  of  *"  does 
rot  change  and  only  the  directional  angle,  e  ,  (longitudinal)  and  the  declination 
angle,  <*',  (latitudinal)  change,  then,  the  end  point  of  the  "redial  vector",  ?, 

+r~e®s  out.  in  space,  a  spherical  surface.  If  the  length  of  *'ar  veil  as  its  dire¬ 
ction  noth  change,  then,  point,  I,  traces  out,  in  space,  a  curved  surface,  S  (Pig 
■  »-.)»  can  taice  a  cross  section  of  the  curved  surface,  S,  and  generate  the  closed 

curve,  L.  The  projection  cf  the  flew  speed  vector,  V,  o'*  a  certain  point,  I,  or.  L  , 
as  it  is  projected  against  a  tangent  to  point,  P,  is  V  •  it.  At  trie  print  ;4r«  4/ 
and  as  the  dafr  ene^ti  r  ■  — *'■'  ~"f'  phe  o*i  c'?-— ve,  1,  **  ““V, 

*  the  vector  difference  cf  the  end  -cints  of  th®  two  "radial  vectors"  or  the  tangent 
L,  In  conjunction  with  this,  the  ring  vector,  V,  around  the  central  cr.io,  0  A  is 
governed  hy  th«  following  expressions: 

T  ~  V  •  dr  -  jfv  •  <21  [mV*l  (4.45) 

for earring  the  differential  area,;  A  S,  which  is  cut  out  of  the  curved  surface,  S,  a 
is  the  unit  vector  of  the  outward  normal  line  of  A  5  and  forms  the  angle,  «  ,  with 
0  A,  %•  the  same  token,  the  vorticity  of  a  three-dimensional  vortical  flow  field  «" 
the  amount  of  ring  vectors  put  out  by  each  unit  of  curved  surface 


■eurlV  «=  {  «■=  V  XV- 


Jim  1 

a<-9 


•fhen  IAS  — *•  dS, 


(4.46) 


<j>'(V  X  V)  •  ndS  — *  <j)lV  •  dt  -  r  (4.47) 

The  equatiOT^ibove  takes  the  linear  integral  along_the  pathof  ring^flow,  I,  and  turns 
it  into  the  duplex  integral  of  the  vorticity  (V  x  V)  projected  on  «  along  the  cur¬ 
ved  surface,  S.  3h  fluid  dynamics,  this  is  called  Stokes  Law,  The  "vorticity"  of 
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EV4  =7CX%1gg 

0£. 

1  (  Vertieity  of  a  Three-Dimensional  Flow  Field 


V  i?  -t  ie  cross  product  cf  two  vectors  V  and  V  ;  therefore*  it  is  still  a  vector, 
A-r-'Tyiny  formula  (4. 10) 

{  - o,dV - (V  X V)  _(i ^  +  ,A -n A) 

X  Ciu  +>'  +  «.)  -  t  -  ~£)  y  :  . 

,  ■  / _9u  •  dw\  .  jl  (  c*v  du  V 

^  V02  ,0*  J  ■  \&x  \r.  9y  /»v«r- 3‘h'  -r-r  r-v 

—  2(»»«  +  *«>,  +  .$»«)  **  2*»  •  (4.48) 


For  the  sahe  of  e^re  of  memorisation  these  —el  at ion shirs  cor  hr.  rewritT.er:  as  the  f  cl  — 
loving  algeb-aic  matrix 


cuilV— vxV* 


i  i  *  ^ 

_8_  A  'i. 

0x  '0y  0* 

u  '  •»  •  w 


(4.49) 


Chapter  Two  tnlhed  about  the  fact  that  the  flow  speed  vector,  V,  i?  the  gradient 
,  of  the  "velocity  value",  ..♦(equation  4.4).  According  to  equation  (i.17)»  it 
in  possible  to  vrite  the  "divergence"  cf  V  as  *  V ,  and  the 

gradient  cf  d ivrrger.ee  =  V  •  V^*r  jij,. 


div  •  grad  <#> 


—  V-,  V$>  —  V3d> 


:  r 

*  '■■*:  >  <4.50) 


Toe  "-ight-nide-up"  triangle 


— -  b+frh 

and  is  nailed  the  orthagonal  coordinate  laplacian  computational  symbol.  If  one  is 
solving  for  the  "vorticity"  of  the  gradient  of  >  ,  V<p  •,  then,  because  of  the  fact 
that  the  square  of  this  vector  times  itself,  *v  X  V  =  0;  therefore, 

curl  grad  <#>  =  V  X  V4>  =  +  i  ~  +  K 

x({$±  +  +  o  (4.51) 

\  dx  dy  .  dz  / 

‘>e  m»ani ng  of  this  is  that,  if  a  flow  field  has  a  velocity  value,  *',  (  in  which 
case,  it  is  railed  a  "value  flow  field"  for  short^  then,  its  "vorticity"  =  0. 
According  to  aquations  (4.44)  and  (4.48),  this  equator  tc  th-  idea  that  ia>  =  c. 

—cat  is  tc  say  that,  except  for  an  isolated,  special  peine,  within  the  flow  field, 
tr.ere  are  no  spiral  masses  of  mas  which  have  the  fore  of  a  turning  solid.  When  com- 
'■ar°d  to  “iy  this  simply  morns  that  there  is  no  viscosity,  ft.  Therefore,  vhrt 

is  meant  by  "nen-viseous  flow",  "nan-vertical  flow",  "positional  flow",  and  "is cn- 
thropic  flow"  is  all  the  same  thing,  that  is  to  say,  they  all  mean  that,  within  the 

flow  there  is  no  viscous  frictien,  there  are  no  shear  forces,  r,  which  is  to  say 

that  there  is  no  loss  of  power  due  to  vo~tical  turbulence  flow  with  the  resulting 

oer-'-r: d  r.  of  ~"oh  newer  losses  into  "heat  of  friction,”  Because  of  this  fact,  if 

ore  does  not  include  hour d ~ ry  layer  separation  areas,  areas  cf  wake  behind  obstacles, 
^nci  vortic  1  flow  layers,  then,  it  is  possible  to  say  that  the  "main  fiovj  area  is 
a  flow  field  with  no  relation  vlaue  to  it.  However,  attention  should  be  pair  tc  the 
fa.ct  that  "spirals"  or  "vortices"  can  develop  and  expandf  ahey  can  enlarge,  break 
up  and  decay  into  turbulence  flow  which  can  disrupt  the  "main  flow  field."  In  a  com¬ 
bustion  chamber,  in  order  to  mark  out  such  a  "positional  flow  field",  it  is  neces- 
sarf  tc  assume  that  certain  conditions  are  present. 

Hec  7  "Befr rmati^n  Bate  Tensors"  and  "Matrices" 


If  one  chooses  a  zero  point  which  does  not  move,  then,  in  a  three-diner,  si -nal 
flow  fields  V  =  «V+yv  +  *w;  .  the  radial  vector 

r  -7*  +  jy  +**,  r  r  •  7  -  y,  r  •  ^  0.52) 

A-ssume  that  the  velocity'  vector  for  the  origin  point,  0,  is  a  q.  the  vel¬ 
ocity'  vectors  around  the  zero  point  (in  its  vicinity')  -V  ;  if  we  expand  V  aceord- 


SS 


ing  to  the  Taylor  series*  all  that  is  left  is  a  first  degree  vector  derivative*  and* 
in  this  case,, 

V  —  0  +  r *  W D  (Take  careful  note  cf  the  fact  that  is 

not  the  divergence  'V  •V)  (4.53; 


"Deformation  tensors" 


vV 


.  av  ,  .  dv  ,  .  sv 

dx  dy  '  9s 


0.54) 


The  three  numbers  that  dcsiyote  a  "cirt  in  a  thr<ae*»'ir'en si  oral  coordinate  system 
define  a  vector,  r  *  in  that  way;  the  nine  numbers  hesitating  thre°  vectors  def¬ 
ine  a  "tensor"*  Df  equation  (i,54)  is  a  corhinati-n  of  three  vectors.  The  com¬ 
ponent  vectors  for  velocity*  u,  v,  and  w.  rpry-'o-fvcly,  are  -artial  differentials  cf 
x,  y*  ar-d  z,  and*  altogether*  there  are  nine  first  order  partial  derive tive.r.  yfc:  ch 
rermse-t  the  r~te  cf  ■’ e formation.  If  we  emend  the  three  vectors  of  D*  we  obtain 


(4.55) 
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(4.56) 


(l)  Concerning  the  speed  value*  £’*  if  one  is  speaking  cf  a  flow  field  that  has 

(4 .if)  cr  equation  (4.4S),  » 

0;  v'x  v  =  0: 


then. 

accord 
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As  far  as  flow  fields  are  concerned  which  have  no  rotational  value  to  them*  the  speed 
value  function,  <t>  —  4,  (x  y  x  0  *  when  solved  for  the  pe^ect  differential 


*♦-! ±dx  +| *-dy  +| ±dx  +  |* 
ox  dy  Ox  at 


dt  (4.58) 


According  to  equation  (4.4)  from  Sec  2,  the  gradient  of  ^ 

grad d>»V<#>  —  V 


'4*  *  c;  V>  -5  ^  c*  **  *  «VJ 


9x  '  dy  '  dx 

**  *U  +  /V  +  pW 

or  cquat;  or  (  ' . SS)  and  lrad~  to  the  co^cluri^r-  that 


_  u,  &  -  V 

9*  *  SjK  •  6x 


lr  a  stable  flow  field 


.  - 

q  “*  0,  v?.US^  m  u  +  v  ily  -f*  w  <2sr 


(4.59) 


(4.OT) 


:wa . "  th£+  th°  distribution  u_/(,,y,s),  v -/(*,*,*), 

w  =  f(x,  y,  r)  ;  therefore,  it  follows  that  eqxiation  (h.6o)  is  the  perfect  dif- 
~o-  -  1  :  r  *.:.e  *•  lu»,  '4>,  and  it  is  possible  to  get  $  by  integration.  Or,  tc 

e  ;*  other  around,  it  is  only  necessary  to  know  the  speed  value,  4>,  and  it 
'•-■-or.  ■  rri t  rough  differentiation,  to  solve  for  the  three  component  vectors 

•  ■  ’  •  v.  ■‘■'run,  to  s~"*vp  rcr  t>r  ■•'•Tie  velocity  fir'd,  he-cause 

this  :  r  true,  ''lev-  fields  vidch  have  no  rctrtional  value  to  then  ere  entirely  si-sce- 
r  no  xr'»ov,f>_  '  1  «r-e?yrf  s  ioh  *>?':<»•-  i“  y~r:vi?  to  e-leu'e4-®  t'ne*‘r  8T>eed  dis- 

tri'irti'"'S. 

( 1  ~r  ow  Fun 0  ion  ‘<f» 

•i~c  1  talked  about  the  fact  that,  with  aerially  synnet"i oal  flo”  fields,  it.  is 
possible  tc  represent  them  as  tvo-dinersi  -nal  flow  fields  either  or.  a  meridian  plane 
cf  on  a  pine  of  revolution.  The  continuity  equation  for  a  stable,  compressible, 

'•  '«ns;  0”>al,  plane  flow  field  is  as  follows  a  'cording  tc  equation  (-’.??) 

a(pu2  +  d(£^_c>  or 


dx  dy  '  9*  9y 

•f-  _ *_  _p 

Using  an  inetherric  density,  p  ,  to  eliminate  various  quantities  from  the  equa-tions 
above 

«  /  V  *  A  /  \ 

(4.61) 


9  fpu\ _ JL(ei\ 

fix  V'  9y  VpV* 

dtp  _P_ 

*  P* 

L  B  _9_  ( ZIGl)  „  _d_  i>u\ 

dydx  dy  \  p*  /’  dxdy  dx  VpV* 


assume  _i_  _  — _  - 
'  dx  p* 

d}4> 


dip  P  • 

—  -  —  u;  p  -  constant 
9y  p 


(4.62) 


dxdy 

9U 


A 


Consequently,  according:  to  equation  (4.61 ) 

d}4>  =  ay  ’  *  '■ 

dydx  =  Qxdy‘\ 


0-63)  , 


solving  for  the  perfect  differential  of  the  flow  fraction  =  '\&'(x»  y) 


w>  - * 

8x  oy 

:brt ’’ tving  equation  (i.£f)  into  equation  (4.64) 


(4.60 


■{-?')*“ +  (?■)* 


Because  the  '■orditianF  of  equation  (4.^3),  it  is  possible  to  integrate  equation 
;4,65 )  or.'"  obtain  the  function.  <t>  »  If  *</>■=  a  constant  <6*,,,  .,••«  then,  •  d<!>  = 


This  also  leads  tc 


{-$  *)*  +(4  »)^-«. 


—v  4x  +  u  Jy  — ■  0;  " 


»i2L-‘jL 


(4.56) 


Equation  (4.66)  is  called  a  "ila.  line  equati  r.";  ”ith  this  ^.q-T-q—  .  qj  is  pos¬ 
sible  to  draw  out,  an  the  x-y  plane,  the  flov?  line  '<61  «  <J«1f  ‘  4>  ^ . *  therefore, 

'4»  is  caller  the  flow  f'ineti on. ’Obviously,  the  direction,  v/u,  of  the  spe^d  vector, 
V  —  tb  +  jvf  is  precisely  the  direction,  (dy/’dx ),  of  a  tangent  to  a  c-rtair.  point,  P, 
on  the  flovr  line;  this  is  precisely  the  definition  of  a  flow  line.  Fig  i,5  draws 
out  a  flov.’  line  spectrum  of  a  two-dimensional,  plane  flow  field.  Assume  that  a  peiv 
pendicular  to  the  surface  of  the  Fig  has  a  thickness  =  h.  Then,  choose  an  interval 

'SI  ‘17  • 

distance,  dr;,  between  two  flow  lines,  Q  and  •  If  one  does  these  things,  then, 
the  flow  amount  passing  through  the  cross  section,  hds,  =  dG.  The  projection  of  ds 
or.  the  y  axis  =  dy,  and  the  projection  of  ds  on  the  x  axis  is  -dx.  From  Fig  4.5 
one  can  see  that  the  microflow  dC  —  1^751,  vt4j67) 

According  to  equation  (4*65), 

— pv  dx  +pudy  —  p*d<p,  therefore_  ^  “  kpnd4>  (4.68) 

The  amorat  of  flow  between  the  two  flov?  lines  d>\  and 

AG  —  G,  —  G,  -■  kp*  j®  d<J>  ■— *  kp\tf>t  —  <6i)  tkg./*  1 , 

(4.69) 

Ihe  flow  fraction  which  corresponds  to  the  flow  line  which  matches  the 
solid  surface  of  the  wall  is  equal  to  0.  Because  of  this  fact,  a  certain  flow  line 


'ip  represents  the  amount  of  flow  in  the  interval  "between  the  given  flow  line  and  the 
surface  of  the  wall*  &  (kg/s). 

’••'hen  generalising  the  flow  function,  it  is  "by  no  means  necessary  to  assume 
that  there  is  no  rotational  value  attached  to  the  flow  field  "being  considered.  There¬ 
fore*  the  function  "  4»'  can  also  "be  used  in  conjunction  with  flow  fields  which  have 
rotational  values.  However*  because  this  is  "based  on  a  two-dimensional  continuity 
equation,  it  is  limited  r  its  use  only  tc  two— dimensional  flow  fields.  The  con** 
ei’K1'  cr  for  an  inccr,.p’’essihle*  two— r'ir-er-rd  -nal  flew  field  is 


Comparing  equation  (s  ,5 9)i  it  is  possible  to  see  that 

„  di*  -  „  =  v  (4.71) 

fix  fiy'  dy 

The  gradient  for  the  speed  value  is 


fix  fiy 

The  gradient  for  the  flow  fraction  is  * 


grad  <t>  —  +  j  ■—)  <j>  —  i  ~  +  j  —■  —  »"u  4-  jv 

V  Ox  Ov  /  Ox  Oy 


(4.72) 


grad*/.  •  (’j"  A  +  j  A')  J>  -  i§±  +  :&L 
\  fix  fiy/V  fix  +  *  *7 


fix  fiy 


"‘Wv  +  '“  (4.73) 

Concerning  the  scalar  product  of  the  gradients  of  4>  and  $  *  according  to  equation 
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> 


if  this  is  so, 


, ,  , ,  . ,  .  .  *1-/7— 1,  *7-  ji  -  o- 

(4.6 )  the  matrix  .  •  •  • 

then*  &nd4>  *  grad/'  —  (*'u  +  /v)  •  (/u  —  *v)  —  "iju*—  **uv  +  ;/uv  —  f/V  —  0; 

therefore,  grad  <t>~  and  grad  d  ~  'e  ortJ — 'onal  gradients,  that  ip  tc  say,  the 
equipotential  lines  defined  by*£-  =  'A*  and  the  flow  lines 

are  families  of  curves  which  meet  each  other  at  right  angles,  and  each  four  inter¬ 
section  points  form  a  square. 


I 


Sec  5  "Point  Sources"  ar.d  "Point  Sinks" 

Let  xts  assume  that  we  have  a  speed  value  function  &  “  r  —  (**  +■  y*'+  r*)^ 

=  the  length  of  the  "radial  vectors"  (4.74 ).  b  =  a  constant.  3qui potential  sur¬ 
face,  *  ■  *  «,*  dsr  *•.*  that  is  to  say  that  is  equal  to  the  length  of  the  "rails  1 
vectors  r  =  r„,  r,,. ...which  describe  concentric  spherical  surfaces  with  their  centers 
and  origin  points  at  0. 

“"no  emission  f lev  spr -d  vector 

V-grad^-r (4.75) 

Or  r* 

and  this  is  perpendicular  to  the  eoui potential  surface,  (i.75)  The  amount  of  flow 
em-itted  fro-  the  origin  point,  0,  is  C  —  4*r*Vp  —  —A*bp  Ikg/«] 

(4-76) 

“py  s' tier.  (',76)  an-5  th®  rad-us,  r,  are  unrelated ;  therefore,  the  amount  of 
flow  "hi eh  passes  th~rugv  spherical  surface,  G,  hps  the  same  v'lu®  in  all  ee?r-s. 

If  the  eonsJnrt,  b,  is  TVTititve,  then,  the  flow  lines  concentrate  themselves 
towerJ  the  center  of  the  spheres  and  leak  out  in  the  amount,  G  (kg/sy;  because  of 
this  feet,  th®  0  point  is  called  a  "point  sink."  For  example,  speaking  about,  the 
outer  ring  cavity,  the  small  holes  in  the  walls  of  flame  tubes  are  all  "point  sinks". 

If  the  copr+^nt,  b,  has  a  negative  sign,  then,  th®  flow  lin®s  are  emnitted 
ov.tv-~i  fror  xhc  ocr.  t®r  of  xhe  spheres  and  scatter®'  a*  the  rote  of  G  (kg/r),  There¬ 
fore,  th®  '  point,  in  this  instance,  is  called  a  "point  source".  For  example, 
the  vaporization  of  the  fuel  droplets  which  are  sprayed  out  by  centrifugal  or  strai¬ 
ght  jet  nozzles. 

These  concentric  sphereic-.l  surfaces  are  all  surfaces  defined  oy  equal  pres¬ 
sure  values  (Fig  4.6), 

If  one  is  dealing  with  a  "point  ~Sink"  then,  the  closer  one  comes  to  the  0 
point,  the  faster  the  flow  speed,  P,  is  going  to  be,  and  the  lower  the  pressure, 
f  ,  is  going  to  be.  In  places  where  r  ■  0,  V-eoo.  ,  This  is  actually  impossible. 
Therefore,  the  speed  value  function,'  $  — 6/r  only  represents  a  flow  field  outside 


93 


very  small  spherical  surface  around  the  0  point. 


Pig  4.6 

Flow  Snactnur  of  a  "Point  Sink"/$'=  “  P.  Constant 


Chapter  5  Momentum  and  Potential  Energy  Equations  for  Viscous  Flow 


Sec  1  Liquid  Micro-globular  Surface  Tension 

Imagine  a  liquid  micro-rlobule  in  the  form  of  a  cube  which  is  separate  and 
standing  independently  away  from  a  vIbcous  flow  field!  (Fig  5,1)  Using  an  ortho¬ 
gonal  coordinate  system  in  x,  y,  and  z,  the  volume  of  the  liquid  micro-mass*  dV  = 
dxdydz,  Or.  each  of  the  six  surfaces  of  the  cube-shaped  micro  mass,  it  is  possible 
to  s^par-te  out  poritfve  facile  (p-esf ;u~e)  forces  which  act  on  each  face  from  three 
dif  ■~~~er.t  directions;  these  are  a*»^i*e*  .  ft  is  ncssibl'e  tc  ident¬ 


ify  friction  shear  forces  which  act  from  six  directions  —these  are  T«» 

r«»  A,  .  Each  surface  receives  the  influence  of  one  pos¬ 

itive  tensile  force,  o'  .  and  tv.’c  sh'-ar  forces,  ‘r  ,  The  base  coordinate  of  these 
sh«r  forces,  *■ ,  is  determined  as  fellows:  the  first  of  the  base  coordinates  ind¬ 
icates  along  which  coordinate  axis  the  direction  of  the  force  lies;  the  second 
base  coordinate  tc  which  cccrdi-ate  axis  the  plane  of  operation  of  the  force  is 
perpendicular.  For  example,  ’  *,  indicates  that  this  force  runs  along  direction  y 
and  its  plane  of  operation  is  perpendicular  to  the  z  axis.  The  total  force's  which 
act  or>  the  surface  of  the  liquid  micro-mass  along  the  direction  x 


(«•,  +  dx^dydx  4-  ( —o^)4ydz  4-  ^  Tty  dyj 

X  dxdz  —  (r,,)  dxdz  +  (rMt  +  ~sa  dxdy 

dxdydz 


dt 


(5.0 


3y  the  same  token,  the  total  forces  which  act  on  the  surface  in  the  direction  y  are 


(5.2) 


t  4-  -  1  ( 


kick  act  rT.  the  surface  in  direction  r  are 


r»iu 

\«X 


Gr„ 

*7 


~f)  dxdydx  (5.B) 


This  can  be  written  as  the  three  component  forces  of  the  .surface  tension  R 
which  is  exerted  on  each  unit  of  volume 


*«*1rk  +  ^Ett  +  *r' 

.  m 
"  9*5,  ■ 


dy  dx 
D  _  r  V‘1>» 

• '"T?  *  d,  ^rgr 


■  T.  ^  >■ 


lN/ms]  (5.4) 


cocra. 

r^-iTO1  TT!  ' 


the 


.*Zi 

®y  . 

*  “***«  +i«,  +  (5.5) 

■  a—e  unit  vectors. 

-c  ■‘hat  the  cube-shaped  liquid  micro-mass  in  Fig  5*1  is  an  elastic  body 
-t't;.;  i~  “nis  is  true,  „..en,  the  total  moment  cf  force  around  any 
cu.is — y,  or  z —  is  equal  tc  zero.  For  example,  the  moment  cf  force 
e  axis  is  equal  tc  zero,  and  it  is  possible  to  obtain 


xyxdydzdx  —  X  Xydxdzdy, 


u-  o-  s_  y* 


n  st  x  x 


-mg 


(5.6) 

(5.7) 

same  principles,  it  is  possible  tc  obt?.in 

r  -ty,  (5-8) 


c  ••  -'C-'- 


i~  ■•?;■.  t’“ *  -i^e  forces  '"all  into  only  sir  types  which  determine  the  three 

.■"i;iG  the  total  surface  forces,  R  , 
a.-i  alp.-  hr  i~  matrix;  II  =  the 


*v- 


? 


r*=  v  •  n  =  v 


r„ 

Tr* 

a. 


(5.9) 

f 


m >  n?  f  "rii?  <vn-  c  si  "t  r  porz. ^ior?  ?  ip  ptio  1  r*\,’9!T  iG^Tt- 

'■'-’Ucil  mapr.’ tudes;  therefore,  this  is  called  a  "symmetrical  na.trix"« 


3cc  2  The  Relationship  Between  Surface  Tension  and  the  Rate  of  Deformation 


I"..,  :-.;r-al  stresses,  * ,  and  the  she  -or  forces,  '  *• ,  cause  the  liquid  micro-mass 
tc  d<'fcm,  -■:c''crding  tc  the  conventions  of  elastic  dynamics,  the  pulling  and  con¬ 
tracting  forces  along  the  normal  line  of  the  surface  are  the  "tensile  stresses", j 
the  comp'-cr-ior  forces  which  act  against  the  direction  of  the  normal  lines  is  the 
"so— res  si on  force",  that  is  tc  say,  the  pressure,  -p;  therefore,  •*'=  “P»  Accord¬ 
ing  to  the  viscous  shear  force  formula  (4.1 ),  if  one  considers  only  the  shear  forces, 
r  ,  in  the  direction,  x,  then, 

r  -  f^Qn/di)  - *^l*l’.* («)L  t510) 
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Equation  (5.10)  explains  how  the  shear  forces,**’  ,  and  the  “shear  force  defor¬ 
mation  rate"  or  "shear  force  change  rate",  in  a  viscous  flew,  are  in  direct  propor¬ 
tion  to  each  other  and  that  the  coefficient  of  this  ratio  is  the  viscosity,  P  , 

t 

(kg/m-  s). 

When  we  investigate  the  projection  of  the  cube-shaped  liquid  micro-mass  on  the 
x-y  plane(Fig  5.2  (b)  and  (c)),  we  discover  that  the  shear  forces,  t,  which  act  on 
four  of  the  faces  pinch  and  pull  the  cube  out  into  the  shape  of  a  rhombus.  Hie 
original  edge  angle,  tt/2  t  reduces  the  strain  angle,  +  r'0)»  that  is  tc  say  that, 
per  second,  the  "re:-  o"  she -ring  strain"  is  ’®r/®/*,»  dr,/®*  +  $ra/®*. 

.  According  tc  egnatim  (5.10),  sh^-r  forces 


(5.11) 


By  the  same  principle,  if  one  *nkes  a  projection  of  the  cube— chaued  liquid  r.inro- 
mass  and  divides  that  projection  so  that  it  is  projected  separ;te!y  onto  the  planes 


zy  and  xs,  then,  it  is  possible  to  obtain 


r-  (ir +!r)  aw 


K  5.2 

Fie  5.2 


1.  Shear  Strain  Angle  2,  Two  Plane  Shear  %  Four  Plane  Shear 
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At  the  seme  time  that  the  quadralateral  in  Pig  5»2  (h)  is  "being  deformed  by  shear 
forces,  T  ,  into  the  shape  of  a  rhombus,  there  is  produced  along  a  diagonal  line 
a  tensile  stress,  <r  and  along  another  diagonal  line  another  tensile  stress,  ar9, 
(-iS  5.3(a))*  ’■■'ithin  the  original  square,  if  one  connects  the  mid-points  of  the 
sides,  the  resulting  lines  mark  cut  contiguous  squares  (subdividing  lines).  This 
being  the  case,  then,  when  the  original  square  is  changed  into  the  shape  of  a 
rhombus,  these  interior  contiguous  squares  are  pushed  and  pulled  into  the  snape  cf 


(fig  5*3  (b)),  then,  according  to  the  equilibrium  cf  forces,  it  is  pcs  ible  to  see 
that  if  the  force  ere — ted  on  the  slanted  side  is  not  tensile  stress,  a „  ,  then,  it 

i 

is  certainly  compression  stress,  Assume  that  the  length  of  the  sice:-  of  the 

5=  221^  ‘the  *fco  f’hc  sruT'f' of'  *hno  is 

tc  If  the?'  *  the  force  eouilihrfur  emotions  2.re 

2at  an^  —  a+J  2  al  >-»  0, 


because 


«n—  «=  — =,  &<r,  —  r 
4  V2 


(5-14) 


Concerning  the  cutting  out  of  triangles  alone  another  diage-  ai  '  i>-  ?  ,  :•  the 
s-.nc  g'-inci-les,  it  is  possible  to  write  the  force  equilibr  ia  •- 

that  «*,,=-  ;  due  to  this  fact,  «■[  —  <r3  — •  2c  .  ,, ,  •  -(5.15) 

”ig  3.3  (c)  shows  the  square,  Aid,  changed  into  the-  r:  cr.bus,  '  ?' 'M"r  1 ;  '  •  c 

a ■' £-r  ?n-'1p  A  i r  changed  from  *  /  2  tc  (  */?  —  T  )>  the  diagonal  lire  AC  is  stretc 
to  *  e  length  AC’;  the  diagonal  line  ID  is  shortened  to  3*1* 1 ;  moreover,  the  p"  one 
^  -  cpl ocemen t  distance,  h:'f  =  i  P,  It  is  nossible  to  look  at  33’  as  being  a  tiny 
arc  length  around  point  A,  Because  cf  this  fact, 

BB'  “  EM'  "  •  X  a.  ££)' 

2  * 

E!'* ?!  is  an  isoccles  rirht  t”i ang? e{  therefore. 


MM 


EM7  /<£”  r 


•/ 2  V2  2 


~AM  -  —  - 


therefore,  the  diagonal  line  AC  has  a  "tensile  strain" 
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1.  Surface  Tensions  o,t  and  Deformation  cf  the  Liquid  Micro-mass  Z,  Interior 
Squares  Chanced  to  Rectangles  3.  a  ^  and  t  in  To  nil  Tori  urn  .  Stretching  and 
Shortening  of  a  "’'iamcmal 


cc 

AC 


MM' 


AM 


T_ 

1 


(5.16) 


?y  the  use  cf  the  same  principles  it  is  possible  tc  prove  that  the  diagonal  HD 
has  a  "compressive  stmi-"  e:  =  — r/2.  (5.17)  *  therefore,  the  difference  bet¬ 

ween  the  tensile  and  compressive  strains 

- «ls> 

Zr  one  t eh "3  the  coordinate  arris  in  ?ig  5.3  (a)  and  rotates  it  45°in  a  counter¬ 
clockwise  direction,  this  causes  x  and  y  to  respectively  converge  with  the  two  dia¬ 
gonals  of  the  original  square  (Fig  3.3  (b);  when  this  happens,  . 

Going  according  to  equation  (5.15),  these  equalities  mean  that 

:r«l-  ■  (5-!9) 

In  all  cases,  strain  on  a  micro-mass  is  only  present  due  to  fluid  motion 

oo 

✓  / 


*1  “  1 — *  *i ' 


therefore, 


=  |E,  -  fs  (5.19) 

S/  3*  O) 

’her  +hot5e  equalities  are  substituted  into  equation  (5.19)»  it  follows  thai 


/  0U  dv\ 
=  2^— 


Using  the  same  principles 


<”0) 

The  ev="?..~e  normal  stress  on  the  surface  of  a  liquid  micro -mass 

<r  =  j  (<t,  +  a;  +  <r.) - p  IN/m’J,  (5.21) 

If  equations  (5.20)  and  (5.21)  are  added  together,  then, 

_  .  f-  du  3v  9w1 

2u.  -  -  <r.  -  2p  —  -  —  -  — j 

3<r,  =*  (a,  +  c,  +  <r„)  —  2m  , 


Mai :ic  us c  c  f  equa tier.  ( 5 . 2 1 ) 


,  3w"l  9u 

+  67]  +  6''ar 


»*  — *~h  “Ilf  *<&.  f  *-55f 5 

By  the  use  of  the  same  principles,  it  is  possible  tc  obtain  the  fol lowing 

2  [  do  ,  ,  dw] 

».  -  -f  - 

2  [  5u  ,  0v  ,  3wl  ,  .  3w  ,.n 

-  T  '  l  aT  +  fl7..+  ad  +- 2,1  aT  ?2,) 


See  3  Corner  turn  Equations 

Concerning  the  sir  equations  (5»H)  to  (5.13)  and  (5»?2)  to  (  5  .  ?4  )  j  cne  can 

take  the  surface  tension  tensors  in  the  liquid  micro-mass  in  Fig  5.1*  that  is  to 

say,  the  nine  stresses  in  the  symmetrical  matrix,  II,  e  . ..,  t.  •••  amid  connect 

them  up  with  the  nine  partial  flow  speed  derivatives,  3  u/Sx  ...  3u/3y,  which  coins 

* 

from  the  stress  rate  tensor,  VV  .  According  to  the  laws  of  matrices,  when  the  rows 


and  colurms  cf  a  matrix  are  interchanged,  then,  the  matrix  is  called  a  "transposed 
matrix."  A  transposed  matrix  of  a  symmetrical  matrix  is  equal  to  the  original  mat¬ 
rix.  For  example,  the  strain  rate  matrices  that  follow 


da 

dv 

dw\ 

r  du 

du 

du* 

dx 

dr 

ft 

ox  transposed 

dr 

dy 

d* 

du 

dv 

dw  matrix. 

dv 

dv 

dv 

dy 

Qy 

dy’j  ;  18  VV- 

dr 

Ty 

dx 

du 

dv 

dw 

dw 

dw 

dw 

Ur 

6r 

dr 

‘dr 

dy 

dr 

f 

V  / 

5v,:'  TV 

~  r.;  (O,  sre 

"a**. 

gor 

that 

r i  -  72  -  — , 


that  is  tc  say, 


du  _  dv  dv  __  gw  dw  _  do  . 

dy  dr  *  dr  By  *  dx  B* 


,  equating  is  two  symmetrical  matrices,  ' vV  *“  (,.?() 

Looking  back  for  a  moment  to  Chapter  4,  Sec  4,  equations  (5 *2*)  to  (5.24)  cor— 
air  the  "divergence1'  of  speed  vectors,  V  , 


VV—  4  —  3--^  — -  (5.27) 

-  1.8*  '  '•  by  dr  J 


Because  of  the  symmetrical  matrix  of  surface  tensions,  II,  it  is  possible  to  write 
+he  vector  equation' 

JI  —jj(vV 4-  W)  —  f—  —  ftV  •  V  (5.28) 

•  '  *4  ♦  ■»  V‘  •  3 

/•o-crring  tc  equate r nr  <3,°)  and  (%?S) 

R  —  v  •  JJ-— -j«v  •  (W  +  Vv) 

-i-MV(V-V)  (5.29) 

Pur  t z  f-r  fr»ct  the"  •  (VV  -r  Vv)  «=  fiV  •  VV  4  )iW  •  V 


vher.  one  sub* — it;;  ter  ir.  the  equat ion  a'"ovc,  it,  therefore,  fellow-  that 

R  -  -Vp  +  i_  .  V)  -f  f&*V  (5.30) 


If  we  take  equatin’-  (-.JO)  and  substitute  it  into  the  momentum  equation  from  Chapter 
4,  Sen  5,  t-hor.  one  car  obtain 

f>  ~~pg  +  R  -  flr-t^A+'r  V) 

if  .  '  3 

+  mV*V  [N/m»]  (5.31) 

If  one  takes  the  equations  (j.ll)  to  (5*^3)  anc?  (5.22)  to  (5.24)  and  directly  sub- 
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stitutes  the  stresses  from  these  equations  into  equation  (5*4),  then*  it  is  possible 
to  obtain  the  three  momentum  equations  that  follow: 


The  equation?  above  are  a  set  of  momentum  equations  which  pertain  to  a  viscous,  coro- 

rrvsoible  fls;:  field  in  orihoron&l  coordinate  system;  in  fluid  dynamics,  t hi.-  is 

4 

c'”3ed  set  of  n-dimensicmal  equations.  All  these  equations  have  in  them  a  factor 
-  ?/?  n  -  pi  ;  this  is  called  secondary*  viscosity  or  "volume  viscosity," 

The  percent  differential  cf  this 


_d_ 

4t 


+ 


(5.33) 


Sec  4  Potential  Energy  Equations  for  Flow  Fields 

V  .  t"T<y  - ' r 

c '  * 

:  U  =  trr  irt^rr'-l 

energy  of  e-oh  unit  mass  (the  chenice.l  energy  contained  inside  it),  J  V-V  = 
the  kinetic  energy  for  each  unit  of  mass.  Besides  these  quantities,  on®  can  o-loc 
take  5  tc  eqn°l  he1..*  ruck  rase  momentum  and  energy  is  contained  in  each  "ubie  me>ter; 
this  quantity*  is  also  called  "generalized  density";  when  these  symbols  stand  for 
the  quantities  mentioned,  the  dispersion  amount  of  l  ,  which  is  put  out  every’  second 
from  the  control  surface,  S, 


'  O '  • 1  *  “  r  7  •  -  "  ■'  •  h 

of  liquid  contains  -n~tey~  tial  pn*r(Zr 


r,e  ccr.  “ 


E  -  (  V  +  V  •  v) 


'ody, 
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§  fV 


(5.34) 


The  rate  of  increase  per  second  of  £  within  the  control  body,  V 


-  (fv'  f*Ljv, 

-J  Qt  -  — 


(5.35) 


In  the  previous  chapter  this  method  has  already  ho  on  used  to  obtain  the  conti¬ 
nuity  equation®  or.'.  -mart  :-  equations  for  a  three-dimer s*  on&l  flew  field.  At 
present,  if  v/c  t.-  '-c  I,  =  T  p  ,  then,  within  the  control  body,  V  , 
the  energy  transformation  rate  =  Q(jpE),  jy  + 

>:  £(V  •«)i5  [-51]  (5-36) 

According  to  the  principle  of  the  conservation  of  energy,  energy  cannot  y  st 

he  produced,  neither  cm  it  be  destroyed  for  any  reason;  it  can  only  change  forr.i. 

Therefore,  the  r^te  of  tr 'reformat ion  of  energy;  vi  thin  th®  control  body,  f  ,  should 

be  e~ual  to  the  heat  energy-  being  added  to  V  ev  -r:  second  through  itc  surf'c:  '•cv— 

tact  •*! th  the  environment  plus  the  power  absorb®',  by  V  evegy  second  from  external 

s 

forces. 

Sec  ?  o"  the  previous  chapter  introduced  the  idea  that  the  existence  of  a  temp¬ 
erature  gradient  rrodueer  a  heat  flow,  <1  ,  (kcal/m*  s).  If  we  assume  that  §  * 
the  thermal  energy  hens: ty  (knal/m^),  then,  fV  *»  q  ,  If  we  substitute  this  irtc 
equation  (5«"4)  and  plug  it  into  the  negative  heat  calculation,  then,  the  amount  rf 
thermal  energy  that  is  received  through  the  external  surfaces  every'  spcor.d  * 

-({>VnrfS  [~-Sj,(5.37) 

The  transformation  of  eoiertial  energy*  ner  second  -  jf'pgViV.  pLl«]  <5.58> 

Tig  (5.4)  (a)  shove  the  cube-shaped  liquid  micro-mass  dxdydr  =  dV  and  the  nor- 

6 

mal  forces,  0  ,  as  well  as  the  shear  forces,  r.  which  act  upon  it  as  projected  on 
the  x— y  plane.  Tig  p,/  (b)  shows  the  shear  force,  ^_v,  acting  on  the  mass  and  causing 


a.  diP-ci  a-'enent  ceformati®^  te 


(du/dy)  dy. 


in  the  direction  of  the  shear; 


this  Fig  also  shows  a  normal  force,  which  gives  rise  tc  a  linear  deformation  rate 
~r  (0u/dxVx[m/*l  ,  If  vfo  taVe  one  cubic  meter  as  th*>  basic  unit, 

then,  the  total  power,  V/,  which  is  exerted  every  second  against  the  licniid  micro- 
mass,  dVs,  by  external  forces  is  equal  tc  the  total  power  of  the  tensile  forces  per 
s  ®®c.nd  i 


10J 


fa)  -RjEfi* 


00  *««&**« 
K  5.4 


ur: ::  ce  -  en  sa  ~n  s 


»’ 


angular  Defcrnr  tier.  and  linear  Deformation 
9u  ,  __  dv',i'_.<hw 


If  ve  t?.3:e  tne  st~eeseo  from  equations  ('.11 )  to  (5«1?)  and  (5*22)  to  (5*24), 


x 

to  obtain 


.  and  substitut-  then  ir, tn  equation  (5*59 then,  it  is  pos'itle 

called 

"disipatior 

W  ==  — ' V  •  f/>V)  +  <P,  $  (function"  (5.40) 


* = [( ?*y + ( *y  4-  (f^yi  - 1  •  v> 

i  dr/  v  dv  /  -dzJ  J  3 


6y 


6z 


+'(£+tyM£+£y 


<«» 


fi'.e  tot' 7  paver  exerted  by  surr  ec  tensions  against  the  control  body,  V  = 

(j)  1  WdV,  (5.42)  -  ov,  according  to  equoti  n  (5*c3)»  one  can  write  out  the  energy 


librium  equation  for  the  co"trcl  bod;',  V  : 

s 


§F*  j)\PEyV  ■  ndS 

-  -(j)'  q  •  nd5  +  pgVdV.  +  WdV, 


(5.43) 


One  ought  now  to  use  Gauss's  theorem  to  transform  the  double  integral  along  the  sur¬ 
face,  S,  into  the  triple  integral  of  the  control  body,  V  , 


(j)'  (pE)V  •  adS  - ■  <p  V  •  (pE)ViV„  (5.44) 
<j)'q-  i*iS-^nV  -^F„  q-—AV7;  (5.45) 


After  equations  (5.44)  and  (5.45)  are  substituted  into  equation  (5*43)»  then,  the 
intecrat°d  functions  cn  the  two  sides  of  the  equal  signs  should  be  equal 

— +  V  ;  (pE.)V  -=  V  •  (itr)  -4-  p*  •  V 


-?*0>V)  +  4>  [5LlS*1,  (5.46) 

Lm!  •  *  J 


Bo cause  of  the  foot  that 


(PE)  -  p  +  e 
dt  dt  at 

V  •  (pE)V  =  pV  •  VE  +  EV  •  tp  -f  pEV  •  V 


By  rtilirinc  E  —  E(* ,  x,  v,  s)  aid  p— p(/,  *,  y,  r)  Inti 

font  o'"  their  perfect  differentials,  the  ri^ht  side  of  the  equrl  sign  ir.  equ't:  or, 
(5.46)  can  be  written  as 


P  (ff  +  V  ’  VE)  +  E  (ff  +  V  *  Vp)  +  pEV  ‘  V 


p  *£.  +  E  ie.  +  pEV  • V  - 
dt  dt  dt 

+  E(ie.  +  ,v.v) 


(5.47) 


However,  in  the  final  analysis,  equation (5 •  47)  is  nothing  but  th<--  continuity  equa¬ 
tion  fron  Chapter  4,  Sec  2 


•v)-1 


(5.48) 


Therefc"®,  the  r:  ~ht  side  of  equation  (5.  '0 


^P  +  V.(pE)V-piI,  (5.49) 


Fror  the  definition  enthalpy 


1-E/+Z,  *L-M  +  ±4L 

P  *  it  P  dt  f?  dt* 


-  iL  _  1  i£.  +  Z  ifi.  +  (^v .  V) 

it  it  P  dt  <?  dt  lp»  V 

-^v:V)] 

(.Area  in  curve  *  no  increase  or  decrease 


Still  employing  the  continuity  equation  (5»48),  it  is  possible  to  know  that 


£(£+^.v)-o; 

Therefore,  it  is  possible  to  obtain 


Because 


£^  +  {V.V,  ^f‘pf  +  pf(iV‘V) 

2  it  it  it  \2  .  / 

(5.51) 


to  fw-o  pn'npt .  tvt.sg  ocur  -ion  (~»50)  into  equation  (S»Sl)  and  then  substitutes  the 
r\<  yr  '^to  e-u'.tior  "^ying  ceref’*. q  attention  to  the  re1  atior  ship, 

\7  •  (pV)  -  /.V  •  V  +  V  •  vp  ,  then , 


\7  •  (pV)  *  pv  •  V  +  V  •  vp  ,  then , 

JL-lL  +  pJ-(±v:v) 

*  it  it  *  it  \  2  ) 

-  V  •  (iVT)  +  figV  -  Vvp  +  9  (5.52) 

A  r  for  as  the  relationship,  V  •  V  «■  (*u  ■+■  t'v  +  •  (»u  -4*  :"v  ■+■  ^w)  ™  u1  +  v2  +  w2, 

is  concerned,  by  using  an  orthagunal  coordinate  system  to  analyse  equation  (5.^2), 
it  is  possible  to  obtain  the  energy  equation  for  a  three  dimensional,  viscous,  eom- 
"~«rsible  flow  field: 


it 

p  - - 

-A  + 

i.  _*_<y  +  v2  +  w2) 

it 

it 

2  4; 

[JL  (i 

®n  +  . 

dLh 

ar 

U-S-h 

Ml 

la*  V 

a*/ 

a>A" 

9y 

a*  /J 

+  p  (“«. 

.  +  v«r  4 

-  wf.) 

-{ 

„ 

>  &r 

4- 

+  w|t' 

W<P 

(5. 

dy 

dz 

/ 

*.  V 

in  the 

iisni 

.pat 

:icr.  cons 

ta"t  ( 

tc  say,  it  is  the  power  dissi  ated  by  friction  in  each  square  meter  of  liquid, 

fN  •  ml 

Seo  5  Coordinate  Transformation  (Converted  from  Amount  of  Alteration) 

Thy  do  ve  use  vectors  and  tensors?  There  are  three  reasons: 

(1)  Conciseness  of  Form.  Complex  functions',  equations,  and  so  on,  need  only 
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one  equation  or  formula  in  which  they  can  all  be  summarized.’ 

(2)  Ease  of  calculation.  It  is  possible  with  vectors  and  tensors  to  employ 
vector  algebra,  vector  differentiation  and  matrix  calculations. 

(3)  Coordinate  flexibility.  Vectors  and  tensors  can,  according  to  require¬ 
ments,  be  transposed  into:  orthagonal  coordinates,  cylindrical  coordinates,  spher¬ 
ical  coordinates  or  other  curvilinear  coordinate  systems  in  order  to  deal  approp¬ 
riately  with  actual  structures  and  flow  fields,  The  large  majority  of  combustion 
chanV-r  structures  are  appropriate  for  cylindrical  coordinate  systems  or  axisym- 


•~Aric  flow  fields. 


This  section  introduces  the  method  for  taking  orthagonal  coor¬ 


dinates  x,  y,  2  and  transforming  then  into  cylindrical  coordinates  r,  z. 


(,)r,  6,  *  cylindrical  coordinate  system 


<b)  r,  6'  plane 
* J.5  r,  e,  *  e 

Fig  5.5 


■>,  r,  fi  ,  z  Cylindrical  Coordinate  System  and  a  Cross  Section  Projection  in  the  Plane 
r,  6  '  , 

Fig  (5.5)  (a)  shows  a  fan-shaped  control  body  iV irri&it  generated 

at  an  isolated  interval  in  a  cylindrical  coodinate  system  r,  6  ,  z  in  a  three-  dimen¬ 
sional  flow  field.  This  can  also  rep-^esent  the  control  body  for  a  ring  shared  com- 
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« 

bustion  chamber  or  an  analogous  fan— shaded  section  from  a  test  flow  field*  Imagine 
that  there  are  flov;  lines  passing  through  Fig  (5»5)  (a)  at  the  points  and 
where  the  edge  angle  meets  the  slope  of  the  fan-shaped  control  body*  dV  .  Because 
of  the  ract  that  the  coordinate  positions  of  and  are  not  the  same*  the  mag¬ 
nitude  and  directions  of  the  speed  vectors  V  and  V.,  are  also  not  the  same,  There- 

21  av 

fore,  even  if  one  is  dealing  with  a  stable  flow  field  so  that  ~  "*  0  ,  the 

local  velocities  aA  various  points  do  not  change;  when  the  liquid  micro-mass,  in 
ar  irterv'l  of  ti~w,  A  t,  flows  from  to  *1,  it  is  also  possible  to  have  "shift 
acceleration "  (  V  •  V')  V. 

If  cne  defines  the  "n-it  vectors  for  the  radius,  r,  the  circumference,  rfl  ,  and 
the  axis  z  as  e  ,  e  ,  s  ,  then,  according  to  Chapter  4,  Sec  3»  we  get 

T  u  X 

cosO®  «  1 ,  e,  •  e,  “  ee  •  ee  e,  •  t,  *■=  1 

'dot  product  ot  parallel  vectors 

co*90°  “0,  e,  r  *t  *■  **  *  *•  ■»  eM  ’  t,  ■»  0 
dot  product  of  perpendicular  vectors 

sin 0°  -  0,  X  «r  -=  X  X  e,  >=  0  '  0  :>4) 

cross  product  of  parallel  vectorsr 

sin  90°  *  1,  tt  X  tQ  —  c,  X  c ,  “=  ca  X  c r  *=*  1 
cross  product  of  perpendicular  vectors 

Therefore,  the  sg  «c  v-rtorc  in  a  cylindrical  coordinate  system 

The  ac  ■,eler"tior.  vector 

sv 

m  —  +  c,*'  -  +  (V  •  v)V  (5.56) 

9/ 

Because  the  hcriscr.atal  cross  section,  r,  6  ,  is  perpendicular  to  the  z  axis,  chan 

get  in  V„  and  V.,  do  not  influence V  #  Therefore,  it  ic  possible  tc  t- he  thf  f  n-chugr-5 

six-sided  body  and  project,  it  onto  the  cross  section  r,  8>  for  purposes  of  analysing 

the  "shift  acceler-tian"  (V  •  V)V  from  point  tc  point  (Fig  5*5  (b)). 

Take  the  radial  speed  distribution  of  point  N0’,  V*  ,  and  move  it  smoothly  to 

point  Mj ;  then,  make  a  comparison  of  the  magnitude  and  direction  of  this  vector  and 

V  ,  It  can  be  seen  that  the  transition  from  '*  tc  V’  can  be  divided  into  two  steps: 
2?  r  ^ 

First,  there  is  a  change  in  direction  d<0>  with  no  accompanying  change  in  mag¬ 
nitude;  the^e  is  an  increase  in  velocity  APfa tV^B  . 

later,  the  magnitude  of  the  vector  involved  does  change,  and  the  direction 
does  not  change;  there  is  also  an  increase  in  speed,  A  V*  ,  in  this  step, 

T 
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Using  the  same  idea,  take  the  circumferential  flow  speed  distribution,  for 
the  point  fL  and  move  it  evenly  to  point  at  this  point,  oompare  it  with  V*(# 

in  magnitude  and  direction.  If  one  does  this  it  can  be  seen  that  the  process  of 
change  from  V,#  to  V*-  can  also  be  divided  into  two  steps: 

First,  the  direction  of  d#'  changes  v.dLthout  a  corresponding  change  in  magnitude; 
in  this  step  there  is  also  an  increase  in  velocity  —  AV't9tV9d8  • 

*r*cr,  there  is  a  change  in  magnitude  vith  no  corresponding  change  in  dire^ticr. ; 
;r  ~h-‘~  ‘■ter,  tec,  xhcrr'  is  an  increase  in  velocity,  A.V* 


A  V» 


At 


ig  ' :  ,  “  '  '■  ),  cr.-'>  rr  se»  that  the  directions  cf<A  V* ^  and  are  the  same 

loV  ov  the  direction  of  the  shear  line;  however,  the  radial  directions,  r,  of 

a  V’j  are  opposite  to  each  other.  V/hen  W  0  tends  toward  the  point  I*L»  an 
— *  0,  then,  i+  is  noerible  to  solve  for  the  extreme  limit  and  obtain  the  radial 
tier  a reel erttion  for  point  K, 

*  i 


Or 


lim  f 

*r-+l  A t 


'avi  _  af;i 

At  At  J 


4Zr_Yj_ 

it  r  * 


(5.57) 


Tiw  -v ^  rm'ifr- r-  t-v "  *  _o  er-rr^me  limit  a- ^  o't'T',:irs  the  circumferential  direction  of 


„,=  Iitn[^ :  +  AEZ].Fr* 
ai^sL  A/  A/  J  tit 


(5.58) 


crr  'river  for  the  e-treme  limit  and  obtains  the  grial  direction  of  aecelerrtic 

--  -  C  r 


<1 


Hm.:  ; 


<5.5S>) 


vector-*  of  velocity  are  all  functions  of  coordinate  and  time; 
solver  fer  the  perfect  differentials,  that  is  to  say, 


V, 


V, 


..  r.  .  :**«*■►• 

*  .a  v^K»  ^  j9F.  ^  ^  j&V* 

•'•S-'-f-- 


<5.60) 


(5.61} 
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V,-  V,(r,e,s,/), 


4U. 

dt  dt  dr 


,  ..  9V.  ,  «  QV.  - 

»  v  6  TT  *»  ^ »  -v  » 

r00  da 


,,  „„  **,.  ^nations  (5.60)  to  (5.62)  end  sobotitutes  then  respectively  into 

I.  «,  .siet  .  „»««».  to  obtain  th,  three  directions  of 

p-ustims  (5 .v.i  t0  - 


acee2.«v?ticr.t 


racial  r>ir°ction 


9I\  ,  „  e*\  tr  av,_ 

«r  ***  ~Z~~  +  ”r“T - t  V» 

0/  9r  rod 


(5.63) 


+  F,8!l_il  [Wfl 

9*  r 


Axial  direction 


d££.  .  y  9£t  +  V8  ^ 
a°~~dT+  '  dr  rdd 

+  VfdZt  +  Z&-  imm 

^  *  dz  * 


(5-64) 


‘-^"■Sfr  +  r'%  +  r-St  ‘“/rt 


(5.65) 


..x  .  ( ~  (?)  <„  centripetal  acceleration}  the  last  euar.t-ty 

,s  V,F./.,  is  ^  of  the  foot  that  there  i.  notar,-  notion 

-  e-’a-  -  v"  rh  ’  ^  ,,mp  _*  j-ydn  n~oiuces  what  is  oilier'  lie 

ar.t  ~*ial  met  tor  rotor  on  at  toe  same  tune,  an?  Ja.s  row 

Shi  acceleration. 

Loreto  £  hack  on  th«  acceleration  vector 


a  m  dV  ±  (y  .  y^y  is  only  enc  formula, 
-  ■dt  " 


The  vector  •*-■  ^erer.tia!  cornutetional  symbol 


*-•£+ »£+*sr-*£ 


(5.66) 


--ne-0-  ('.(*)  e-p’a-no  the  fact  that  ,  if  <re  ...»  .  **>«  vector”,  then,  it  does 
;„t  any  differs,  rf.t  coordinate  ~  L  *—  «*“  ^ 


appropriate  to  use. 


A 


The  computational  symbol  for  a  perfect  differential 


d 

dt 


(r-k  +  r'-%e+  v--t) 


<5.67) 


Local  acceleration 


+  „4n+,,an. 

dt  dt 


(5.68) 


tV-vtV-^.f  +  v.^  +  v.JL) 

(.trVr  4-  +  -e,P,)  (5.69) 

/'.rcor' imy  to  the  an  a.)  ye  i  a  in  Tip  . '  (h ) ,  and  va ry  with  changes  in  r  a 

0«  Therefore,  when  equation  (p.o^)  is  c'^anded,  cne  needs  to  s^e  e  T  t  as 

the  product  of  two  functions  in  crier  to  solve  for  the  t‘"frr't  riifferer.tir-l.  -f'-ft<- 
bein£  expanded  and  set  in  order  in  this  way,  it  can  he  ad-:ei  t^  eqvr. ti-m  (-.'?)  , 


in  this  way  one  con  obtain,  from  equations  (5,rp)  tc  (r.  p),  three  ilertiral  forr-v 
for  component  vectors  of  accele'-.tion. 


If  one  is  deal inf  with  a  stable,  axially  symmetrise.  1 


ev 

-r— ,—  fi  ,  then,  in  all  cases  vhe^e  r  and  z  on  the  meridian  rOane  a"?  t.oe  car®,  *  ' 

0* 

pas  f  1  o'-.1  parameters  for  the  co’''r'er'raridinf  "points  are  al  so  the  same,  thri  is  t:  y 

that,  flow  speed,  V,  pres.nr<  ,  terpe’-turc ,  T,  and  so  on,  also  all  vary  with  crx. 
i'-'  6  end  are  merely  fimctf  of  r  and  all  rartia)  differential s  of  ® 

-» - o 

.f00 

If  one  simplifies  th»  three  formulae  for  acceleration  in  this  stable,  axially  sym- 
f*^cv  ^oX^f  b^^onc 


v°~*tcr 


Circunf erer.tia]  vector 


v  dv>  v  dv' 


(5.70) 


Axial  vector 


v  „  <5r#  ,  r^p, 

•#  v'  ~r^  +  r*  t*  + 

dr  dt  r 


.  m,  V  551*.  4-  V  §Zx 

'  Vr  dr  +  V‘  dt 


(5.71) 


(5.72) 
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If  one  takes  the  important  equations  which  were  presented  in  the  previous  chap¬ 
ter  and  in  this  one  in  terns  of  an  orthagonal  coordinate  system  and  transforms  them 
into  a  cylindrical  coordinate  system*  then* 

(1)  Gradient 


_ ,  &4>  ,  8<f>  .  d<j> 

v* ~ •:  aT  +  +  '•  »T 


•<f>  =  a  function  of  some  value 

(5.73) 


(  ^ 


r  dr  r  d6  3* 

....  ev,  .  v.  ,  i  ar,  )  at7, 


( 7 )  Vortioity 


3r 


r  00 


02 


(5.74) 


(4 )  Continuity  Equations  of  Compressible  Flow 

|l  +  v.<,V)-£ 

.  1  +  _§l£Lt!  -  0 

+  7  09  3= 


£)]  «■*>■ 


(5.76) 


or  ihi~  car.  be  writ  ten 


dp  ,  3(^r,)  (pip  +  -  0 

df  dr  r  rdS  o: 


(5  ~6  a) 

(q)  Employing  the  accelerations  from  equations  (5.63)  to  (5.65)*  one  can  trans¬ 
fer  the  three  momentum  equations  of  viscous  flow  (5.33)  into  a  cylindrical  coordinate 
system,  and ‘one  gets 


Hadiel  vector 


1  Pgr  ~ 

-1^+^ 

-[#*  (  2 

ar. 

.  JL  y  .  1 

0r  0r 

l  A 

dr 

3 

+  1 

3_[„  /_!. 

dv *  _ 

_iV\] 

r 

69i  \r 

00  + 

dr 

+  ~ 

l]  +  2 

dr 

L  \  dr 

dr  > 

'J 

r.;\  0r 

(5.77) 


Circumferential  vector 
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"  7k  +  tI'  3""  V)1 


/I  #Fr 

+*v9  v,\] 

\e  de 

+  dr  ,*)\ 

.  AJJSLt.  +  1£l\1  +  2“£fSE,' 

d*  l  \  rdO,  \ .  dt  /J  '  r 

.  Mj.  _  ik)  tN/ffi*],  ;  • :  •  -<5.78 ) 

dr  r  /  .  '»'•  • 


P«r  *=  Pi* 


dp  + 

~f 

^(2 

dv.  _  _2_ 

dr 

dz  1 

\- 

"Qr  .  3 

J.  _0_ 

Lr( 

9*% 

4-^1 

r  &r 

[M  \ 

*  dz 

dr  /  J 

8  T. 

J1 

dVf 

,  3M] 

rS0  l 

VT 

de 

t  6r  /J 

a-') 

\  / 

-lirtric 


rod  L  \  r  oo  ‘  or  /J  ^5 

In  considering  the  dissipation  function  tf>fj  involved  ir  a  transfe: 
.1  r.cor '-ir.'t^n,  if  one  consults  eruptions  (5.40)  and  (5»4l)s 


/aii'' 

U( 

'Ujs  + 

i^Y+i 

A  dr  > 

1  ' 

^  rdd 

r  / 

\  Sr  /  J 

%  + 

9r» 

)'+J 

2k  + 

any 

rdd 

8r 

)  v 

9? 

dr  ) 

<-> 


of  viscous  flcv  (c.5;)  and  t rarsfe-r  it 


tr  cylindrical  coordinates*  then* 

„iL  _  AL  +  ^A- 


p^r  W  +  Vi  +  vv 

dt  dt  2  dt 


(i9Tl 

_  j9_f 

*  in' 1 

\  ae  J 

dr  \ 

dr  /J 

+  p  <X*  +  +  r,* .)  -  (r,  j£ 


+  r'^+r*lr)  +  ®~  t^rl  C5.8D 

(i)  The  ooir.nuTc tional  symbol  for  the  second  decree  derived  function  of  a  vec¬ 
tor  A- V1  (also  called  LaPlace's  symbol)  is  utilized  with  cylindrical  coordinates 
vith  the  result  that 

+  J-  4.  JL H.  4.  H.  (5  g?l 

dr'  +  r  dr  +  r*  00»  +  0r>  °,82) 

If  us-’d  in  a  positional  function  (numerical  field)  $‘•♦(*’,'0, *)  »  then 


1 

If  used  in  a  vector  field,  for  example  V  fl,  *)  —  «rV,  +  etVe+ 

then, 


xy  -  V*V  -  ctVTVr  +  e.v'v.  (5-841 

%•  the  utilisation  of  coordinate  transformations  and  changes  in  dependent  var¬ 
iables  as  well  ar  by  the  use  of  non-dimensional  (dimensionless)  variables  and  other 

of  this  type,  it  is  occasionally  possible  to  take  complex  flow  fields  and  the 
—  '  -----  —  y-  -  chan g°s  in  them  end  oinrlify  these  rules  and  emress  them  in  a  cocci 

■  -  _  *  'j  --  -  c  -  ^  r  f'— 'L*' ~*r  ~  ’  "■*" ,  £."t  r!lc*r  ytr»**<~.ri©e'  ' *■  z,i.c'T'  "t  c  ~c  r'n.  "tv*:  °  i.  r*  r  j  — 

""■■'***  r  t*”.  '■*" ~  ^  i'c^r^r  cf*  ppus.’tlops  i.~ 

rush  Tr»F  are  charge'5  from  he  mi  to  tail,  these  equations  still  follow  such  natujr  1 
P  'ir. 'iyl~r  no  the  ~ cn :s»n or  of  naso,  the  conservation  of  momentum  and  the  con- 


Chapter  6  Spirals  and  Bddy  Current  Apparatus 


Sec  1  Spiral  Phenomena 


Swimmers  and  boatmen  all  know  enough  to  stay  away  from  whirlpools;  they  know 
that  the  violent  spinning  flow  at  the  center  of  a  whirlpool  is  capable  of  trammeling 
up  a  man  or  a  boat  and  pulling  it  under.  Consider  the  whirlwind  that  scours  the  sur¬ 
face  of  the  land  and  grabs  up  'dust  and  leaves  and  tak°s  them  up  into  its  center,  Cn 


the 


c:  a. 


:cn  is  s  similar  ■"hen  oner  on. 


■  c^ 


.  -  J  -  - 


into  a  vortex  of  polluted  v~ terns,  Ihe  closer  one  goes  to  the  renter  of  thn  vertex, 
the  foster  does  the  Vs  ter  flow  "evolve,  Finally,  at  the  very  mouth  of  the  vertex, 


where  the  water  fc-':  con  dr,,  i  e? 


no: 


o  ">.■ 


center  and  nc  wr-te"  at  all,  rmd 


center  makes  noise';  a "  ■■  -  s->r>s  i»-  air  as  water  flows  into  it. 

Cyclonic  furnaces  and  centrifugal  dust  eliminators  all  have  virhin  th«r  vertical 
air  flows.  Centrifugal  jet  noczles  all  supply  fuel  in  the  direction  cf  the  hole,  mi 
in  tvo  combustion  chamber,  this  fuel  sets  up  in  a  vortex  and  is  sprayed  rut  in  the 
form  a  hollow  cm®  ~~  spray.  Turbine  jet  6,  turbine  jet  7»  the  exhaust  of  eddy 


<-»  -■>-  ■r*“ 


the  intrike'mases  which  ra®?  ov®r  the  vanes  in  the  ccn- 


'r'vsticn  "banter  cf  a  turbine  jet  11  —all  of  these  have  similar  vortic'-i  flow  fields. 
Inis  hype  cf  vortex  is  dependent  on  changes  in  the  potential  energy  in  the  fluid 
(differences  in  emtio  "res-ur®  or  ^i^ferantials  cf  water  level  ^  for  its  tim ; 

because  of  this  it  r  •  *;  r  ”  ->  x®r.tial  ■''low  vortex, ”  Ihe  rotation  or  "ct=rti"l 
flew  vortices,  moreover,  is  met  caused,  by  torque  a-glied  from  outside.  If  one  ifjior®- 
losses  due  to  friction,  then,  for  different  radii,  the  moments  cf  momenta  of  micro- 
masses  of  liquid  should  be  no:  served;  therefore,  this  situation  is  also  called  s'Tree 
vortex  or  spiral,”  ?he  special  characteristic  of  "free  vortices"  is  that  "although 
flow  lines  are  concentric  rings,  the  individual  micro-masses  of  liquid  d.c  net  in 
themselves  have  any  rov.fms!  movement  to  them,"  It  is  possible,  vithir.  the  —uni 
trough  of  water  involved  in  the  production  of  a  "potential  or  positi.onrl  flow  field 
vortex",  to  place  a  small  wooden  stopper  far  from  the  center  of  the  vertex  and  tc 
draw  a  diameter  line  across  the  stopper.  The  floating  of  the  soft  wooden  stopper 
along  the  circumference  —presents  the  movement  cf  mi®ro-raasses  cf  liquid;  however, 
the  -irecticn  cf  the  diameter  line  dorr  not  change,  that  is  tc  say,  the  reft  wood  or. 
stopper  possesses  the  general  roi''tinn  around  the  center  of  the  vortex,  but  it  does 
not  h=ve  a  "o+rtion  cr  it"  own  around  its  own  central  axis;  this  is  called  "avorticsl" 
cireunforential  motion. 


Sec  2  Free  Spiels  (Positional  Spirals) 

If  one  •iraws  two  concentric  circles  to  represent  two  flow  lines  of  a  "free  voi^ 
ter",  then,  let  their  separation  interval  s=  dr.  Choose  a  micro-mass  of  liquid  ABCP 
in  the  midst  of  the  flow  around  the  circumference  of  the  vortex  and  located  "between 
the  two  flow  lines  we  mentioned  earlier  (Fig  6,1  (a)).  On  the  radius,  r,  the  shear 
line  veloci4’:,-  =  V,*  on  the  T.dius,  (r+  dr),  the  sh«ar  line  velocity*  is 

r,+  d\\  -  V'  +  ^Ltdr. 

nr 

■  r  u' :  a  dim t cr- »  s  =  1,  perpendicular  to  the  surface  cf  the  figure;  if  one  dccr 
this,  then ,  the  volume  cf  the  micro-mass  of  liquid  =  rdQdr  ,  the  mass  »n  -■  prdOdr  , 
che  moment  o'*  -come.- tcu  =  wl'V.  -xtcrr.aliy  added  tongue,  I,  io  equal  *c  the  rut. 
o'  '■'•?rro  ov°r  time  cf  tV*  moment  momentum  cf  the  micro-mass  cf  liquid  or  mere. 
Free  ''orticem  most  cer' air  ly  have  nc  externally  added  torque,  T;  therefore,  if  one 
ignores  losses  from  friction,  then, 

7“  —  —  (fV)  -=  o,  or  t>=  a  constant  K  (6.1) 

The  circumferential  velocity  of  a  fTar  vo— ter  (the  rhr,nr  ’.’ji®  or  t'-nr-v  tiei  vclcc'‘h 
V,  forms  an  inverse  proportion  with  the  radius,  r,  that  ;  <*  s®  ;  ,  <  ••  -,t'  *• 

comes  to  the  center  or  the  vortex,  the  faster  does  the  cir''-yf 1  •r,-r.~‘  ■  - 

In  the  canter  of  the  vortex*  at  a  place  where  r  »  0,  *'»  should  tend  inward  irf ir.:.~ ; 

vne  ---ar—  ''on '  i  t  j. on r  in  which  r  =  0  (3®®  Sec  6  cr  this  chapter). 


1,  Positional  Flow  Vo r ter  c,  R'  to  of  Angular  Reformation  of  J-’icro-mass  of  Idc'id 

According  to  the  definition  of  a  rlow  line  (Ohap  4»  Se~  8),  there  is  no  flow 
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movement  ir  a  direction  perpendicular  to  that  of  a  flow  line,  that  is  to  aay  that 
V  =  0.  If  on<=>  is  using  a  cylindrical  coordinate  system  in  r,  B,  z,  then,  the  ?.  axil 
is  perpendicular  to  the  surface  of  the  fiqure,  and  it  is  possible,  according  tc  the 
method  in  Chapter  4»  Sec  6,  to  iolve  for  the  circulation,  dT,  of  the  differentiated 


volume  ABCD,  Because  V  =0, 

r 


dT  -  (  V,  +  ^ .dryr  +  dryj6  _  y,riB 


I'grdd  +  VgdrdB  +  rdrdO  + 
&r 


■+  drdrdd  —  V  erd6 


ignoring  the  3rd  degree 


-v— (*  +  ^) 

amount  drdrdd J 


rdrdd. 


if  one  substitutes  this  into  eouation 


(•  ,f),  then,  it  is  possible  to  obtain  the  circulation  for  A BCD 


-  (7  -  7)  - 0 


icity  arr-r.d  the  r  o-ir ,  C  w  -  i'-e  cirevle 1 5  ~n  on  «?.ch  unit  cf  area 


rdddr 


*  ®»  therefore  -P. 


Therc.fc.rc,  in  the  flew  field  of  a  free  vertex,  it  is  only  necessary  that  the  field 
rot  contain  a  o-tcr  value  of  sero,  and  then,  the  circuaDtion  of  the  circumferential 
v,  -r  --  -  -  -  i-n  for  ar.y  river,  dif'^r^tiated  are*,  /T  =  0,  or  the  angular  voice:  to-  of 
au tore* ' t; or.  «U.~  0,  that  is  t*'  soy  that  the  micro— nass  of  liquid  ABCD  has  an  avert— 
ieul  ci’-cumfe^ential  motion  to  it.  Ho  "over,  if  one  looks  at  the  situation  of  a  flow 
field  which  includes  a  vortical  center  value  of  0,  then,  the  radius  is  r  and  the  cir¬ 
culation  on  the  circumference  (also  called  vortical  strength)  is 

T  -  J*  V,rJ6  —  K  d&  -  2mK  -  cons  tan  t  *  %  {m’/fj  ^  4  j 

Equation  (6,4)  explains  the  fact  that  in  flow  fields  which  include  vortical  centers 
with  values  other  that  zero,  for  any  radius,  r,  the  circulation  on  the  circumference 
or  "vortical  strength”,  vill  olwayn  be  equal.  Therefore,  the  flow  fields  of 
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free  vortices  are  also  called  "equal  circu  tion"  or  "equal  vortical  strength"  flov: 
fields. 

Looking  at  Fig  6.1  (t):  the  angular  velocity  around  point  A  on  side  AB  or  the 
micro-mass  of  liquid  is 


u>; 


arcnd  rcint  A  on  side  AT*  of  the  micro-mas" 


cf  liquid  is 


dv,  _9ri. 

402  “  rdd  fit  ' 

av-rage  argular  velocity,’  around  point  A  is. 

«.  -  \  (»,  -  -  -Lf-gigi 

2  2rl  dr 


_  §K\ 
fid  J 


(65) 


vhieh  equal  the  8.v*-*-ge  r*-ie  of  ar- "vlar  d cremation. 

If  ove  "ene-'bers  the  fcrrola  cur]  V  “  V  x  V  which  was  found  in  Chapter  5*  Sec  5  and 
describes  the  vcrticity  cf  a  th~ee-dimsrsional  flow  field  in  a  cylindrical  coordinate 
system,  V  «=  e,V,  -f  etVe  -+-  etVMy  <=rpands  into  2»  =  VxV: 


v  x  V 


ce\ 


*. 

ft 

C‘ 

JL 

a 

JL 

[ar. 

fir 

rdd 

dr 

r 

00 

Vt 

Ve 

r.! 

dV 

r_  ___ 

0F*1  + 

'.\d,Vf 

ar.1 

dz 

aj  + 

71 

dr 

00  J 

or»* £<*>,  +  cgC&g  4-  e «».,  therefore 

.  ±\3*l-2Ex\ 

■  .  .  Jtrl  ©r  ae  i 


(6.6) 


In  a  two-dimer  s'  cr.a)  tv  - '  ti"ral  f  ]  cn  •  vert  o'- ,  V  and  V  dc  mat  vary  with  "hanger  in. 
aj  therefore,  all  partial  •'  --'i-atives  cf  c  are  equal  tc  zero,  Besides  this,  V  s-  0* 
the~efc ”c ,  ct,  a- '  o»*  are  both  equal  tc  rcro.  If  one  is  dealing  with  an  avortical 
potential  flow  Ja»'  =  0,  then,  it  is  necessary  that  2«»,  =  0,  Equations  (6.5)  and  (6.6) 
er^lair.  the  ct  that  what  arc  clled  "free  vertices"  should  conform  to  the  condition 


■vre ; 


an.gu;ar  v  _o: 


the  nirro-nass  of  liouid  A  BCD  as  well  r-s 


it"  vcrticity  =  0,  thet  is  to  ~«y  ‘•hat 

2«>,  -  0,  [^p1  -  “ 1 L]  -  0rTig,6.!  00  Of  yr  -  0, 


therefore  SfcZll  -  0,  °r(rV.)  -  K  (6.7) 

dr 

The  method  of  analysis  of  equation  (6,7)  is  different;  however,, its  significance  is 
the  same  ar  that  of  equation  (6,1), 
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See  3  Pree  Spirals  and  Increase?  in  Intensity 

Pi r  6,?  shovs  a  balanced  stable  flow  state  of  a  micro-nass  of  liquid,  A3CD, 
between  twc  flow  lines,  3C  and  AS,  in  a  two-dimensional  free  vortex  flow  field, 
"^ror  equati'-ns  (T.j)  and  (c.2),  it  is  possible  to  obtain  the  vorticity 


(6.E) 


X. 


I  '*  :"- 

K6.2  ttKftB&ffril 

Pig  6.2 

' .  Eadial  Equilibrium  of  Micro-mass  of  liquid  2.  Plow  line 


Phe  f pod  ar^r  of  the  micro-mass  of  liquid  =  rd(e  dr;  the  mass,  r  =  prd 
iVr  vm  rvity  >=•  v  /r,  and,  i goring  friction  and  gravity f  the  only  ct 

fcr^e  involve-1  eur'-ce  pressure,  hre  can  write  out  th°  eouilibrixm  equation  of 


ce  ftlmr  a  radial  direction 


(p  +  dLjryr +4^0- prdB 
-2(pdr  —}~  pri&dr 


After  doing  some  nani relations,  and,  ignoring  the  third  degree  tr^ce  quantity 


(| LiririB) 


then,  ve  get  the  relationship 


dp  „  £  T_l 

dr  r 


therefore,  if  we  substitute  the  equation 


V.  ,  1  dp 

r  pV t  dr 


into  equation  (6,8 ), 


then,  we  can  obtain 


pV$  dr  Or 

The  total  enthalpy  alone  the  flow  line* 


(6.10) 


*  has  a  dif¬ 


ferential  of  r^ ".  ins,  r, 


di*  _  d<  ,  „  dv*. 
dT  sT +  6  a,  ’ 


Beside?  this,  fro-  h  •-  iifferer.t  ;'at  e"  for"  of  the  ?ir?t  Lav  of  Thermo/ ;"narr.ics*  ds  = 
the  di'*" erT'.tia.ted  increment  of  h^a.t  content 

Tds  -  di  -  —  dp,  or  —  «=  T  — 
p  r  6r  dr 

P  dr  dr  dr  * 

Due  to  this  fact, 


Pl-JH-pT§l 


pV» 


av 


(6.11) 


■dr  r  dr  r‘  dr  r  °  dr  ’ 

If  one  t'-kes  equation  (6,11 )  and  substitutes  it  into  equation  (6,10),  then,  after 
certain  manipulations,  it  is  possible  to  obtain  the  vorticity 


2a.  «=  ^ri^T  ~  T  | S~)  CCroccc  theory  (6.J2) 


?roir.  equatior  ('.If'  it  ?  r  b-  seen  that  it  is  necessary  for  the  total  enthalpy  i 

and  heat  conie'-'t,  s,  acror~  different  flow  lines  to  be  equal,  and  for  the  total  enthalpic 

{gradient  (di*/dr)  an?  the  h^at  content  gradient  (flj/dr)  to  be  equal  to  zero,  that 

is  to  say,  an  "ir.suls  t'' '  energy  uni thermal"  flow  field,  before  one  cen  consider  this 

tc  be  an.  av„:~: ' cal  ----- ti‘j  flew  free  vertex  in  vVeh  <a,  .**  f.  fr.rr  i?  th<  ecuiv' 1- 

er.t  cf  an.  ideal  condition  ir.  which  there  are  nc  looker  du^  to  vie  cere  f~icticn,  r.c 

heat  increment  and  no  heat  tror.sfer  or  differential  of  total  ont'-'e)?y,  Obviously, 

if  there  is  heat  t-’-nsfer  present  or  combustion  or  if  there  is  viscous  friction  in 

the  bo’mdury  layers,  then,  this  does  not  satisfy  the  conditions  for  a  free  vertex. 

However,  free  vc”t:'ces  can  act  as  a  standard  agar  ~t  which  it  is  possible  tc  measure 

actual  vortices.  Free  vortices  and  other  flow  fields,  when  added  together,  can  sin>- 

ulate  the  situation  which  exists  during:  air  flow  tests  of  combustion  chambers  without 
# 

ignit: "n. 
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Sec  4  Circumference  Spirals 


At  the  center  of  all  vortices  cr  whirlwinds*  there  is  a  vortex  core  with  a  rad¬ 
ius  =  F^;  the  rotation  of  liquid  within  this  vortex  core  around  the  center  0  depends 
on  the  rot -tier  of  the  liquid  in  individual  °ases,  that  is  to  say,  ru>.  ,  This 
vortical  CO1*?  ’ s  also  called  "forced  spiral".  The  external  surroundings  of  a  "forced 
serial"  is  a  fr^  vortex  or  spiral.  Cmceming  the  circumferential  flow  speed  of  a 
f r®e  spiral,  _  ,  it  is  possible  to  say  that  this  speed  is  one  which  is  induced 


by  thr  ' '  *  .  -  ,  C~  th-  eircurfc- -r  Aiel  edge  of  the  vert  -  cal  core,  F  ,  the 

ger ti?l  flow  epe^,  Y  benches  marimm  values,  that  is  to  say, 


FiC  £.3 

1*  list":  but i  -r  r.  of  Y  q  p.  and 
-  plong  r  for  a  Circumferential 
Vortex 


F.  -  Rxu 


K 

Rx 


frefering  tc  ''ig  -1  )  Th0  str-  bv— 

pr*'*!  r*oT't^ '  ^v.*  O"1'  '  dc’« 

•  i  “•  -  ’  g  *»“■/» 

f-'c:.'  '.he  center  of  the  vertex  -  out  cLcr.j 


”•  dius,  r,  is  as  in  Fir-  0"”t^) 

(b);  tv  sx?tje  pres'ure  distribution,  p  * 
f (r)  i«  ?s  shewn  in  Fig  (r);  the 

s-' tic  tense -a  tv  re  ~  !  sir?  rv.tr  r-  rJ  —  g^r.) 


r?V. -M  ,rr.  ^  **.  “  '  '  '  f  *"  1 

•  ~  *■**  \  *  *  i  \-  t* 


S'.  ^  ,  „  ( 


two--5  intensions!  axisymetrioal  vertical 
flow  fields  are  concerned,  c^0  need  c-i-1 
be  concealed  with  ''henc^s  in  te:  gertis.! 


velocity,  Vg,  along  r;  the"efo"e,  it  is 
not  nece-sa'pr  t<-  use  ne^tiel  •* s  f f ere** t- 
iation,  and  equation  (' .1 )  c-r.  he  '•ri+-.<»' 
ir.  the  form  of  the  ordinary  dif 're"°cti?l 
equation 


*L-PZ l,  jp-pZXdr  ,  '<«•»> 

dr  ■  ■  r  ■  r 

If  one  ass,umes  then,  from  the 

static  pressure  in  the  surroundings  of  a 

free  vortex  or  sniral  =  p  ,  and  the  static 

o  • 


i genera bur®  in  the  same  situation  *  T^J  if  one  substitutes  these  Quantities  into  the 
integral  e-uation  (0.13)  for  a  certain  radius  f>R,  to  RQ,  then,  it  is  possible  to 
obtain 

*  e?fir  (6.10 

If  on®  ijy.crec  'C"'",*e>s~ibilityj  makes  r  =  a  constant,  and  employs  the  formula  for 
c-val  r-  "mil at'  on  ("O'"’  :  on'  strength  (•  »■  )  f  then 


*'»"ef  ore, 


pp  (*•  <fr  pf2 

4^  J>  rs  8*V 


(6.15) 


p-r tic  '•’-es^ure  on  the  bounds'"'  of  the  vortical  core,  R^»  is 

-  -  Po  -  P  ^  (6.16) 


Pi  *“  Po 


"i thin  th«“  vortic"?  e;"*1,  because 


8  *>Rl 


T  -  2  *K  -  2  “  2*R?w, 

rf  . 


V*  ■»  rto 


2*«’ 


■J  V)*»**'V*‘r£***'V5 


,  bZiv,  -  -sL L  [’• 

J.  p  4*^;  J. 


rir  _  fflhd, 


.:,.n  ~ -  ■  - 1 c  " re r  “'  '.re  vi - r.  ~  :C  vort. ;  r* ■  .*  cc re? 


At  a  r“*^c  i! 


r*.  ri  .  -  .  prKiRi-r*) 

r-t'-e),  - S5:  W 

+  h*>  h-^rt  of  the  vortex,  where  r  =  0,  the  s+atic  pressure  is 


or  <«» 

Rpuatisn  (C.17)  explains  the  Pet  that,  within  the  core  of  the  vortex,  if  one 
takes  p  to  be  the  vertical  coordinate  and  r  to  be  the  horizontal  coordinate,  then, 
ths  distribution  of  the  differential  of  static  pressure  (p  -»  p)  is  the  solid  swept 
out  by  the  paracolic  line  which  passes  through  the  center  of  the  vortex  and  is  axially 
symmetrical  with  relaticr.  to  the  s  axis.  This  "low  pressure  t"ough"  is  the  cause  for 
the  eye  of  a  whirlwind  end  the  collection  of  dust  and  the  sucking  noise  caused  by  air 
being  drnv;r.  down  intc  a  v.’hirlrool,  all  of  which  phenomena  w®  have  mentioned  before* 


The  eddy  current  devices  which  are  installed  in  the  forward  section  of  flame  tubes 
are  installed  there  in  order  to  produce  precisely  this  kind  of  "low  pressure  trough" 
in  ord'-'r  to  suck  in  the  surrounding  gases  and  the  gases  dovm  stream  and  make  them 
flow  upstream  in  order  to  set  up  a  stable  ignition  source. 

Sec  5  Circular  Eddies  at  the  Mouth  of  Eddy  Current  Apparatus  (Dry  tun  V'i th¬ 
ou  t  Completion) 


cw^cr' '  cr^of  nvf  vo"  c  "  Pi zv  on  v  .i. oK  Cc~cc  '•  'r 


.L  ci?.  Pc 

—  p->-  •q  'become  p  '~i'r £— tppe  vh?ch  vhoots  into  th*  i*  1 ?u!5P  o«r.#  Thr- 

tangential  flow  s^e-^dr  cf  these  vortical  j“ts*  v’nen  rotating  at  high  spe~ds  in  the 
r‘p*»>  of  a  horirent'u  oro  -s  s*c fion,  form  circular  vorticies  similar  to  those  nen- 
•m— «'  5-  s  ^-ovi~’.'.s  -}an+^r.  "In0  "lcv  'pressure  t r^umh "  of  t'-ere  vertices  cr  spirals 
ir-~use^  the  -  ges<=c  to  ~lov.'  upstream  (a  part  of  the  axial  fl o'.’  of  —crtical 


T  <r  *  C* 


rv -*%*-  -»q ■»'- -* p r  p g?  r.‘-CAr  —  r#/  f r. ^ •  X*t  is  *rvo ^ s i. b 2 c  1  ^  p 

—cund  verti r'^'  as  bsi —  a  close^  st-i”  r-  of  vort-ces  which  form  round  rings  from  a 
string  cf  tk®  vortic'  1  ccr^s  from  a  lini  lee-  number  of  circular  vorhic®~.  If  '-e 
-'csoulate  that  ve  already  know  that  the  radius  of  tVr  ' — =  r  .  the  '-ir- 

ulstion  of  the  circular  vortex  ■“ f .  If  we  also  postulate  tr.at  t~'  a- is  c"  g-s  ot r-j, 
x»  of  the  vortices  meets  the  direction  of  the  surrounding  incoming  air  in  such,  a 
v.’sy  as  to  have  a  positive  sigt,  then*  we  can  see  the  situation  portrayed  in  Fig  • 
i"'),  g"  phir'  i~ e'" r«e ,  ■  •*  '•'•r.  o’-’-'n--  noth  ”*  r*  0  and  r*  y*  ?  coc—'ir® tc  ~y"J'enr.. 
From  a.  giver  point  on  th®  ''i'-ewlar  vertex*  P* *  tc  another  point  in  the  vicinity*  I* 


•  ■■■  xs  a  mr- ; 


'•■’Ctor  R  =  ix  x  2'J  +  hr;  the  length  of  this  '-ester  is  R, 


The  differentiate'-"  a.re  length  at  -^int  F' ,  ds  =  r^d  0  ;  this  so—respor d s  to  a  differ— 
-ntiated  length  of  a  tangent  to  point  P1  *  ds.  Therefore*  the  unit  vector  of  the 
tangent  is  idt/ds')  ■»  0/  ■+■  cotd'j  —  si n6’\.  ,  If  one  takes  R  and  use'-  a  eylind- 

f-  d;~!*r  it,  then, 

R  =»  ix  +  /(rsin»  -  x.nnO  +  *(»■«•«  -  r.eesfl') 

(6.19) 

R  —  Ijt*  +  r*  +  r*  —  2rr,co»(0  -^Ol*  (620) 

R  X  —  —  —«  [rco*(0  —  0')  ~  r«] 

W< 

+  jxtixiO'  ■+■  co*0  (6-21) 

If  we  use  the  Piot-Iavari  theorem  f-om  electrodynamics*  then*  it  is  possible  tc  obt¬ 
ain  the  differentiated  arc  of  the  vortex*  ds,  and  the  differentiated  flov-  speed  v°c- 
or  induced  hj-  it  at  point  F  jy  T  R  X  d%  (&/,) 


It1 


(6.22) 


1?3 


\.n 


1 


00  #W*S* 


T'i  of  V-; 


Fir 

’]  Crest  3»etior  of  Vortax 


Vortex  Coertinate  Jr 


■  e  re**  the*1  nee  the  r>on-oir>ensioral  coordinates  i  ■*,.(*/r0),  ?  ■»  (r/r#), 
p";rr?'’-~  ,r®  nee  dials,  co:c'r.i"r  the  entire  vo*"iex  F 7?  r  .  the  nartinl  axi 
^r..,  "hiov  * f  induced  at  point  T,  car  be  obtained  using  the  ei r~ular  inter 
c -nation  {o,?r) 


-T  f2*  _ r  cos  (6  —  0,s)  —  1 

4*f,  r?  +  ^  4.  1  _  2r 


I 


cos(5-0')]f 


d& 


(6.23) 


To  make  integration  easier,  take  the  equation  above  and  change  it  to  be 


V. 


4*r,  [?  +  (f  +  +  <r-  I)2] 


in 


.  _  or. 


*2 


4  r 

P  +  (?  4-  l)2’iwhen 


J-0,  F  *  1; 


Then,  the  ir  tegrai  equation  is 


The  various  quantities  in  the  equation  above  can  be  induced  into  the  form  of  a 
standard  integral  e'-u-tion  for  an  ellipse 


« 

K(0  -  (5 - 1 - -  <*<* 

J»  o  -  *W«)* 

E(*fc)  —  jT  (1  —  j»V)i  da 

D(0,fv-  *L1°  da-!L^. 

(1  -  *2sin20)*  * 


~u It the  functional  table*  "a  obtain 


fi - 1 - tla  =  — 5—, 

0  Cl  ~  it2«im2a)*  \  —  k 

fi  sin2o  .  —  K  —  D. 

J«  (1  -  *Wa)*  1  ”  k2' 


The  integral  equation  I„  can  be  err"essed  as 


And,  finally  ve  obtain 


and  T  ,  vi:  ci  v- 


/,  -  2?4 (K  -  £>)  -  4(r  +  1)E 
T  AHK  -Dl-  2Cf  -1-  1)E 
*  “  2*r.  [?  +  if  +  l)2]*!?  +  (r  -  0J]’ 


r  _r - 1_I - -{*(*> 

2*r,  [?+(f  +  1)2]*  1 

\dy  hnov:,  are  functions  of  "r”  and  T.  Using  (2 WOF.-F, 


xhe  ncn-d inensionel  a-lal  velocity  component  values  car  be  displayed  as  in  Table  6.1. 

Concerning  the  ’-’hole  voHex,  the  radial  component  of  velocity  induced  at  point 
P  car.  also  be  figured  anccrdinG  to  the  procedure  utilised  above  by  using  the  integral 
cf  equation  alone  the  circumference  2'  w  r__ . 


/  „  _T_(fc _ *52*1 - 1 - iff 

A*r,i*  (?+J?  +  l-2r«»(e— OJ* 

-I - 1 - iu 

4*r,  [?  +  (?  +  I)2]*!*1  +  (?  -  O’] 


3.142 

3.240 

3.586 

4.432 

H3I|HBg| 

5.263 

3.695 

2.515 

2.534 

2.572 

2.585 

■ESI 

1.965 

1.899 

1.719 

1.496 

1.469 

1.380 

Ba 

1.111 

1.086 

1.008 

0.874 

0.824 

0.804 

0.746 

0.650 

0.617 

0.603 

0.560 

0.494 

0.466 

R|||l 

0.428 

0.382 

o.m 

~ 

0.353 

0.332 

0.300 

0.281 

0.276 

0.261 

0.239 

ran*  t  . 

v.&n.m 


I rd-iced.  at  the  rv>iy> 


.2 

1.4 

1.6 

1.8 

1  2- 

0.272  0.619  1.13*  1.641  2.182  1.56S 


.6 

0 

0.268 

0.565 

0.900 

1.202 

1.287 

1.073 

0.748 

0.484 

0 

.312 

0 

0.220 


0.165 


0.120  0.231  0.323 


0.649  0.601  0.836 


0.547  0.572  I  0.530 


0.426 


0.448  J  0.354 


0.403  0.386 


0.173  0.291  0.286 


0.166  :|  0.191  0.214  0.215 


0.086 


0.062 


0.0415  |  0.087  0.121  0.146  0.160  I  0.164 


0.342  I  0.287 

t 


0.266  I  0.230 


0.090  0.109  0.122  0.127 


0.159  0.148 


0.119 


Table  6 .? 

Itadial  ’’on—* men ricnal  Velocity  Connonent 


Induced  at  Point  F 


126 


.249  0.595  1.149  1.714  1.613 


0.050  0.204  0.460  0.792’  1.075  1.158 


0.040  0.156  0.33"  )  0.552  0.740  0.843 


0.030  0.115  0.245  0.395  0.532  0.628 


0.022  0.085  0.179  0.288  0.398  0.477 


0.016  j  0.063  |  0.133  j  0.215  0.297  |  0.368 


0.012  0.047  0.100  0.163  0.228 


0.000  0.036  0.076  j  0.126  0.178  0.228 


j  0.00'.  j  0.022  |  0.047  |  0.078  j  0.113 


1.2 

1.4 

1.6 

1.8 

1.978 

1.448 

1.175 

0.999 

1.613 

1.331 

1.120 

0.968 

1.158 

1.092 

1.986 

0.886 

0.843 

..  . 

0.861 

0.829 

0.778 

0.628 

0.675 

0.683 

0.667 

0.477 

0.531 

0.558 

0.564 

0.368 

. 

0.421 

0.456 

0.474 

0.288 

0.337 

0.373 

0.397 

0.228 

0.272 

0.307 

0.333 

0.183 

0.222 

0.254 

0.281 

(*)* 


7:  =  f2*  cos ener  A\  -  lsl-c°s(e-.!Q.  +  U* 

1  iJ+(F  +  l)J  J 

X  jl  +  ?  f  [  1  —  cos  (fl  0') ]  | 

l  iJ  +  (F-iy  r 


:p"  -tr  sc  that  it  ber-on 


ones  a  6f>:;c.rr' 


'cr  c"’  i_'Se»  than,  it  is  possible  to  obtain’ 


yr„_L _ 2i(2*  -  2D  -  £)~~ 

2*r»  [?  +  (r  +  +  Q  - 


■'on-'cnnat  of  velorif- 


V r  - - {*(*) 

2jrf„  [JJ  4.  4. 

—  I1*  ?  +  (>  — ,).]*«>  }w«i. 


<«.25) 


The  flow  function,  & ,  car  be  solved  for  by  integration  on  the  basis  of  the 
-®dial  coTTmon^r.t  of  velocity, r,  V^,  and  the  axial  component  of  velocity,  as 
fellows: 

-  -r  {'  VJx  +  £  rVJr  tm*/*3  (6.26) 


First,  integrate  from  0  to  x  along  the  axis  of  symmetry,  r  =  0;  then,  at  a 
t,  r,  inter™" to  fro r  0  to  r  along  the  radius.  The  integral  of  the  fi"st  quar- 
1"  t'-'^  e~Tt i_r  above  —  C,  ana  th°  in^egr'l  of  th®  second  mia  t;  ■‘■y  is 


£; 


{k(0 


2*  J4  [P(?  +  l)1]1 


fry,  "r  -  0, 


"ase  flow  line,  that  is  to  say. 


;c  tb®  volume  cf  f  1  ov  along  the  axis  of  symmetry,  r  =  0,  to  be  <t>  which  i: 

■T  to  0,  then,  one  car.  i  r  "cegre  te  the  parts  cf  eou-ticn  (C,?~)  an'"  obtain 


*  _  Eli  [p  +  (F  +  l)l]i  |(l  -  £)*(*)  -  EOO)  [®V»] 

_  :  _  <«-28) 

sna.l’.'siP  is  cr.lv  s.v'^voviria'tc  Tr'^%  ^Ic**  ■r>* *•  ■  *?  icb  & vc 

induced  by’  the  surroundings  of  the  vortical  co^e.  Actual  ver*  '  ®‘ .  c-res,  ev®r:  if 
they  are  very  small ,  dc  not  have  ~adii,  # ,  which  a~e  equal  to  rrro.  The  -e-fcre,  it 
is  not  "''O’-ble  to  use  *  =  0,  ?  =  0,  end  1:  =  1,  in  order  to  solve  for  the  induced 
r*"  C  '  ! — v.-'d,  V  .  J- ^  c-  ^  - .  «  —  f  e  .  ^f.  1 . 

If  one  loo’:"  at  ^ig  4,4  (a),  then,  it  is  possible  to  str-ose  that  the  vertical 
cross  s=ct:  crs  of  t*-e  vc**tie<*r  have  equal  circulations,  2"  (p'/e),  a"d  that  they  are 
e  pair  of  circular  rvLrrlr  ~n  vo”tices  v  ich  have  opposite  directions.  "1.®  two  vor¬ 
tices  mutually  induce  -ach  other  as  foil  owes 

ft  "" cv  place  in  th.e  h®art  cf  the  vortex  where  f  =  1,  th.e  axial  flow  speed 

lr  K  =  T—>  lm/i]  (6.29) 

4  *r( 


"hi  r  explains  the  f-"t  that,  »-*«n  if  one  is  considering  gas®s  completely  at 
"eat,  if  cr.e  is  t’’-'n!:ing  in  terms  of  the  vortjcol  core,  there  is  displacement  in  a 
positive  direction  along  the  x  axis  (the  forward,  counter— current  flow  of  the  sur- 
ro’.ndir.g  gases)  o.t  a  velocity*  Tie^ef ore,  these  vortices  are  not  capable  of 

being  stable  at  a  fixed  position.  If,  however,  one  is  concerning  himself  with  a 
uniform  flow  field  in  which  the  counter-current  flow  speed  along  the  x  axis,  — V  = 
»  (r/4*r0)  ,  then,  try  s  con"iti"n  can  be  maintained,  stable  and  unmoving,  in  rela¬ 

tion  to  th«  vortical  core,  and,  in  this  case,  stability  of  combustion  can  be  rrin- 

1?F 


rv 


ta  m  ec. 


If  one  is  considering  the  whole  vortex,  then,  those  vortical  centers  along  the 
circumference  also  mutually  induce  each  other,  and,  the  result  is  that  the  speed  of 
the  forward  disclaement  of  the  center— current  vortices  or  eddies  must  be  consider— 
ablly  faster  than  what  is  the  case  in  equation  (6,29).  (Refering  to  Hydrodynamics. 
Lamb,  6th  ed,  1945,  p.  941 )  it  is  possible,  on  the  basis  of  the  equation  below,  to 
figure  the  sre'd  of  counter-current  flow  displacement  in  eddies: 


*  =  the  radius  cf  the  vortical  ccza 
(tr.5C) 


The  form  of  Pig  (’ .  i )  (a)  shows  the  drawing  of  surrounding  gases  into  the  ferr 
of  an  ellipsoid  sphere  by  a  stst1  p  en - •*  vortex.  According  tc  the  reference  eixed, 
the  1  *n  ~  amir  cf  t’-e  chhi'sci-  cohere  =  i.1S  r  »  Assume  th*t  radius  cf  ~hr  «>:’  •• 
vc”te"  ir  m.cr~  o~'  l^ss  e^ual.  tc  the  pv^”*  "'-d.  ’’ur  of  the  ed^y  cpvices,  F  —  ■  xr,+r 

if  this  is  true,  then,  the  interior  ~~ d'ur  c**  +1'*  flame  tv.be  mu~t  he  sJ~  1 r"  ~t  * 


what  larger  than  2,09  -  •  If  it  ir  smaller  than  this  v'luc.-  t’  •  o''y 

c 

will  be  squeezed  an"  e  Ion. mated# 


Sec  6  Spiral  Vortirer 


The  design  of  nanv.'h,eku-p  for  the  int'he  -late?  of  JL=  "fish  re..'!"  ccr'ru?* 


-  D<=:v.  p 


■eels  of  ?  frr< 


p  ptc  f* 


.  ■*  r  ryxGpc  or 


n? 


•  or 


is  t'-'p  sam«-  a~  a  mirO  vertex#"  Phis  p-’ir.c:*'le  i  *  air: 
■  he  do  civ.  of  "cer.  trine  tal  radirl  flow  tu-bi'' ps"  *  s  vf 


~\-mer-~~r.:c  '•entrafumal  ro: — resror*  ?nc 


■  i3  -  ussers 


>C  hr)  Fv 

♦  -  -»-0  V  •  -C  / 


X'T  that. 


intake  vanes.  th«  "miring  plate  holes"  or  "fish  scale  holes”  that  arc  arrange* 
“’-re'  "i'-  ~~  s'1 - -  t"p  i- 1*  x’r  "lew  lines  ^icn”  the  direct dc^.  n  — —  n  of  th?  r.: 


line 


'r.  tc"s°cx 1 ~n  of  the  srir*l  line  and  tk«  r-  drus. 


“he”efcre,  there  ar-  icren"  "f  rgirO  jots  shooting  into  the  combustion  char.be: 
from  t....  I.oIt  i-  J-  e  "mb' ing  or  friction  plates"  and  winding  around  the  fuel 
tribution  plates  creating  violent  whirlvd. nds.  The  diameter  of  the  fuel  dispers 
plates,  r  =  7nrzr  nr. a  larger  that  the  vertical  cere  of  solid  rotation,  ’-'hen 
rotation  speed,  n  =  0  r.p.m,  then,  the  tangential  velocity  can  reach  V  = 

«160  n/s. 


d  '1  o« 
'  or. 

o  o 


Chapter  3°c  2  tal'-s  about  the  fact  that  the  flow  speed  direction  is  the  nor¬ 
mal  line  of  J'he  °"v; potential  line  when  4.  =  a  constant#  In  two— dimensional  flow 
5*^*0  yr  l’l 0  4>  =  a  constant  and  the  flow  function  <!>=?.  constant  a^e 
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both  sets  of  curves  that  meet  each  other  at  right  angles,  that  is  to  say ;  that  the  two 
tangent  lines  at  points  "here-^  and  cross  are  pe,~pendicular  to  each  other;  the^e- 
''ore,  4>  and  4>-  are  called  orthogonal  functions.  If  we  use  the  complex  variable 


Z  —  (*+  iy )  “  reu  .«■  r  (_cot6  +  Jfa  0) 

and  the  complex  function  fC Z)  ”*  J^C*  +  iy)  *■  “  4>+*4> 


Fig  6.? 

"Spiral  Tino  Vortex"=  ?ree  Vo'-t-rc  +  Point 


Fig  6.6 

Com-le::  Variables  and  Polar  Coordinates 


If  one  analyses  Fir  6,6,  it  is  possible  to  come  to  know  that 


mhe','efc~’p 


borofo"-', 


dF  ^  dF  QZ  ^  dF  dF  _  iF  QZ  __  .  dF, 
0x  "  dZ  '  dx  “  dZ  *  dy  “  </Z  ‘  dy  "  ’  rfZ* 


F  ^  _S F.  .8F. 
dy  fix  *  rdd  dr  ’ 


dF  d</>  ,  5</>  dF  dtf>  ,  .  d</> 

—  *=—-  +  »  — — ,  —  •»  -  ~  +i  •— ; 

dx  dx  dx  dy  dy  dy 


d<ft  ■  d<l>  __  i  5<£  _  d</> 

dy  dy  dx  dx 


(6.32) 


,  ,  x;.  „  -^~r:ir.prul  onar.ti  ti  js,  in  equation  (6.3'')  f non  the  n^min^lesr 
L°s,  on»  finis  that  they  separate  out  into  e^ual  -naira 


a  4>  _  fty  ^  „ 

fix  dy 

di F  d</> 

d7  -  ~  a7  - 


ooo  :•  '.in— 


d<f>  ^  d<F  ^  y  1 

dr  rdf* 

0<*>  8*  » 
rd<9  Q--  _  f 


(6.33) 


I*~  -f  (  . ■  )t  ir  no  nsou;-o p  tint  tpo"o  is  a  •••  iroenni on  *  1  "Vi oh  is  "-mensicu? ar  * 
*'  *■  s'-r'-  oo  -o  i:r  • - ic>- ,  th^r,  the  ,:p^int  sink"  centripetal  flow  alony  the 

o~ "t ;  oinex'.nf  o'-p^oe »  G  =•  v  r  pnV_^  -  a  ''enr'.nnt;  if  one  also  recoynizes  that  p  = 
a  constant,  then, 

xoinV  sources: 

rV  «*  — 

2-xp  -  a  constant  C,  and  the  already  in  own  amounts  of  flow, 

and  p  determine  C  (6.34) 

Accord  ire  to  ecn-’tior.  (6.4),  f^ec  vortices: 


r. 


a  constant  K,  and,  if  we  already  know  f  ,  then,  it 
is  nos-ible  to  determine  K  (6.35) 
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If  we  assume  that  the  complex  function 


F,(Z)  -  -ClaZ  -  -Cln(r*w)  -  -  C(lnr  +  iff) 
\ 

“  ( 4>i  +  »>i); 


nue  to  this  fact,  as  far  as  the  "point  pool"  is  concerned, 
its  potential  function  is  4>\  *“  -Cku- 


'•Cl  '  ^  ""C 


4*lr 


its  flow  function  is  $1  “  — (-/:«30 

•e,  -•  «  a-  •i-'otent- "1  lire  of  the  "p-'int  sink" , .  =  a  constant,  ii 

i  n-v  -  -e.]  '•moor  trie  circles;  the  equal  flow  1  ne  cf  t  .*>  "prir "■ 

_  #  .  t  /  ' 

^  0  —  p,  con s A ' t "t  r_  snvcrr  ^  T*r:r’j.ci'ti.n~  'vio-*  ■ 

-O  function 


■no-  r  *.  ‘ 


Fa(Z)  =  iKlnZ  =  iK  ln(»fw) 

=  «Klnr  -  Kfl  -  -  <*>i); 


■s**  r-  vr,"1 


;  rn-*'  vert  # 


p,",y 


*MC  f*  ff 

f-ro^icn  —  K6t  ,  or-  its  fi~'  •  ctior.  4>i  —JClnr,  [  •' 

lire  cf  f  -  fr--p  verier,  =■  s  constant,  is  r  =  a 


•.••It..,  "1  'lex  sink”  -  "fre  vortex"  =  the  flow 


F  =  <f>,  +  <fo  =  “Ce  -4-  FTio  1 ,  (6.38) 


ay  _  ag.,  ^  _£  _  __ 


r00  rdfl  ■  T  - 


^  &  7‘V*  - 


(6 .39) 


:s  an?" 


-Ri 


e  -  0, 


-  Kin*, 


=  a  "C" start,  then,  '’nor 


K  Id  X  i  —  —  C6  +  K\nr 


C0 


—  -tor -I«  If,  -  ta(i). 


'  r.'"~re''~  f  thr  flc”  lire  90  vat  ion  of  the  cpi  ■*r,l  vo"t,-r  i : 


-Si 

r-Kif* 


(6.40) 


"'"uatior  ( v * ( 0 )  is  ''"■lied  a  "loprithmic  spiral"  or  "isometric  spirul"  '•quation. 


one  already  ’tiowf  7^,  C  and  K,  then,  is  is  possife,  accordinc  to  r  “ 


to  consult  the  table  of  natural  logarithms  and,  point  by  successive  point,  to  plot 
out  the  flow  line,  The  peculiar  characteristic  of  an  "isometric  fl ov:  line"  is  that 
the  normal  line,  n— n,  of  the  points  of  intersection  such  as  M  and  M'  between  the  curve 
and  the  radius  are  equal  to  the  ir.'-'uded  angle,  «,  of  the  radius'  (Pig  6,?),  Because  of 
the  fact  that  the  circumferential  flow  speed  of  a  f r°e  vortex,  Vg,  forms  a  reverse 
nronortion  with  the  radius,  r,  for  a  certain  radius,  R^,  V g  -  the  critical  spe^d  of 
sound 

•■-Mr*""-- 


Accor' to  erua)  "’."uzintion 


-H-  —  K  «=  rVt  =  R\au 
2* 


VOJ 

e::t 


1 

r 


(6.4 1) 


TTnder  idea!!  conditions,  when  the  radius  is  reduced  to  r  ,  the  a-  ir  ares  -ura  dro-? 

W  /r.\  1' 

to  p  =  0,  V  is  at  a  maximum  value,  and  ■  ar._  =  2.45,  then,  ™y^-*“0-408. 

Tiis  '  ~x  “hat,  within  the  circumference  generated,  when  the  radius,  r_, 

is  at  its  e''trer’®  minimum  value,  p  =  C  and  there  is  a  true  vacuum,  ir  the  irte"val 
ir  wi'.ich  rm~*  PM,  -heorotic-’ldy  spec 'ting,  one  can  see  the  ap"~'.-,ar  me  of  e-vt-r  of 
sii'~o'v.sflr;ici  flow  ;  -  h  ‘  ch  1  <  X<T2.45,  Ts-“oti  rally  STvahi'-g,  “he  ^ath  of  th.®  cart.- 

~ *; v  -  *  •  "*2T  '  ‘ '  *'  v>r  'T  j  5.T\  cf*  r  ' ' 1  "  1'  T'i'b—  ' 2'' i C  COT1** 

V^t  tv  r»r»r  «  ~  ■  f’  •*  t  "1  •-  +  i.fi  f"l  £f\**  0  CiT^ls  C  V 

c i. l.a-  ^  t'k  p  c.t.  r- •  **  ',Ti  ^or iA  r'.T'wlsj  ^  p^p  j  ? 

rc  i.*- ov r1j  r*r'v'tv)ncit^2  f* 2 ov.T 9  Tv.  ^otnslit^.’j  this  c\ 

ence  at  R,  is  alr®--dy  'ove^ed  or  protected  by  the  jet  nos'le  in  the  middle  of  the 
eddc  cvr  •enJ.  device  c"  b*r  the  ^oriaort''!  ct^r'-  section  of  the  art  is  cf  rotation  of 


— a  •  '  ri 


n. 


'Ir.'. 


ing  out  -  f  th®  r?"i  e  arc  is  changed  into  a  flow  which  goes  along  the  sene  art i, s  a.s 
all  fa®  r°st  of  the  normal  flow, 

'•ore ~minc  "ncint  reels, "  if  cne  considers  the  f-cfc  th.a.t  density,  p,  varies  with 
change'-  ir  flow,  then,  the  continuity  equation  (6.54)  should  be  changed  to  be 


prV,  —  ■■  C',  P,  ■■  «M;  «  “  speed  of  sound  (6,42) 

2* 

The  flow,  G,  can  be  tairen  as  a  control,  and,  on  the  basis  of  G,  it  is  possible 

C’  —  p*«*Ri»-  — ,  ;  the  R.  in  ohis  expression  is 

2*  1 


to  choose  a  cors.-nt 


the  r-dius  of  the  "sonic  circle"  v:hen  one  is  only  considering  a  free  vortex.  fi* 
and  a*  are  the  stagnation  density  end  the  acoustic  velocity  of  stagnation  respec¬ 
tively  for  the  surrounding:  environment  of  a  free  vortex;  K  =  the  local  Mach  num¬ 
ber.  hue  to  the  ratio  between  point  sinks  and  radii 


f  X  —  1  .  .1  K*-b 

x|l  +  -  —  —  M* ' 


(6  A* 


•  ■ .  •  t  -  * 


.  O  rp  2J)  r’  hQ O  1 


:  •  *  r*  r  ^  ■*  %  - 


r  FC"ic  cirr]p 


2J 

‘  a.8 


■  &  '  PfT 

[1.2]s=  1.728  (6.44 


-vl  r. 


*  +  1 


-X1 


A-Z-Li1  one  obtains  (  r\  ^  1  /  2  \  * 

k  +  i  W'  x  \  *  +  w 

< 


the  flow  spend  of  a  spiral  line  vertex  is  -y*  ■  f }  4-  Fj; 


•  (-  r* -•n/m  .-s—  p-  c*  ■ 


-  2-r 


/*>»■''  Ip!  ^ 


«*  •  1  - 


(6.46) 


^rom  epuatior  (•  r  )t 


VI 


(0- 


M0  +  (04MfT). 


On  the  h"sis  of  this  one  o~r  or  tarn 


pi  [**  +  (p")l :  (6.47)  »  the  smaller  the  — dius  is,  the  f-ster  V 
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U.n)  is  a  spiral  line  equation  that  takes  into  conside"ation  changes  in 

2 

p  ,  If  we  take  the  square  cf  th®  radius  of  the  sonic  circle  for  a  fre®  vortex,  P^, 
and  use  it  tc  eliminate  all  at  once  the  various  quantities  in  equation  ((.ty),  tVn» 
it  is  nossihle  to  obtain  the  square  of  the  ratio  of  radii  for  a  spiral  line  or  skew 


vo  "ter 


\rJ  R]  R2,  J  W*  W' 


ZC  r-  r  Vrt.‘*vt®  equation.-  (•',"*)  er.fi  )  into  equation  (£*i£) 


(6.49) 

..hen  V  -  a_  an-1  1=1,  the  radii  r-tie  for  a  spiral  line  or  skew  vortex 

-  V  1  4-  1.7281  -  “J 3.986  as  2 

"c"-- ,  •  her.  on®  e-r.r:  dors  ocvm’essibili  ty,  the  radius  of  the  conic  circle  for  a 
'-r'-vl  lin®  cr  shew  vcri  is  about  t*-*ice  ti  e  nice  of  the  radius  cf  the  acr.ie  circle 
for  a  i'"ee  vertex.  *  3r  order  to  suit  the  tangential  velocity  of  the  fuel  ii-per-icr. 
r? ates,  V§  =  V  and  in  order  to  T,rr,“*' t  ~v,r>  )o~ses  from  obsty''"*  nrr  ‘n  -v’^  flow  cf 
'■■’sen  from  being  excessively  large,  it  i  *•  :r*  for  the  ritch  radii  c "  t.*.'  he.  .os 


be  ^  4K,. 


•  f  e» - 'A  •  -qr 


■  >•  -  i *lr. .T9  V2?2  6r  c"  r  *t\r t r it. €  ~ 1 


;vc--  ’i  *0—  •  •  tur®  at  the  exhaust  cf  the  compressor  is 


^  t  -'-.o  ""1  eop''°tice’  *'elO”ity 

«,  —  “  183  -m  “  18-3X21.9— 400[m/f]—F., 

'.'hen  r.  =  revolutions  r^r  second,  the  tangential  velocity  to  the  cirerrference 

o®  th®  fuel  — err.cr  ri*xo?  ir  ytoc\w  (m/s)  =  V  ,  the  r-dius  of  the  fuel  dispenser 
-  r  -  *'  e-*®  ■’  -  ®--e*i  r ire'll r/ ion,  thu,  V*r  =  a-R., ;  J  hei^-fo"©, 

t  e  ”  ''.u:  0 r  "h®  sonic  cj  rel «>  is 


_  lfOXN  -  Jfcnm. 
400 

4^i  —  112mm. 


Sec  7  *‘fioeous  Current  Spirals 


It  ic  only  ‘because  li^ui^s  hev®  a  viscosity,  pt  and  a  velocity  gradient  du/dy. 


which  p-'oduce''  viscous  sh^ar  stresses,  r  ,  that  a  rotation  car  he  wound  around  tc 
for®  a  spiral  cr  vortex.  Because  of  this  fact,  actual  vortices  and  spirals  are  all 
viscous  spirals  and  vortices#  An  avortieal  potential  flow  free  vortex  +a  vertical 
cere  of  solid  body  rotation  =  a  circular  vortex;  this  idealized,  approximate  concept 
only  ign-res  viscosity.  Practical  experience  shows  that  the  tangential  velocitjr’ dis¬ 
tribution  along  a  radius,  r,  from  the  center  of  the  vortex  is  V0  =  f(r)  and  that  it 
is  most.  cert -inly  net  similar  to  the  cne  shown  in  Big  (6,3)  (b);  cn  the  circum-ferer-c, 
around  the  edge-  of  the  vortical  cere,  there  is  a  "sudden  change"  and  then  a  ucd- 
.  -  ,  .•  ---  r  ;ygp  :,7).  g;.c-  •/ -rirvtic-  of  vorticity  ir.  c  vertic:!  ~i.-cur 

"l  rv  fi-'d  ir  a  '1  tr’ tv.4':- m  of  tv<  -v.crtity  £  «*  curl  V  »txV-2«  , 

and  it  is  not  even;  moreover,  it  is  diffused  into  the  outer  environment  over  an 
interval  of  duration,  t,  This  is  due  tc  the  fact  that  the  energy  losses  due  to  vis— 
-aus  friction  cause  the  vertical  strength  of  the  rot-ting  vertical  masses  (also  call'd 
circulation'  tc  gra.du'lly  ant'ruate  and  it  causes  the  vortex  to  be  dispersed  arc 
l'r°e!:  up  -rto  1  minute  pulsating  vortical  masses  (that  is  to  say,  turbulence 

flov.’  organisational  structures),  '-his  in  ca.lled  the  "vortex  disinaticn  and  brea.k- 
dc’-.Ti  t'.rbu"  ence  form."  Looking  at  i4  4'~*or  th's  point  of  view,  the  basic  nature  or 
cubs4 -nee  of  vortices  and  turbulence  flows  is  the  same;  it  is  only  the  size  of  the 
1-  -r.d  xhc  di-ar.-i-nc  which  ar®  di^f-^er.t#  Because  of  this  fact,  turbulence  flow 
■f  z.  r  ^  -vx#'  *■?  *■>  «-  ■*  rZ'  ■’""ti n  r  2  ri  ■  r  ^-4.  p,p  zr?”'-'."1  f?  *t? -vv"  o1*’  .‘ficl.r.s# 
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Vertex 


If  >’<->  us®-  the  kilog^'n  as  -he  unit  nf  mass,  then,  the  unit  of  force  should  be 
(V)  p  and,  the  unit  of  density  which  we  use  should  be  (kg/m'/);  due  to  these  facts. 
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the  unit  of  viscosity  is  ft  (kg/m*  s),  said  the  unit  of  dynamic  viscosity,  v,  is 

p  *  » 

(m'/s),  'This  is  the  same  as  the  unit  for  the  coefficient  of  diffusion,  D.  Because 
cf  this  fact,  the  curl  cr  vorticity  of  a  vortex,  S,  because  of  the  effects  of  vis- 
cos  ty,  is  capable  of  diffusing  out  into  the  surrounding  environment  by  tmsferance. 


and  the  coefficient  of  this  transfer  =  v.  According  to  a  method  in  Chapter  4,  if 
one  resumes  a  given  volume,  V  ,  in  a  viscous  vortical  flov  field,  and  one  also  pre- 
sunns  its  closed  surface,  S,  and  the  gradient.  of  the  vorticity,  I  ,  alone-  the  out¬ 
side  normal  line  of  the  surface,  grad?  =  V§,  then,  --ith;n  a  dur.  tier.,  -'t,  the 
vorticity  rut  cut  4 


"  s.urf'ce,  o,  as 


f  -  -dtj)‘  ft(v  ■  |)<tf 


(6.50) 


A ..  ~ 


v?c  q p  3 '  *3 ’t. r- 


~n  t-ecrem,  ve 


e  =  -dtj)1'  V  •  -.fVr,  (6.51 ) 


Ir  a  d- 


the  vo: 

(6.51) 

If  v/e  ' 


ir? t ion,  dt,  the  vorticity  vithin  V  is  reduced  t" 

s 


f  —  —  <*/<|>  ’  p  ^-dV,  (6.52) 


•ticity  put  from  Vg  is  equal  to  the  "eduction  in  vorticity  vithin  V  ;  equations 
and  (6,5°)  equal  each  other,  and  the  integrands  ought  also  to  be  equal. 

'resume  that  y  is  equal  to  a  constant,  then, 

S,  or|L  =  vVJg  .(6.53) 
dt  dt 

Ih°  Lap"1  ar  ;er  op*"~t;‘ or.  1-'-  th  cy)  in  dries)  coc~d  inatns 

~i  v_  .  +  &_+ JL 

c  “fir*  +  r.dr  +  r*a^  «*1* 

I1"  cr,rt  -  a  rr;- - -el  aria?  ?y  qvarr-trj  o?l  flov  field,  then, 

»L_o,  4-o 

s>>  ’  w 

—■%  soyer tly,  one  obtains  iV,n  differentia)  equation  for  a  viscous  vortex 


dt 


rJ  r  Sr/ 


(€.54) 


'iven  the  initial  conditions:  t  =  0  and  circulation  (vortical  strength)  r  ~  2*K  —  2*Rj«o, 
#  ther.f  one  cots  vortices  arp^arin{;;  riven  the  terr.iral  conditions:  ►oo. 


*|7  ^ 
1  < 


and  circulation  (vortical  strength)  T -*■(),  then,  vortices  attenuate,  dissipate  and 
break  up;  the  boundary  conditions  are;  ?  “  0,  and  the  tangential  velocity*  F#  —  0 
(?ig  ^,7);  v'hcn  r  —  l,i  then,  the  tangential  velocity,  yfmm  _ . 

end,  vhen?-*  oo,  then,  the  tangential  velocity,  p#-eO. 

Acccrdr  g  to  a  method  employing  similar  parameters,  when  one  solves  for  the  special 
solution  which  corresponds  to  the  ccr.dr  t.~  cr.s  stated  above,  one  finds  it  to  be 


,-jsW--^), 

4v/  \  4v*/ 


L-1&. 

2* 


(6.55) 


C-oir.g  according  to  "ha*  "a~  sold  ir.  Chapter  5,  the  circulatior ,  r  =  the  vcrticity,  ^  , 
multiplier1,  by  the  circulation  around  the  area,  The  amount,  of  circulation  in  the 
round  area,  r.  is 


-2rf[l  -«•(-£■)] 


(6.56) 


If  one  assumes  that  the  radius  of  the  vortical  core,  I'/vt*  »  then,  r  —  r/Ru 

-hi a  corresponds  to  the  rales  governing  the  occurrence,  development  and -attenuation 
of  vertioeo.  ~  r  to  say  that,  ■••hen  <>0  ,  the  vertical  core,  beginning  from  the 
heart  of  the  vortex  developes  and  expands.  Because  of  viscous  diffusion  transferar.ee* 
the  vcrticity  transmitted  from  the  interior  air  flow  layers  to  the  exterior  rings 
also,  simultaneously,  transmits  mass  and  momentum,  inducing  the  surrounding  gases  to 
rots t«>  around  the  vortd c- ?.  core.  If  one  is  dealing  with  an  eddy,  then,  it  is  capa¬ 
ble  of  attracting  th«  gas-s  do,'’nrt’'<-am  to  flow  upstream.  If  the  space  involved  does 
net  suffer  fro”-  any  "'imitation,  th^,  ••••hen  ,-*soW,  ,  art*  the  circulation, 

T-*  0,  "’’hat  is  to  say,  the  gases  move  ir.  an  avortical  rotation.  If  v;e  go  on  the 
basis  that  r  •  2jrrP,,  ,  then,  from  equation  (0,^6)  ve  can  obtain  the  f act  that  the 

-*•  r«v  ■»  p  **  •  r* p  ^  ■’  • 

F,  -  £-[l  _  «p(-|)] 


“  ““[l  -  expC-r1;]  (6.57) 


According  to  f-'e  analysis  that  v?e  have  dene  in  this  secticn,  the  eddies  in  the 
exhaust  cf  +'y  v«-tica?  flow  devices  in  Sec  A  are  nr,t  eta ti nay  and  unchanging;  cr. 
the  contrary,  they  arr  constantly  being  produced,  developing  and  attenuating  in  a 
p-m-ice^s  of  successive  ~en e^a.l  and  degeneration,  Vlhat  is  referred  to  as  "stable 
combustion"  must  necessarily  depend  on  the  careful  coordination  and  adjustment  of" 
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"fuel  coneentr~ti  or  distribution"  and  "chemical  reaction  processes"  with  the  process 
of  development  of  this  ed^y  in  space  and  time.  If  the  eddy  or  vortex  is  unstable* 
then*  the  combustion  will  be  unstable. 

Sec  8  Axial  Turbulence  Jets  Prom  layers  of  Spiral  Flow 


7h°  path  oot'ipen  two  layers  of  spiral  or  vortical  flow  can  be  seen  as  being 
the  height  r f'e  Hat  jet  nozzle  =  2'tg .  The  two-dimensional  turbulence  jet  put  out 


:  rvirhly  expands.  Various  cross  sections 
-n  ir.  Fig  6.8. 


e;:_a_  Plow  ; 


1.  r  *»  :*.  Velocity  Distrihutl.-r  of  JV/o-d imeasion&l  Turbulence  Jet  From  a 

Fie*  *•  ■  Flat  Jet  For  ?e  Initial  feeder  J,  Me  in  Body  Section 

Curl  ing  !  *  “"'.ct:'  on 


1’^A  arc  F„I  c.re  the  outer  limit  line'-  or  the  jet.  I'^C  end  7T„C  e^e  the  inner  limit 
lines  cr  jet.  The  two  outer  limit  lines,  at  the  mouth  of  the  jet,  flow  toge¬ 
ther  anJ  me^t  at  the  "origin  point"  0,  *  Pup  triangula"  area  inside  the  interior 
boundary  lines  is  called  the  "jet  core,"  The  axial  flow  speed  within  the  jet  core, 
V’p  is  oven  ard  unchanging  end  is  ecu3 1  to  the  axial  flow  speed  of  the  intake.  Or 
the  bar:  r  or  -  -  '’•jet  ion  from  e:rpo  rimer  tel  data,  the  dirtrrec  '"ror  the  erigir  gri't 


to  the  jet  nc--le,  h^=  O.jl  (b  /a;,  and  the  length  of  the  core,  s_  *  1.02  (b^/-)} 

0  C  o  v 

the  experimental  constant,  a  =  0,  0.15  —  0.27.  In  general,  i*at4  ~  5  times  b^. 


Sec  0  dr  "■•’cr  Fia~raning  Counter— "urrent  A— ear  Behind  3ddy  Curv*sr t  A ^na "e tv s 


f1)  lr  we  already  know  the  height  o**  a  fat  jet,  2bc*  and  we  choose  the  constant, 

a  =  0.15  ~  0.27,  then,  on  th®  basis  of  egu^tion  (6.5?),  we  cars  figure  out  hc  and  r^, 

and  ve  can  draw  th®  exterior  bo’TrPr.ry  lines  within  the  two-dimensional  turbulence 

jet  in  Fig  6,6,  The  -axis  of  symmetry  cuts  the  jet  in  half.  If,  along  the  axis  line, 

i?9 


we  rut  out  a  certain  number  of  sections,  1,  2 ,  3*  •  ...»  i»  then,  we  can  measure  out 
from  the  line  of  the  avis  to  the  interior  and  exterior  boundary  lines  the  coordinates, 

b  ,  b.,,  b  ,  . as  well  as  the  thicknesses  of  the  boundary  layer  of  the  turbu- 

lence  flov;,  0,  y.,,  y„,  . 

i  <1 

(2)  We  already  know  that  the  cone-shaped  shell  in  the  forward  sec-ci-n  of  the 
flame  tube  has  a  maximum  inner  diameter  of  R  and  a  hemi-pyraoid  angle  of  fi.  \!e  also 
already  ioicw  the  eternal  diameter  of  the  vortical  fl ow  device,  r^,  and  the  internal 
’ianeter  of  the  vertical  flov.1  device,  r^|  b  =  (r^-r^),  the  number  of  vortical  flow 
vane:-  is  n?  a..e  vortical  flow  angle  is  4>  (Fig  6,4),  2nd  both  these  quantities  are 
already  kr.cu  as  are,  »,  the  thicknesr  of  the  vane  blades,  G  ,  the  amount  of  intake, 
the  ov  rail  intake  tenpar-tu-'e  and  pressure  and  the  axial  flow  speed  coefficient, 

(;;  *f  ’•••’«  ta>°  the  jet  flov.  speed  of  the  ring-shaped  rotation  at  the  exhaust 
cf  the  vc'-tjeel  flow  device,  c,  and  divide  it  up  into  the  tangential  common ent  of 
velocity,  V,  fcrr.ing  an  eddy  (Tig  6.4 )  end  the  axial  flow  sp°ed,  V.’,  which  forms  a 
rs*-i-j«t  *i*  (fig  J""1  '  '*•* s,  for  its  axis  of  symmetry  ti  e  val]  surface  in 

~Vr  fc: — T>a-t  of  th*'  flare  tube. 

{  ' )  If  we  take  the  o\v  er  c ‘re  inference  cf  the  exhaust  of  the  vo-ticrl  flew 
device  as  the  origin  point,  mi  if,  on  the  basis  of  the  sane  scale  cf  m-~'- su  renter, t, 
we  take  the  contour  line  cf  the  iru"  or  1  of  tie  f  c  "v-  ri  section  and  r-'*"  it  ■‘■he 
axis  of  arn‘,  m.  th®  "*ar  **~v  ■  o  i  -ft  v,  o^t  it  v. "  tc  naive  a  c  tv '  ir  rtu*1— 


tc  make  a  c,'r",ir  run— 


-or  cf  sections'!,  2,  oi.en,  the  normal  liner  of  the  various  sections  along 

r  ’**11,  turn,  inner  and  cuter  boyn  <ary  coordinates  cf  the  reni- 

:ct  '".O’'  f'!-'d,  t„,  b.,  bu,  . as  veil  as  0,  y.,  y0. . end  transplant  cr  trmns- 

lc/^'  -.o  them  across,  gy  <»c-  ‘tir.g  tie  end  points  cf  these  y.,,  y,,  .  coordinates, 

smourts  tc  the  r-me  thing  or  dr a'-ing  out  the  boundary  cf  the  of  co'ntcr— 

ou'^’ent  flov,  =  0.  fhe  reason  for  this  is  that  on  the  external  boundary  line  of 
x!'-c  'cmi-j e*  fir.:,  Ah<-  a :r>*  velocity,  v.’  *  0  (?ig  6,11). 

v’ ^  nxh'r~  tc  t* p--  "?h>g  analysis  in  Section  p  and  Section  7>  if  the 
n--;us  of  f  s -v  hi  <?  eddy,  r^=  C,5a,  tier,,  that  should  be  precisely  the  maximum  red- 
iur  o"  the  are:  of  emir ter-cur~ent  flow,  ihe  boundary  line  of  the  ares  of  counter- 
cu-nrent  ^Lcw  is  the  tr-ck  of  displacement  of  the  heart  of  the  eddy. 

She  vector,  Q,  for  th»  ring-shaped  rotational  jet  flow  speed  at  the  exhaust  of 
f-e  vo-ti'*-.l  flow  device  forms  '  hyp-rbclic  flov.’  surface,  Cn  an  x— y  plane,  this 
flow  sur"»ee  projects  a  curate  zr  "ho”n.  in  Fig  6,10,  Prom  Fig  6.?  it  can  be  seen 
th”t : 


14O 


r  —  AD1  —  BD* 

BD  “  ADco*4> 

x 2  -  (  —i—  -  1^BZ>2;  from  ADBO, 
OB  -  y,  BD*-OB2-  rli 


Pi C  6.10 

Projection  of  the  Flov  Surfo.ee  at  the  IP'hmist  the  Verier.!  Plow  Ppvice 
Plane  Pube  Axis  Line 


5 


* 


y>  y. 


m 


the  "**no"C'cl:  c  line 
on  of  the  inner  bo  m 


the  net  flow 


- ig  •  ,  ■  is  an  rl  ."nstr*' ti on  cf  the  s,:r  :  low  s  n'rtu"?  of  the  forer:  section 
cf  a  flone  tube.  I  =  the  core  section  of  the  serd-jet  flow.  II  =  the  parallel  flow 
ar°a  of  a  turbulence  flov  boundary  layer  and  its  vortical  flov.’  field.  III  -  a 
comter-cur’-ent  flow  ar^a,  an  e"temally  surrounding  jet  flow  suction  and  eddy  in¬ 
duction  which  produce  radial  and  axial  pressure  £7’?.dients  and  form  a  central  trough 
of  low  pres~ur~.  IV  =  flov-:  liner  which  wind  around  ana  stick  to  the  surface  of  the 
counter-current  flov:  area  and  which,  when  they  r-’~ch  their  tail  end  are  twisted  in¬ 
to  vortical  wakes  which  are  also  called  "vortical  rolls."  r„  and  r„  =  the  externa! 


n 


vr 


mt.i2 


Fi C  6.12 

1 ,  Air  Flov  Structure  of  the  For.’-rd  Section  cf  a  Flame  Tube  2,  Jet  hozzle 
3«  Vortical  Flow  Device  4.  Vortical  Roll  5»  Cone-shaped  Shell 


?-nr.  ir.tertal  "adii  cf  the  ring-ohoped  path  of  the  vortical  flow  device,  ft  =  the 

Ati-j; - :  f  p*  e  cf  the  erne  chared  she'.  1,  <t>  =  half  of  the  angle  of  expansion 

~he  rct-tion®"  jet  which  is  approximately  erya  1  to  the  angle  of  installation  of  th 
'•o  ""or  ■'•'res,  1^  =  to  the  distance  from  the  cross  section  of  the  maximum 

•'iar-.-tor,  a.  or  th ^  o^rter-cur  ent  flow  area  to  the  exhaust  cf  the  vortical  flow 
d°v5  re.  A,  =  f-e  distn  ce  in  v:hich  the  symmetrical  surface  of  the  eddy  enters  the 
cylindrical  pn-tior;  this  is  generally  asj 20 nun  ,  R  =  the  internal  radius  of  the 
forward,  section  c'  the  flame  tube.  1„=  the  distance  from  the  symmetrical  surface 
of  the  eddy  tc  the  end  rcirt  of  the  area  of  counter-current  flow,  L  =  the  length 


•t  cf  SU' 


snsn  ^  ]zp 


forward  a^e5.  G„-  the  amount  cf  inteke  gas  cf  the  main  fuel  holes.  H=  penetrat¬ 


ion  denth  of  the  main  fuel  hole  intake.  2-  =  amount  of  reflux  flov;,  The  contin- 

r 


iicvs  o"  sustrine'-  ignition  sources,  A  and  A,  are  capable  of  being  located  in  the 
initial  s~ag~  cf  the  boundary  layer  of  the  turbulence  flow  close  to  the  vicinity 
of  the  boundary  of  th®  comter-currer t  flow,  approximately  20-30mr.  distant  from  th 
exhaust  of  +  he  vortical  flow  device. 


After  one  use”  the  semi-jet  flov.’  field  transposition  method  tc  draw  out  the 
boundaries  of  the  area  of  counter-current  flow,  one  already  knows  R,  r^,  p,  and 
<f>t  and  it  is  possible  to  use  the  experimental  or  emnirical  formula  set  out  below 


to  conoare  and  solve  for  the  maximum  diameter  of  the  area  of  counter-current  flow, 
a,  and  its  length,  L;  comparing-  these  quantities  to  each  others 

+  A,  -a  —  2Ran4>,  i2  -  2.7R «a *  (6.60) 

igf 


The  1  en r*th  of  the  area  of  counter-current  flow 


L—h  +  l  2  —  (« 

-... 

5'.  ri  vair  angle  of  eh'  cone- 

o-ual  tc 

If  o  angle  of  expansion  o' 

choose 

f?m<P  10°.  If  £></'»  then 

i_y  ‘h c t'  *"  r 

w-'-l'  f  the  cone-shape'  shell  • 

a  ret  at/ 

*na?  due  to  the  in fl mens. 

L  -  (R  -  r,)agp+  A  +  2.Z*«w*  (6.61) 


oV:eT I  need"  to  he  ora  h~r  “.'.an  r 
rc~  t’  "".'l  j°t,  and,  i3*  cac  oar. 


i/'  •*■>« 


roll  ur  in  t'.r  flare  tube  causes  the  core-shaped  shell  to  "v--rh""t,  ihe  boundary 
'  p-t-«  '~ **— *: ***~  the  ini®'”5 ~~  i-T ^  o  of  t'i°  s^'r*'l  tec  c^-— 

'••rr  "s  of  r-  o  "v.-'ul  at  ion  of  ash  around  th°  of  rourfe—erc0  of  the  jet  no“-le.  A  pcs— 

oi’:  ’  c  .  *  'hr  -his  may  be  the-1’  i-  ''c—ditions  c/'  high  ^  t"'  ■  an'3  ?  ~'ue'',t~ge 

of  oxygen  fuel  and  air  mixtures  trn x  hs’-e  already  been  burned  assure  continuous  ccr— 
~ •  s  ■L  i  or.  fro-  HI  through  the  rang  f* -a-  a t  I  and  to  the  11  area.  Separation  vertices 
ch — rust  a:.'-  cctaI,  circulrtienj  ~>r'  ignition  points,  A  and  A  are  displaced  dc.n 
th°  flow  path,  and  the  cirumf ermce  cf  the  jet  nozrle  stretch?'-  out  behind,  itself 
a  section  of  ■  irl.  "ind  oemnosed.  a  hi  ah  t  .-n'c^rohvr*'  fue**  a—"  s'  —  '"i-'tu— °  Ahs‘  has 

b'j.zn  0^  •  A  part  of  the  fuel  vanor  which  is  shot  out  ■“'ror  th°  jet,  wi th¬ 


in  this  small  l.irlwind,  3.6  cracked  in  a  coking  process  and  conceals  to  become  a 
kind  of  "c-’r'-cn  gruel"  which  changes  the  angle  cf  the  spray.  In  order  to  prevent 
the  ov-rheatinc  and  accumulation  of  carbon  which  is  mentioned  above,  it  is  pos¬ 
sible  to  change  the  cone-shaped  shell  into  a  hemisphere-shaped  "air  flow  guide", 
open  small  hole?  in  the  surface  of  this  guide  and  open  a  nurh-r  of  “up  he- •ent-ry 
intake  holes  in  the  top  end  of  the  flame  tube  (for  exan-le,  the  forward  section  o'3 
a  trurbine  jet  7  is  altered  in  precisely  this  manner).  These  small  holes  not  only 
provide  a  supplementary  supply  of  fresh  air,  but  they  also  blow  away  the  accumula¬ 
tion  of  carbon  at  the  same  time. 

If  thp  total  amount  of  intake  for  each  flame  tube  equals  G,  then,  the  amount  cf 
.gases  pasting  through  the  vortical  flow  device  arm'  entering  the  initial  level, 

(i  -  101:)  G;  the  amount  of  supplementary  intake  at  the  ten  end,  GkatiO&G  !  the 
amount  cf  counter-current  flow  in  the  main  combustion  apertures,  G,ot  (8  -  I0%)G  ; 

if  we  figure  that  G^=  ((0.4  ~  0.5)  G„,  then,  G0  =  the  amount  cf  secondary  gas  intake 

entering;  **ron  the  nain  combustion  ap'rtu-e.  The  nrir.cipls  is  that  the  overall 


amount  cf  intake  in  the  main  combustion  ar°?  of  the  forward  end  of  the  flane  tubes* 

2  +G^+G  j=  (?0  -  30"')  G,  which  causes,  in  the  area  of  main  combustion,  the  average 

coefficient  of  sidual  ras,  a,  to  be  slightly  larger  than  1*0.  The  counter-current 

'"low  spco-  or  the  axis  line  of  the  counter— current  flow  area  -.7  is  capable  of  being 

r 

estimated  on  the  V  "is  of  equation s ' that  have  been  previously  >di 'cussed,  If  one 
considers  the  case  in  which  there  is  no  amount  of  supplementary  gas  coming  from  the 
ter  end  (G,_  =  o)  and  there  is  also  no  amount  of  secondary  intake  gas  in  the  main 
■'r-'.'u~  * i c—  a -'~"4-v. ~e  ( G,=  0),  t^en,  due  to  the  er<*ect  of  ed  y  induction,  the  area 
-  ..  -  ■  *  ,  -•  «*--/-  rtill  '•'■rrep  e-  — g :  CT  -f  the  *’  C '  rCV,  ?  o  ~  •'  '  r  ’’ ,  Ik,  ~r' 

'  ~  r~  ; —  *  -  «*■  :  ■*'  1  />r-'"l=  ,  ■  ••at  amo’.r't  o"  c<  rwlation  is 


Gf  =  0.11 8(2 «Viia!i  •  pW.  fit*/*],  (6.62) 

in  t h'-  ne‘"  arcs  o'*  ee-burtfor.  (kg/"'  /.  V 


-  r»  £>  '  /  r* 


(Vr). 


'**'>•^1  p'  *  ev  '  C 


C.-«(l+/§f)[l.7S  4-0.75*1^ 


f'  +  r* 


rv'ii  -  a  t=l 


.  _  r.,4  --■‘n  :  ~  i_?r  •  ''ji'ora;,  hi  “h  entity??  flights  nt  leu  indica¬ 

ted  -re  'c*-)  it  ir  ■■“’"g  tc  ■‘"■mp  pn^'cv't  to  bp  — — o— of-rc.  T~e  main  c  embus* -m!  a-cr- 
-ures  sv-  ?.  secondary  amount  cf  gas,  G0  =  2rj  times  G^;  the  pos-'  ti~o  o'"  the 
K*!rT  ••u:‘  >h  a"£  opened  should  be  at  the  tail  end  point  of- the  counter-current  flow 
'“"'"•t9'  o-  ‘a.-"1’'' —  "i~c;  th»ir  ^egah  cf  penetT'-t;  on  should  be  HasO^K. 

Tf  thp  angle  "'l'  ir.""  "Ho "ion  of  ti-e  vo"tic-~l  flow  vanes  cf  the  vertical  '"lev* 

—%  •'  tu"  is  toe  g"oet,  end  ive  rotation  of  the  ring-shaped  jet  is  too  strong,  than, 
axial  flow  sp--ed,  ”,  is  too  low,  tho  amount  of  intake,  Gq,  is  too  small,  and  the 
counter-current  flow  area  i e  too  long.  In  this  type  of  situation,  there  is  an  exces¬ 
sively  rich  fuel  mixture  and.  a  scarcity  of  oxygen  in  the  forward  portion  cf  th*  flame 
tubes;  combustion  is  slow;  flames  arc  lonG,  end  efficiency  is  low;  however,  this 
condition  is  useful  for  reignition  ’and  r  conditions  of  higds  altitude  and  low  pres¬ 
sure.  In.  general,  &  should  be  chosen  so  that  it  is  less  than  or  equal  to  60°, 

The  conic  angle  of  the  jet  vapor  from  a  centrifugal  jet  nozr.le,  •  ,  ought  to  be 
somewhat  larger  than  the  angle  of  expansion  of  the  ar»a  of  counter-current  flow, 


(6.64) 


The  "vortical  roll"  in  the  wake  of  the  area  of  counter-current  flow  comes  from 

the  formation  of  a  high  temperature  gas  flow  in  the  area  of  violent  combustion  (  the 

flame  per.'-  cr  tip).  If  the  jets  from  the  main  combustion  apertures  and  ether  holes 

c»—i  r  J  ~  r  x  **  ■i/'  2." ^  C-  .  |  ^Vjr>  ■^•  ••5  eMnr  t>-rye  •*'—*'  f  ‘DS-'bi.  1. Z. *fc^r  'T  £*  ‘tVy? 

?cr.g  ar-5  ’'-in  "vcrtio'l  red's"  ir  vry  strong,  ard  the  turbulence  diffusion  is  very 
w»ok;  *n.-.^fr-rf  i*  ir  pcs  ~i hie  to  maintain  a  high  temps -a tu re  air  flow  right  down 
to  J-he  evhaurt  o"  ■‘•he  fL-,-,*  buhe,  forcing  a  "riot  s-oi"  in  the  temperature  field  cf 
+v>o  orha.net,  ar~  tb  ‘s  is  vop-  difficult  to  eliminate.  The  ■reason  for  this  can  also 

be  t~»oo-'  tc  the  fact  that  tie  angle  of  installation*  ♦  *  cf  the  vortical  flew  vanes 

cf  :v><=  vc oo.]  fir.:  :ovioe  is  too  large.  If  one  inserts  a  large  funnel  into  the 
-air  ocmbu~J- '  or  aperture'’  in  rrd-T  tc  conduct  gas'-s  ir.  a  fira^  direction.  (  as,  for 
evample,  in  r,  2psy  flame  tube),  then,  it.  is  possible  to  push  and  screens  the  eddies 
forward,  blov:  apart  cr  shorten  the  vortical  rolls,  lover  the  smokiness  and  improve 
"t prr  of*  y13.11  s "t. #  ^nc  p^c^ii  ■„ *r  •>  — — p  — »r*'-  -*■  ■'*- ~-v* v >*. *- 


of  adequate  dimensions  in  order  to  make  model  experiments  with  flowing  water  and  equal  Rey¬ 
nolds  rumo  rs  has  already  proven,  to  be  an  effective  technique,'  VJe  ought  to  erpl~'ir 
fig  o,12,  i«h  is  Vvt  an  illustration  of  the  f  . rm  of  a  ring-shared  turbul¬ 

ence  jet  adds-'  tc  an  eddy;  this  is  not  the  came  as  a  photograph  of  actual  air  flew 


Sec  11  Vortpu  Ct-ength  lumbers  and  Tests  on  rotational  Jots 


"’-e  — g»~; -s re..-’  -ehet f  —el  jots  a4-  f-o  e--haust  -f  the  vortical  flow  devices 
-nc-'u-'e  »*':>?  an  1  a -oar  o''  c—r  ier-cur-ent  flow,  and  it  is  possible  to  use  these 
+c  control  the  -h.rpe  of  H.an=>s,  ■‘heir  dimensions,  +heir  exothermic  strength,  their 
ef Ticieney  of  combustion  as  veil  as  their  stability.  Naturally,  it  is  only  possible 
tc  ac’-i^ve  satisfactory  combustion  capabilities  ’’hen  there  is  careful  adjustment  and 
cc '--'.in a.'1';. or.  the  conic  angle  cf  fuel  jet  vaperira* icr. *  »,  the  amount  of  sup- 
■  lener.tary  g-s  intake  at  the  top  end  of  the  flame  tubes,  1^,  the  positioning  cf  the 
mai-  flow  apertures,  the  penetration  depth,  B  and  the  amount  cf  secondary  g-.ses 
su-'lied.  However,  the  scope  and  strength  of  these  rotational  jets  gives  rise  tc 
a  baric  induction  effect.  The  ratio  of  the  r-te  of  flow  of  the  tangential  mom¬ 
entum  of  the  rotational  jet  to  the  -»+•?  of  flow  of  its  axial  momentum  is  called  the 
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"vortico.l  strength  number",  S,  and  it  represents  the  vertical  strength  number  of  the 
vortical  flow  device#  which  is, 

the  moment  of  angular  momentum  of  the  rotational  jet 
M tri  the  axial  impulse  strength  r.  the  radius  of  the  exhaust  of  the 

vortical  flow  device 


p(Pr)K'  •  2 urdr 


!  li  ^'2  '  j  Aplurdr  j 


(6.65) 


c  ^  u. 276* js-^'  *  ■  ] in  ov: 


".gar.ti'-l  velocity,  7,  of  tl 


^  •  X - t-  xv* 


exnaust  of  olie  voxtic'  _  fl  au  evice  a.s  '.’el"  ac  the  axial 


:  _o'.:  rp«co,  ..,  o.r. . 


Pressure  differential,  Apt  in  terns  of  the  principles  governing  their  distribution 
along  r;  only  '..’hen  these  ~g '.a: titles  and  princi-les  are  'nom  ir  i.  --  -ri'  1c  to 
integrate  equation  (6#f5)  in  order  to  solve  for  f-e  vo-ti-ei  rTrer.hh  run*:  -r,  1 

If  one  already  has  the  vortfc- 1  flov  ^e'*iec,  - it  io  ~o''":',lc  -or  •  ~. - •  •  - 

d«>t.a~~.ine  the  axi^l  i? — — <- ,  to  ,  -  y  -h<=  r;'" *'■<=-  rot?  tv — ;n]  5<-t  '  ~ 

its  moment  of  angular  momentum,  I-I  7ig  1.1>  f  s  ?-  if  •  vr-r-  _  •  •  •  r. 

sible  to  to]:  a  vortical  flow  device  a^a  irst'l'  :t  ir.  :  -  r 

and  to  install  at  an  ap-rerriete  dintxree  outride  If-  exhaust  r^rz r~  for- 

force  (for  <*rar,pl«,  -  -  -•  r—ing  rup^c fl"'.  ev  •• .  -  ■  ~.- 

c1 '  i4-  ~S  'Op-  »  -•  r>-  —'•*•£.  *V.e,  in-rlor.  ■C-'-r'e  T*  TV  oi-  ~  '  1/ 

'  “  — *  _  '  ‘  W-  v  ?  J  -•  1  ~T  f  *■-  '  •  - 

flow  device  is  ir.^tll.r-'  i-  tv^  e-hcr4  cy  ty?  ’-i--3  tur~el  ir.  th*  ?•  re  *  p-~  ... 

use  a  smc'-^h  'xuv'’  tt-nc  •« a'-  ■^•+>.er  ] ar”®  ^iamet^r  to  adjust  +o  the  "erode .1  " 


reduce,  he  r. 


V.  c>  vn.  “  -  J'  *  •  ■*  -  "i 


1  jet,  v’hen  it  erf  rr  the  round  tube,  possesses  e.  T-n-o’cy  f> 


the  mure  4”be  "c r  ~  y  it  ir.  its  rotational  motion.  If  one  t? f 


cy  er.gulnr  turn,  Tig  .  Ir.  rrhr  to  yurt  be  able  to  record  PecumTe 

eta,  one  c^n  install,  ir.side  the  after  portion  of  the  rovmd  tube,  ?  fence-lihc 
flaf c  that  "combs  out"  "he  flow,  and  this  eliminator  the  momentum  of  v,ot"+ior t  thus, 
m  ham  a4  point  -  o’-tride  the  exhaust,  the  absence  of  ary  tyne^  cf  flov: 

o""opt  4V,c  anfn?  f-l0’-'  sre-'d,  V-'j  the  J' er ven 1 5. a  1  flov.'  sne°d,  VatO. 

Considering  Pig  -,1?,  if  the  sto.tic  prc’sru'"e,  p,  at  the  exhaust  of  fee  vortico.1 
flov?  device  is  eq-ol  tc  the  pressure,  rpt  of  the  su-ro-mding  environmental  g.'ss, 
then,  Ap=  p- r£=  0;  vhen  this  is  the  case,  the  impulse  force,  IP ,  that  one  me -sums, 
is  only  the  ""te  of  ^hengo  of  momentum  pe"  second  of  the  jet  as  it  collides  with 
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tV'e  hlockiny  plate.  If  ore  assumes  that  pH'1  is  a  cuar.tity  distributed  evenly  alcnc 
the  radius,  r,  then,  or  the  basis  of  that  fact,  the  axial  impulse  force  is 


Mi  —  j'‘  pW 1  •  2 *rdr  -  *pW\r\  -  r?) 


(6.66) 


If  t'-'O  vertical  f ]  cv?  ‘evice  uses  flat  blades,  and  the  ancle  cf  installation, 
b  .  c -  - n  '•  e"? ^n “  'h^  ~*'!'Iius,  r,  does  rot  oharye,  t^'er,  cj,^?  one  sen 

i--  t'  _.t  V  =  W'«gd>,  ;  if  one  "^coynices  the  f'ct  that  pff'2  alone  r  de^s  rot 

'her  ye,  then ,  tins  nonent  cf  anyular  momentum 


ff  ™  |  pCFf)^  •  her  dr  =■  j  *  2rcr2dr 

■■  —  rj)  —  A/’  «g<A  *  s,-j- 


-(ff 

-fey. 


(6.67) 


■-fe) 

3  ‘ 

1-fe) 

T 

'Vcr1-' "i-*-;-  mv'cer”  '?  t'°  r\ry— charo'"'  vertical  flow  device 


(6.68) 


'v  r  >  - - ;  e  -  '’is;  si-rlified  rr>thed  cf  calculation,  it  is  only  necessary  tc  !rc..' 
the  inter:  or  and  exterior  .’'•-dii  cf  the  vortical  flow  device,  r^  and  r^,  as  well  as 
the  e^rle  cf  ir.pt,'  Hatter,  cf  the  hled°s,  4>  ,  and  it  ther.  b°ccnes  -possible  to  solve 

xVx r  *1-- .  ..a  ^ ^  ii..^ ,•  ^iV,  v, - **  pt  Ac  V£  r-V*r2?  J*‘',r" 

■A"<’  "  i- 

’.'.her  f"<v  '’Vertical  Everyth  number”,  5  ^  0.6  ,  this  is  called  a  '.’eak.ly  rotation* 

al  flow  in  v.’hich  there  is  present  only  ap  extremely  weak  counter-current  flow  and  no 
eddies. 

’her.  the  ’’Vertical  rtrer.yth  number”,  S>0.6  t  this  is  called  a  strongly  rotat¬ 
ional  flow  ir  which  one  can  find  both  eddies  and  areas  of  counter-current  flow. 
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?i£  6.15 

Dr.ririnrl  Mp- ourenent  of  Axial  Imr  1  se  Force.  K  . 

x 

:e  3.  '-'Ind  Tunnel 


2.  Plate  Measuring  Imylse 


Fig  6.14 


"h-neriment^j  Mf> a surener t  of  the  I-bnent  of  Angular  Momentum  of  Rotational  Jets, 

-1  '  c-tim  1  Flov  Devine  >.  "How  Corrfb  Hate  4.  Jind  Tunnel  5.  Torsion  Sal- 

i 

Dec  12  The  Influence  of  "Vertex  Strength  Number"  £  on  Aerodynamic  Structures 

i 

! 

$ 

('’)  ”’h‘=  influence  of  the  "vortical  strength  numher"  on  the  efficiency  of  the  j 

icnl  flow  device,  . 

The  purnrse  of  the  vortical  flow  device  is  to  "reduce  a  rotational  let} 


sim- 


ilnrly,  a  jet  tube  takes  the  power  of  lowered  pressure  and  turns  it  into  the  kinetic 
eneryy  of  a  jet.  In  the  interval  between  the  intake  and  the  erhaust  of  the  vortical 
flow  device,  1^2,  it  is  au^ropriate  tc  use  Bernoulli's  equation, 

[4L  +  -5L  +  /,  “  a  constant  ^.69) 

J  r  lz 

Che  '-in^tic  eneryy  put  cut  by  the  jet  every  second  is 


E  -  «  *0  +  «*>  (6.70) 

1  —  ■'*’*i f't"  ons  1  "cv^r  disinat°d  by  ench  ky  of  air  ap  it  flop’s  past;  if  one  assumes 

that  ydo^s  ret  chan  ye,  then, 


{*  dp  _  — (pi  —  Pi)  ss  the  power  cf  lowered  pressure, 

»  r  r 

4  -*  -  a. e-i.  >»•  th°  r"''pc5el  c^|aroct~rir~‘ os  cf  2 

v:r* -;y  wheel  huh  ~  ti'  'r>/r, )  in  the  vertical  flow  device;  = 

_ :  •  f.  t .  -s  a;:.’  ;.'  "  _  •  r.r  -  -  .h-  e**r.sv.sJ  c."  the  vortical  flow  device. 


Fi£  6.15 

' ,  The  Efficiency  of  the  Vortical  ^lov;  Device  Varies  With  Chan  yes  in  S  2,  Vortical 
flow  Device  3.  A  ha  dial  Vortical  Flow  Device  Capable  of  Controliny  ^ 


The  efficiency  cf  the  vortical  flow  device  is  *J»  which  is  equal  to  the  kinetic 
eneryy  pat  out  each  second  by  the  jet  divided  by  the  power  of  lowered  pressure  each 
s»ccnd  in  the  jet  or' 
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— CJT*(1  4-  AS2) 

s  .  ■— 

,  ^(P.  -  ft) 

r_ 


(6.71) 


?ic  f ,15  s—anhi cally  illustrates  the  way  in  which  two  types  of  vortical  flow  device 
efficiency,  vary  witl  puances  ir.  the  vertical  strength  number,  S.  If  ere  is 


:rr.  c 


**  t  *s  “I  fi"1  c«5  c5j  -^y>  rtyj  j 


r.c  c: 


.  j 


-  i 


* tj4  {  -  r-  - ....  v-  w.  ~'-o  verh'r!  f ’  tv  rovi»e  has  a  high  — rr*f  col  strer  gtb  r."  ■  *r, 

5  1.0  #  r,  —  e”iert  thpi  th®  ""•eduction  of  the  ree u i re"  '"•oT'5ti  oral  cr  spar-l  ;  lev 

s-io'fl  ye. >0  mires  a  her1"?  nr- soars  differer.  tial  (p^Po),  the:,  tc  that  extent,  the  ‘-in- 

— ■..-.-ty  ?-•  the  use  0*  —adial  vcrJ"‘~'l  flow  devices  v‘-iov'  e—c 

\y  nert’-o  lir.~  the  angle  of  ir.  stalls  tier,  4>  sc  that  it  is  eg— 
error;  ate  for  ei'''‘"','r‘:,nt  vertical  ei rer  gth  n ushers,  S,  it  is  possible  tc  ircreese  ri, . 

( 2)  The  influence  of  the  ’’vortical  strength  nunher",  ,  on  tve  velocity  fir''. 

The  larger  the  vortic'l  strength  number,  S,  the  larger  the  tangential  ocr- 
ert  o  -  ’-'locity  of  the  rotati  onal  jet  will  he;  the  smaller  the  axial  component 
of  *•*“ ; '  ’  .  ",  i~,  tve  larger  the  angle  of  expansion  of  the  jet,  2  jp,  will  be;  the 

stronger  the  o'dies  are,  the  larger  the  diameter  of  the  eddies,  a,  will  be;  and,  the 
larger  the  amount  of  gas  which  is  induced  to  roll  up  hr  ''rr.rSs,  f-c  more  vici«>r*  *'  : 

•’  if fv3ic~  0 r  x  '  ®  turbiO  ert  flow  and  the  gr^-ter  thn  aro’T!'1'  of  energy  that  is  dissi*n  — 
t n.~  «  -  ■  r '  *  sc  ■>-?- the  various  common er.t  w‘.  ociti®r  ir.  the  js  +  "  cv  — 

-adial  v«lo/'ity,  v;  J"’" — >— 4’ial  velocity,  v;  axial  velocity,  v— »  all  b®ccm®  at¬ 
tenuated  and  rrdv.oed  along  "hr  y  axis  ver y  cuichly.  If  one  assumes  that  x/d  at  tne 
exhaust  cr  the  "-rt'o-l  flow  device  is  eou.al  tc  0,  then,  the  three  component  veloc¬ 
ities  on  the  cross  section  are  un  v  and  wn;  further  down  the  flow  stream,  for  a 
different  vcluc,  x/d„,  t  e  maximum  values  for  the  three  component  velocities  on  tne 
cross  see -tier  e.~:  v._,  and  v  .  fig  f,l6  graphically  presents  the  way  in  vhier. 
exrerimertal  rep-  -urenents  show  the  attenuation  and  reduction  of  the  three  ccmpon°r.t 
velocities  alone  x/d.  The  threp  vortical  strength  number  curves  arpi(J)  S  =  0,<7» 

®  S  =  ~.94,  and  <D  S  =  1.97. 

(j)  rh<-  influence  of  the  "vortical  strength  number",  S,  on  the  dimensions  cf  the 
?■**<•>  f>  r  **  CZ'*~  t  t  ft  cv*  t 

?ig  4.,  17  shows  that  the  larger  is  the  vortical  strength  number,  S,  the  larger 
the  dimensions  cf  f-  p  area  cf  counter-current  flow  v.'ill  be.  ’.‘Tien  the  secondary 
amount  cf  air,  Cn,  is  a^ded  fo~  the  main  combustion  aperture,'  and  the  penetration  of 
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f  -.r-  current  yio;;,  L.  n a:  ~.:i  'cr  ?sr.  a"  no  shorter.  the  ar~?  of  ''o"rtr'"-'"'r 


fS,  -  0.78,  S,  -  1.04,  S,  -  1.43) 


Fi~ 


Tic  6.18  ^r,*,hirgTly  shov.’s  the  situation  of  distributions  aienc  the  radius,  r, 
p'1  th«  three  ccrpcnent  vectors  of  velocity,  u,  v,  and  v:,  as  well  ar  f.  e  static  pros 
sure,  p  when  these  quantities  are  measured  from  a  cross  section  10cm  down  the  air 
flow  from  th°  vortical  f1cv  device;  this  Tie  pr- certs  these  distributions  for  the 
case  in  which,®  ,  there  are  no  flow  guides,  and,  <JH,  '..’hen  flow  glides  are  present; 
all  the  empirical  m~r.''urements  taken  to  construct  the  grsvrihs  in  this  figure  were 


taken  assuming  the  same  vortical  flow  device  and  the  same  vortical  strength  number* 

S. 


®«.!S  <D*rW#,*M«T»  *-10e« 

tt®±= t  i&¥&  *■  #■*«« 


r'  e  ^istribi’tionr  Along~he  'ad.r'us,  r,  of  the  Three  Component  Velocities  and  the 
FJatic  Treasure*  p,  as  ?>■  —.-.red  or.  a  Cross  Section  x  =  10  cm  Down  th°  Flow  Stream 
rrcm  the  Vortical  Flow  Device  for  the  Casos^j^'-Thm  There  Are  Ho  Flo1..’  Guides  ard^*^) 
..’her.  Flow  7-uidos  Are  Present 


DiarF'-r  7  S'-.o-'t  "  ; rover--;  or  of  the  Theory  of  Jets  with  Basic  Bcuations 

C'C  1  “*•  ye ’ erg  T?  mmeters  cf  Turbulence  Free  Jets 

Fig  7, '.  s'Mo’’c  a  two--5!’ er.rional  turbulent  free  jet  form  with  a  width  =  L»  a 

v r- •  *  =  2h_,  arc  an  amount  cf  f1  ov  -ut  out  b->r  a  narrow— crack  jet  =  G  ,  That  is 

'  c 

e  rr‘"r  jox  f "  e'C'cse5  cf  "one '-er eous  .~oses  which  are  excelled  into  a  space 

■•r‘thcux  h- hind " or  ''em1  et®ly  stomed.  Tie  uniform  speed  cf  the  jet  when  it 

1  -  -  jusx  '  oft  xh“  jet  rcrTs  =  u  ,  The  nanimum  flow  speed  for  each  of  the  various 

o 

o"c"“  sections  on  the  axis  cf  symmetry,  x*  =  u  ,  The  initial  momentum  flow  rate  cf 
a  stable  jet  at  the  jet  nocr.lc  =  K  ,  The  jet  induces  the  surrounding  gases  to  roll 
back  on  +h*»n selves :  it  indue®?  turbulence  diffusion*  and  it  induces  the  cross— cur¬ 
rent  exchange  of  ma.se,  momentum  and  energy.  The  farther  out  one  goes  from  the  jet 
norTe*  the  more  numerous  am  the  surrounding  gases  which  are  pulled  along  by  the  je 
and  the  smaller  is  the  amount  of  energy  contained  in  each  unit  of  mass.  Therefore, 
the  -width  of  the  jet,  2b*  is  quickly  enlarged  and  expanded,  so  that  the  axial  flow 


speed,  u,  for  the  various  cross  sections  are  gradually  reduced  to  lower  values, 
the  basis  of  methods  for  the  investigation  and  measurement  of  flow  fields  by  making 
them  visible,  it  has  been  discovered  that  jets  can  be  divided  into  an  "initial  stage" 
and  a  "basic  pattern,  stage".  The  area  between  the  exterior  and  interior  boundary 
lines  of  the  jet  is  called  a  "turbulence  boundary  layer."  V'ithin  the  bo  mdary  layers 
large  amounts  of  turbulence  flow  cause  pulsations  in  the  masses  of  gas  so  that  they 
■rib  agri" si  <=-  oh  cth*r  at  a  high  frequency  and  a  high  spe°d  causing  friction:  the 
viscous  shear  strc-es,  rT  ,  i?  nuch  larger  than  the  corresponding  shear  forces  cf  stres 

.  -  rasr  c_.  ;  j  .  -  —  •  j 


•  ch  rih  r  snootily.  f 

Voun  *  ary*  lay*"  vi-ccrlty,  M 


zz  '■ =  r  muri  as  s  eve  ml  h’^nd^d  tines  larger.  The  ~~r‘ te  cf  change  of  the  turbulence 


sh»ar  s  x  i  e  c  e 


rr  ,  in 


soctim  C9rr/Sy)  has  a  oec'siv:  influence  cr.  the 
ti.c  o.-'.'al  flow  sr.-*»ed ,  u,  along  y« 

:rle  tc  the  point  where  the  boundary  layers  ccr.e  tego- 

he  flew 

s-nc.-'i?  at  the  various  crcs'  secti^s  of  the  com  cf  the  jet  are  all  epual  tc  the  uni— 


-'■-.jr  is  ■‘he  Initial  st'  g->;  it  is  also  the  length  of  the  jet  core,  s^. 


;m.  value,  u 


f  one  trV 


the  ~'c  external  boundary  lines  and  extends  them  in 


the  cr-csit-p  direction  tc  the  eur-ent  flow,  then,  they  will  intersect  at  the  origin 
called  the  point  spring)  0.  The  distance  from  the  origin  point  to  the 


■  “  r  = 


!h;  -eculiar  char  o J  z.  a  xvrbul ence  free  jet  is  this—  the  axial  flow 

• — -“cr  i"'»  I*  '  sic  •oat.-' err  ete.ge"  at  various  cross  g°cticv'S 

has  disxrihvx; or.s  along  y  which  a^c  all  r-cv°m°d  by  similar  principles  cf  rules; 
no  .1.-  h-”e  re  —  fori rrr.  1~  tc  the  Heyncids  number,  He.  Ieoh:-'  ~  ?•*  it 

■r— o7”  x"  1  — '■  i'*1  x  c ^  ***."•'*  a  -  y-  -Vmory,  u  *  s  a  rendoT^  '^nria'rle.  In--  1  ocati^r. 

of  the  ■'•arious  individual  tv.-'hulence  air  masses  changes  randomly;  however,  vnen 
cne  is  m  ■—•r 'rg  the  **vp-  g-  -phioc  -•  -  !,p  largp— scale  collective  movemer ts  of  tua> 
>r  «c  air  :  h.  r*.,  :‘t  p;  • -i'-lc  tc  'mow  the  preb*  bility  (  that  is  tc  spy, 

h.-v.:  big  the  aha;. ccs  arc  cr  \:haJ  ah-  cscibility  is)  for  the  appearance  n  at  - 
cere. tin  set  o"  cc  -rllr  at°s.  iJ*  »'«*  an  he  ox  as  the  axis  of  symmetry,  i  y  tc  be  tne 
horizontal  coordinate,  and  the  atrial  flow  speed,  u,  to  be  the  vertical  coorainate, 
then,  or  the  basis  cf  measured  data,  it  is  possible  to  draw  the  distribution  curves 
/*or  distributions  along  y  for  the  flow  speed,  u,  for  different  cross  sections,  x, 
from  the  jet  nozzle  on  out  (Fig  7.7  (?.')  and  Fig  7.1).  These  curves  are  all  similar 
fav.psisr  nr"nal  distribution  curves.  The  jet  nulls  cn  the  sum^r.ding  gas^s  and 
r.okes  them  roll  up  on  themselves  along  at;  it  also  increases  the  amount  of  common 
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pas  flow  an-  reduces  11;  therefore*  the  common  gas  flow,  C>C*.  Hie  jet  expands  and 
revelers;  however,  the  axial  momentum  flow  rate,  M  is  almost  maintained  uncnanged# 
At  any  given  c-os s  section,  x,  the  coordinate,  b,  of  the  determined  u  *  %  u^ 

rep^sents  half  the  width  of  expansion  of  the  jet;  the  angle  of  expansion  of  xhe 
jet  =  2«.  If  one  takes  (y/b)  =  n  to  be  the  horizonatal  coordinate  and  takes  (u/ 
u  a  f (  T)  )  to  be  the  vertical  coordinate,  then,  the  flow  speed  distribution  curves 
for  different  cross  sections,  x,  are  all  induced  to  become  a  n en— dimen s icnal is ea 
curve  as  shown  in  Fig  7. ?  (b).  This  is  precisely'  what  is  known,  as  r  wav-  fern,  self- 


lie  black  dots  or 


6i'rT>'r,z*.ir,}9'y‘  ■ 


theory'. 


ta;  the  ■'ontinuous  curve  is  figured  out  on  the  basis  of  Tollmien 


S»c  2  ri  rv.  cT  Turhuler  c?  JVfcs 

"ithir.  the  basic  cr  S'-lf  patterning  stage  of  a  turbulence  frre  jet,  Ahe  fl-w 
spend,  temperature  and  concentration  at  any  given  point  all  behave  in  the  form  of 
irregular  pulsations.  Instantaneous  parameters  —  average  time  parameters  +  pulse 
na’-ameters.  If  we  take,  as  an  example,  a  two-dimensional  jet,  then, 

U,—  0+u'  V  —  J  *+■  ▼' 

The  average  time  value  for  the  amount  of  pulse,  u*  a^'-''  v*  are  bc.xb  eov~i  to  "a?z. 
Accor5 to  th®  Prerdtl  theory,  on  the  bar's  of  the  concept  of  the  fr°e  movement  o'* 


-  -  —  r.v«— ■ 


v.a  r  C  r-nr£>l "  n"  J 


ravel  of  ire  rur^ua  cc  mar  ron_c5 


i~  e""0  “W.  orcor  f 1  ov;  "ixi ng  d".  ri-rce,  1.  If  ore  measures  the  pulse  flew  sp°ec, 

u1,  ?’■’ d  the  ev»‘”.ge  time  fix.'  gre^d  g-vdier-t  {jditijdy)-.?  then,  it  is  possible  tc 
'°ig‘.ir:  ovx  the  r.i-ing  distance,  1,  as  fellows: 

•  -•»<**  5  ir  —  nr** inn t- 1“  o~ual  tc  thc  miring  dis--r.ee  tim°r  the 

'l—„-  - — ti^nt,  v  ich  is  approximately  egual  to  u'as/(dn/d>)  (7,1  j 

According  tc  t"  e  ccrcepts  cf  elastic  dynamics,  we  can  imagine  that  the  turbu¬ 
lence  gas  bodies  are  stretched  out  in  the  x  direction  due  to  the  influence  of  -.he 
p'-.lrr Ji'ns  and  shortened  in  the  y  direction  for  the  same  reason.  This  works  both 
ways,  ’'lierefore,  the  pulse  flow  spesd  along  y,  v* ,  and  he  pulse  flow  speod  along 
r,  u’,  a~e  directly  pTpo-tional ;  however,  the;'  have  oppostie  signs: 


— v'ocu',  — V  at  /(da/dy)  (7.2) 

Ir  si^e  and  o"xside  the  bomi-ary  layers  of  turbulence  free  jets,  the"e  are  no 
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Fig  7.C 

:f  ~i?tri'nutions  Along  y  of  Jet  Speed,  u,  in  a  Bwo-dirennie 
Letarc"  From  the  Jet  TTornle  Tollnier  Theorp  C^l culaticr 


solid  obstacles  to  hinder  gas  flow  pulsations;  therefore*  it  is  possible  to  con¬ 
sider  the  nixing  distance*  1*  tc  be  constant  in  the  y  direction. 

resides  this*  f^om  Fig  (7.2)  (b)  it  can  be  seen  that  the  ratio  of  flew  speeds 
for  various  cross  sections  of  the  basic  pattern  cr  selfr^patteming  .stage  (u/u^) 
follows  the  pat-em  curve  of  the  non-dimensional  coordinates*  n  =  (y/b)  i£  a 

probability  density.'  curve  for  a  Gaussian  normal  distribution.  Therefore*  it  is 

« 

possible  tc  recon gnise  that,  fact  that  the  mixture  distance*  1*  fer  different  cross 
sections  cf  a  two-dimensional  point  spring  cr  point  source  turbulence  j^t  a~c  in 


:rcr 


T_e_-  •  •  j  +v  ^ 


'c  err: 


l  »  pb,  ft  ■=  Proportional  constant  (7.3) 

Trend tl  assumes  the t  the  rate  of  emersion  and  d. m1  e  1  c men t  of  the  half—' vidth* 
~  the  turbulence  bodin' nr’;  layers  is  in  rrerertior-  tc  one  he  ricor.tr.l  pulse  flow 


spe«d,  v1 *  as  follows: 


f-  £<•• 


(7.4) 


The  flow  sp^ed  gradient  cf  the  various  cross  sections*  (da/dy)  is  proportional 
to  the  height-to-width  ration  (u^/b)  of  tv>c  c  ■  r~'-  <■' •’  •  tribution  curves  for  these 

cross  sections,  u  -=  (dx/it'),  uocu,.  ;  therefore,  equation  (7»e)  becomes 


as  constant  •  b  •  (n./i)  constant  •  u.  ^  ^ 
( _  4b  dx  db 

1*7  ■jr"*“co"stant-r«-  <7.6) 


If  one  compares  equation  (7.r)  to  equation  (7.()»  it  is  possible  to  determine  that 

ib 

—  =  a  constant 
dx 

or  b  =  Cr:  (7.7) 

Fig  7.3  shows  that,  in  the  basic  pattern  or  self- patterning  stage  of  the  jet, 
if  onr  connects  the  constants,  (u/u  ),  for  the  various  cross  sections  into  a  straight 
line,  then,  that  line’ is  the  radial  line,  t*B“  (y/*)  *  which  starts  at 

the  point  source,  0,  and  moves  out  at  r  constant  angle  of  expansion,  a  • 

The  conclusions  in  this  section  a~e  also  appropriate  for  use  in  the  self-pat- 
■‘■err.i  g  s'r^es  c'’  the  axi-pm-metric  flow  fields  of  round  jet.  norzles.  All  that  is 

^7 


necessary  to  mahe  the  transition  is  to  channe  ?fc  into  (2r  )  and  y  into  (r). 

o  v  c 

Sec  3  Gaussian  .formal  Distribution  and  Probability'  Density 


'..11011  one  is  -oing  experiments,  one  measures  a  certain  physical  parameter  n  times 

these 
Les 


•and  obtains  the  - r ta,  sit  s0,  s,  ...  s  .  Phe  averse  arithmetical  values  for  these 
1  •  p  n 

data..  <  ■■  1,2,  •••».  ,  have  the  hiafrest  probability 


an-  a  "a  olcs°~t  to  the  a etna  '  v-lne-  of  the  na 


DO'7  «  UllG  j.v 


p-^as'.'.rc "■■="* *t  -r'n4  -  ^ . -A.#  r.en  th**  rirtriV'V.ti^:-  i**t.'^**al  c:~  ^rror*  A»i  f  ir 
enough,  a;:'  roe*  sur-d  values,  s,  which  fall  ir.  the  non  go  bog.  'oen  ^  and  iy  +  Ai;  arc 

not  -i3”c  r'T!a"cus  than  1*  then,  it  is  possi'f1  o  to  recegni-e  the  following: 

r.en  the  error  is  n  ,,  the  probability  cf  the  me-uir^d  value,  s^,  apnea  ring  is 

&\  =  /(tjOAtj, 

hen  t- °  er-cr  is  ’i  0,  th®  prcb*»bil ity  cf  t'->e  m® '.surer.  value,  sot  a-paarin g  is 

&i  =  Krl2)&rlt 

*t  c  ir  n  #  |  iV:c  Jba‘  v^ltioj  s ^  n. ~ "^zrir. ~  ■  r 

1 

-  ir  n  >  •:  probability  cf  the  measured  value,  s  n  -  r  -“.ring  is 

&.  =  Kv»)^V. 

f (n  1  is  "a!  1®'  t;  e  proh'  Vility  -ity  p*-- r -  • -  ■-  ,  ^cronal  rirtr'-vt' c~  -  “  e — 'c~. 

rat  is  meant  by  this  nerra!  diH"ib?tior.  is  that  the  op  -  ortunities  for  th®  a--  -=r- 
rcc  o'  or:-'?  error-"  r"'  gr-  t.-r  tVar.  the  o  "po  "trait !  ~  'or  the  arpea.rar oe  o'  '-rgc 
errors,  and,  ai  t-'c  poo_"t  v he  —  e  ij  —  0,  th®  -crab-1--* ' -i density  — ^ ''Ob'--  its 

nariuur  v-iuej  tr.®  frequency  of  c g;  o  ”tmi tier  for  -  e-r^onrance  of  er-’ors  "hi ch 
are  ®fual  in  magnitude  but  have  opposite  signs  arc  the  same,  which  leads  to  the 
ract  that  tre  probability  distribution  in  c-u^stion  is  the  axially  symmetric  curve 
with  ij  —  0.  ’  -s  — -*nh**h  1 5 f~*  r r  *thc  a  *■"">0  ur-nce  of  -r.  o'"— or  -  ’-i  ch  i -  of  ma'-iru-  v-^uc 

a  siyn  is  unusual ly  small,  that  is  to  «*~y,  :/(±oo)-*-0.  . 

-°o au s c  cf  th-*  /’-ci  thpt  e-eh.  cf  the  virions  m°-sur°ments  ar»  taken  cf  mutu— 
al'y  unrelated  events,  tho"efc"e,  the  total  probability  of  the  simultaneous  appear- 
ar.ee  of  th*  various  tyi-vs  of  measurement  errors  is  the  product  of  all  the  probab- 
'•liti--: 

&  "  KvOKfli')-'  •/(?.)•  *  •/(»?.)(  A?)*  (7.8) 


If  on®  takes  the  logarithms  cf  th-  two  sides  cf  the  °euation  above,  then,  one  obtains/ 
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ln^  —  4-  ia/(ijj)  +  ••• 

+  +  nln(Ai)  (7.9) 

Sine<=  the  aver? re  arithmetical  value,  A.,  is  the  maximum  probability  of  appearance 
of  the  measure'  value,  then,  In  &  should  have  a  maximum  value,  and,  differen  tie  tine 
over  A,  equation  (7.9)  oupht  to  be  equal  to  zero,  Ah  is  unrelated  to  A.. 


rf(ln^)  _  d  in  Kvd  djfr  +  4  In  Ky,)  4> j, 
dA  di)\  dA  dt]2  jjA 

4-  . .  4lk.  g  Q  (7.10> 

.  . ,  „  .  . ,  x  — <4,  dy./dA  •*  —  1 

erav.se  of  the  .  r.t  that  ' 


df(yy)_  +  dlilkL  4-  -  -  -  4-  4K.Ui)  _  o  (7.11) 
dy\f(y\)  drjitii)  dij.i(ii.) 


If  one  assuror  that 


<Kh.)  = 


dj(v.) 

dtl.Kt],)  ’ 


1,  2,  •••» 


(7.12) 


therefore, 


then,  equation  (7.11 )  con  be  written.  in  the  form 


4>(ij{)  +  «f>(H»)  +  •  •  ‘^(» j.)  *  2  *“J®  ^7.13) 


•  - 1 


A^ro-r'inp  +c  the  metho'’:-  us.-d  for  sclvirr  d:  f ''-r'ntia]  equatin' s,  take «♦(>}<) 
ar.-'  r-"r  ont  it  i  the  ftrr.  -m  «*:*  .".or  tiaT  series 


4>(hi)  “  C«  +  Cnj,  +  +  C^J  +  *'* 

♦(hj)  —  C#  +  C^,  +  C,^  +  C,^J  +  ••• 

*(»).)  “  c,  +  C,1J.  4-  Cjiji  4-  C,»£  4-  ••• 


Prom  equation  (7.13),  we  obtain 


2  *(h<) 

<»i 


•  * 

«C,  4-  C,  2  !!•  +  Cj  ^  H* 
f.i  i*i 

+  Cs  2  H'  "*■  •  **  —  0  (7.14) 

<•1 
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It  is  necessary  first  to  sa+’^fy  equation  (7*1?)  and  then  the  various  Quantities 
in  equation  (7. 14)  will  be  equal  to  zero*  and  the  constants*  Cc*  and  so  on  oust 
all  be  equal  to  zero#  However*  from  the  definition  of  an  average  arithmetical  value, 
it  should  be  true  that 


2  *  -  2 (*>  "■  'O  •  2 «*  — nA  -  0  C7.i5) 


(-1  .«! 


In  equation  (7. "14),  the  footer  of  C„,  2^'  is  already  erual  tc  zero.  If  t*-'c 

i  *  1 

numbers  an*  rrh!  riylied  together,  and  one  of  then  is  equal  tc  rxrc,  then*  the  other 
one  cannot  heir  "but  bo  equal  to  zsrej  therefore*  it  is  net  ne^-  '°'.ry  for  to  b- 
equal  to  zero,  because  of  this  f^ct,  from  equation  (?.t^)*  we  can  obtain 

"bon  •••*'  solve  for  the  ir. t'-'-rnl,  obt'in 

In  /  (•))  -  i  C>’?1  +  InK,  or  /(,)  -  Ke*"  "  (7.16) 

.  2 

'.’hen  7“0.  f(r )  reaches  its  maximum  value*  K;  when  »?-•  ±oo, 

“he  -e from  equation  (7*14)*  we  hnev  that  C,  must  have  a  negative  value.  If  we 
ar~ur«  the  t  q  C„  a  -  h~,  then  *  we  obtain 

/O?)  -  K,-*V  -  tf  e*p  ( -*y  )  -  (7.17) 

Accenting  tc  the  "ha'*'>.ct'‘ris“3eo  c0  a  Gaussian  normal  distribution*  thc  irte'-— 
ral  of  the  probability  density,  f(ij)  ,  between  ±00  ought  tc  be  equal  tc  1,  And,  if 
-‘-  ■r'  of  a  cc,rtpir'  n^'  ~v,."'vv‘1  *>c'”ornct.'^r ,  s,j  is  cor ri -1 ere5  to  always  be  sign- 

l.<*.’.''ant,  then*  the  rrc*- '  "  il  1  c/'  t of  the  ya^aroh-r  is  «qnal  tc  1 .  ax 


it  will  c''-^t'..in'y  ann*-r: 


^  “  £  Kr~*W‘lV  -  1  (7.18) 


If  vo  assume  that  Aq  »  x.  dij  — <  dx/h,  *  then,  because  f(n)  ar>d^««0  are 


auisyrretric 


2  AT  r  e-**—  -  —  .^-1, 

A  k  2 


therefore 


K  -  -7= 
•/  *’ 


Ihe  probability  density  function 


K^>  -  ~j=  e"*V  .  ,  -  0,  /(O)  -  ~£=;  (7.19) 


h  =  the  accuracy  factor  which  det' mines  the  elope  of  the  probability  density 


curve. 


If  one  assumes  that  "  o-J~2*  *  then, w  =  the  "standard  deviation "  or, 

as  it  is  also  called,  the  root— re-n— square  of  error  or  deviation  "hi oh  t- t-vir - r 

"*  ’’’  t>  '■'•O'*  3 **  -*MAVpV-  ‘  -  x-'  Z  *•*•♦*•  /r  J  V*  p  ***•  "*"*3  "'’’ty  r r>*1'  ^ 

distribution  of  the  ’>rcb»bility  density  function  is 


1 

cj T 


Kn)-  — j==€-^' - (7.: 

cry  2s  <ry  2*  ^  2ff2,/ 


If  •••'»  t •.]:*>  ”  =  hn  an-'  substitute  it  into  equation  (?.ty),  th®n,  it.  is  possible 
:in  !  •  Z"-i‘e-  '  o':--1  in.  -o  <?"  -or  or  deviation  function: 


Sec  A 


-7=  P  e-'dx  -  erf(A»;)  (7.21) 

y  m  •'* 


Baric  "Equations  of  Turbulence  Jet  Fields 


To- '• r rr i - p  xh-  case  -f  a  j»t  vhich  is  viscous,  compressible  and  composed  of 
f;*— ~"r"  - i-  -cir  p  irp-ftl  ir+c  an  unlimited  space,  if  the  Heynolds  number, 
"C-,  -c  '"".r'e  ''“V.',  n"' .  i  ■"  c  posoibi0  to  -,'o-,orniro  Ahat  th®  flew  of  ms-'v  is  div— 

I-’"*  i-tr  1  ayero  or’  r-1  ity'pc  vhich  lea.ds  tc  P  i*~tya.r  f  1  r..\  If  ve  p.r -u«ne  that 'V  = 
the  ■"■nctor  cr  flow  s->ee-,  ^  ~  -  >3  «<-  n  j  ty 1  ^  —  j-v...  ■'sr-’-^ar  3Fo'.',  p  — 

pressure,  an-  ve  igncr®  Gravity,  then,  th*  vector  form  of  the  n-cim-r  -icnal  Stokes 
equation  is  <-ir ‘  1 or  -*■-  cnua*i-n  (pfj1},  cr, 

P -£L  -  -Vf  +  i-fiV'(V.V)  +  mV1  •  V  IN/m’l, 

3 

,  (7^2) 

In  actuality,  turculenr"e  pet  fields  are  large  and  small  vortical  masses  rolling 
c‘,rnT  ~ ? ch  ~r ? 2 TV**?  crj1  ^o-n7*c per ass 

u  —  0  4  o',  *  ■»  f  4-  V,  w  —  #  4-  w',  f  m‘t+  p’t 
T  —  f +T,  p-;  +  p',p»-pu  +  (pu)' 

and  sc  on. 

Because  of  the  fact  tha*  the  vcrti.crl  masses  rub  arninst  each  other  producing 
friction  and  excessive  "turbulence  flow  stress"  (  normal  stress,  <r,  and  shear  cr  tan- 


gential  stress),  the  tensor  for  turbulence  flow  stress*  II*  has  a  nutual  correspond— 
ance  with  the  tensor  of  the  average  time  value  of  the  product  of  the  pulsation  vec¬ 
tors: 


®»  **,  T«i 

II 

Gy  *ya 
Xwm  <Tm 


— (pu)'u'  — (pu)V  — (pu)V 
—  (pv)'u'  — (pv)'v'  — (pv)'w' 
— (pw)'u  —  (pw)'v'  —  (pw)'w' 


v  the  n -dimensional  n'’'.'?L”is  for  a  turbulence  set  flov  field*  one  should  in— 
clud°  divergence*  ^  •  II*  of  the  tensor  for  the  turbulence  flov?  stresses  (  also  called 
3pyncl~o  stress-s),  that  is, 

p  =  -vp  +  pvJ  •  V  +  i-  pv  •  (v  •  V)  -  v  •  n 
Dt  3 

(7.23) 

If*  in  the  combustion  chamber*  trie  flov:  spe^d  is  not  high,  y  ^  60  (m/s),  then* 

Jr  simplify  manipulations,  it.  is  possible  to  ignore  compressibility,  that  is  to  say, 

-  =y.  constant  and  does  not  change;  ir  such  a  case,  in  equation  (7»25)»  -the  quar- 
i*y,y.y,  which  s tends  for  the  "divergence”  r f  the  flov:  field,  is  equal  to  zero, 
to  s  "--ctj  t"e  pp-'v.'-.*  -■  -  a^ii'-tior  for  a  tvr  v"  wco  i  et  flov  fi-ld  which  is  nc~ 
c c"  res-ible  and  ha*  m  **•  iv- lent  viscosity  car  he  sinnlified  to  read 


p  +  pV  •  VV  —  — Vp  +  pV2  •  V  —  V  •  n  (7.24) 
dt 


Tirin'*  a  "e^tj. linear  "  m  r" ir  °  •~ysb=r.  in  r *  y*  and  s,  if  vre  take  the  averrge 
time  velocity  ncr,g'-ror'tef  u.  v,  err  vT*  and  ad*  them  to  the  pulse  velocity  components* 
u',  v’ *  and  v* *  and  use  these  components  to  replace  the  instantaneous  velocity  oom- 
v,  *rd  *.<•  t"  ®n.  •  — ”■  tkr t  th°  qra—’ o  viscosity  of  ’’arinar  flow*  ** 

•=«  (p/p)  *  and  v’c  em  -qur-  tier-  ir. to  the  three  equations 


ao 

+  « 

da 

1_ 

9£ 

a/ 

Oy 

0* 

P 

dx 

+  V 

(«*+ 

V8*2 

djn 

8y2 

d*V 

®  + 

\0*  dy 

a? 

4-  0 

.*4-1 

M 

0: 

0* 

dy 

0* 

P 

dy 
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1  ... 

t 


/  :  J  Q  »  *  ; 


cea/ay) » (eo/ax),  (ar/a>) » (ar/ax). 


. _  I  -  --  .  ■  t  -  '  N 


+<|i 

dz  By 


_  .1  J>£  +  .^5- - — 

p  dx  ^y1  S* 


p  dy  9y 


do'y' 

dy 

■  <7.27) 

(7.28) 


0°  +  Jl-o 
ex  ay  . 


(7.29) 


f  f  - 


.'','n9 ^  *  ”'v>  * 


0  -r~"  :•  — • 


•  o  ay"’*  - 


f  -  ?.  -  p* 


r  *  r*  *•  „  .  j.  •  ^  - 


•—  =:  o'*g  •■•=  cr^ir- 


urn 


162b 


RV;.-o  -~r-  e-J>S+.itVL*C  1*  i" 


,  .  „  f  -»  ^  ■*•'•  r»>~  « 

>--  p'-ms* "'j  v  ,  »  *  /  ?  **  •  * 


,as  +  ,e»__i4!t  +  va-f2 

~S  a,  tit  v  •» 


i  cr-V) 

Ox 


(7.27)  (a) 


--  : 


/  V)  - 


■^atT* 


x-  "  v  ~i 


"-.re »  .  ’ 


—  -  r  r'~  , 


r  do  .  E  9u 

6a7  a^^ayV'-a,/  p  e> 

„  J_  A  (rt  +  r,) 

P  dy 

c;-.^r  "cr--,  *rr  rT-r„-  -pZ? 

-V^i.  '*  n--r*-,  »l.  -  -6  - •-  '  .  „ _  T  n—T 

->..  ft  _ 1  "■'  V  r  t-  -  »  (1>  -■  '  - 

-  -r  pp-  ;  :v  * 


_L  JL  (  u  —1  +  —  ~"( — PW'v') 

p  3v  V  8W  P  o> 


•*';>-«'  00. ‘ 


j.  j.-.  j-v-  r*"* -r-  ~e  c 


fcrro»  t  t# 


nclccu?. CR.  **-  .  ..  ,..,v'  „se  V  _  to  rerrsser t 

j-r-,  •'•  our  diroursicr  o  —  •~J  -  -- 


♦*S  t*-  v  f  — *  — 


xp-i-.e  *c  r: 


J- >■»>’-  ■  in- 


-  t*  t'  *  r^rr;.  s 


^  t_  Jo  represent  r-"'-  _=”" 


r-  ,,.  -v'r,  v-m  r.c  'trc-~ 


-■••-V.-'.we  c^n 


obtain  the  basic  equations  fcr  ?  T-- 


-:v.rc?,  r.rr. 


- 


'r  r-  ,  “1  fN»1  .  T  O' 


*1  Cv. 


du  .  ,  d«  „  JL  ?£z 

“  a*  +  0y  p  ®r 

#“  +  ®i-o, 
dx  a  y 


(7.30) 


(7.31) 
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"#+,S ‘"to'’ 


■  a  pjy ^T‘ 


»  -  "■  n  rv^  r*  p  •'•»r' 


when  >  —  0,  u  —  u,,  v— 0;  when  y  —  oo,  u  0, 


therefore 


I-.; 


*-> o r ^ -v»c ,  *H*ro  r,‘"»5>.v%‘rf  t.h^  ler*t  si.o<?  or  ^cua/tion  (  /Ow 


f"  du  j  /  f*  6u  ,  -  f*  0u  , 

').  ub7,,,'  +  <’).  ’  ’ 

~£\  W 

dx  J« 


~-0  turm.'ler.ce*  shear  ferae ,  tj  “  —  pu'\' ,  v.-hen  y  =  0  ere  v’  =  0;  "her.  y  -  oo. 


. '  -  ",  ih“  -:TVi  -"r  -f  ^ ir-  'v7.~)  - 


.  /- -T  J  ;'^C  f 


r-x  .• 


—  [  piA/y  —  0, 

dx  J* 


2  |  pddy  “  A/  *■  Mo 


•  constant  —2  pi,uj  (7-33) 


lor  coming  an  er'l^nati':  r  r  equation  (7«.~)»  th*  folio  win"  conditions  erglys 

a  flat  3«t  noccle  with  a.  v eight  of  2b  ,  a  width,  of  1  perpendicular  to  the  surface 

of  th»  illustration,  a  jet  ncnr.le  flow  speed  of  u^,  and  an  initial  momentum  flov.’ 

rote,  V.  =  2£«9uJ..  ~<?oaus*>  of  the  fact  that  the  surrounding  gas^s  are  induced  to 

roll  bee’'  u~  or  themselves  sr"  ad"  tc  the  amount  of  f  1  cw ,  on  the  axis  line,  the  flow 

js-iog'1  (  xl  ,  elenc  x  is  reduced;  however,  the  momentum  flow  mte  of  the  jet  is  still 

maintained  in  a  constant  st-  te*  sc  that  K  =  ¥.  , 

fee  1  of  this  chanter  talhs  about  the  fact  that  the  patterned  function  of 

flow  e^eed  distribution  in  the  self -patterning  stage  of  a  jet,  f,  only  varies  with 

changes  in  *  and  does  not  vary  with  changes  in  x,  that  is  tc  say, 

1 U 


—  /G?)>  U  — — u 

If  one  assumes  that  the  rule  accord in£  to  which  the  flow  speed,  u  ,  or  the 
axis  line,  reducer  to  lov.'er  values  vith  changes  in  y  can  "be  written  as  u,oc*' 
f  7.34)*  then,  the  rule  a^ccr'.in"  to  which  the  half— wi^th  of  a  ^et,  h,  expends 
•  •:  th  chars  ~es  in  x  •••ill  he  *ocx«  (7.3?). 

—  (  1  pu'mbfdr,  =  0,  *= 

<tfr  Jo  Jo 

u  are  h  do  net  vary  with  chan  re  •“  in  V  ,  and 


±  pb&\m  fdr,  -  0, 

Jo 

Acrcrdiny  to  equation  (7«?r)» 


^m'fdrt  —  a  constant 

»  J-h'  t  i  c  S'--, 

dx 


f't-  ) 


Arc  ending  tc  vector  net  analysis,'  it  should  he  trie 


■■o  e'U' 


^  ^  .  > 

l  •  -T  ) 


d,  ^  '  P  -  , 


(7.33'»  that  memo 


Art  (hu~  )oc*° 
«rw»ocx® 


;  according 

f  C 


r-  r>  /■ 


•f  ■+■  2p  »  o 


(7.36) 


a:.- 


vr.t  e 


Lues: 


f(^)  r j  or  rr  ■«  puUg(t}~) 


pui*  (7.37) 


If  v/e  take  the  nattemec  function  u  =  u  ,  aud  substitute  it  into  equation  ( 7. 3' ) » 

I7L*. 

then,  the  two  quantities  on  the  left  side  are 

Ox  Ox  dr  Ob  dz  ix 


T"  xh«3  cr  nations  above 


_2L  - 

d*  **■  *  ’ 


'“V  j7'  “■ 


6u  .  «  *  *?  .1 . 

~  *  fiu  —  u,f  —  i  ; 
Qx  <!> 


du  .  o  ui£'  ,,, 

u  -  «»»W‘  “  ■=“  if 

Ox  b 


(7.39) 


u*b' ^rfiir,  —  \imb 

i^y  (t] /  —  ^  fdrj  ^  —  1W b  ^Jdf],  ,  ~ 

JZl  -  -2. W)  |a.  -  2*f,  - 

dy  6y  Sy  * 


(vtf  -  f'fcfa}  -  Wj,W  (7.40) 


J-T  -to  *^Vr  o^\ir. J’~ 

l-i-n  (7.37),  t'-en, 


dy 

-r  (7.3"),  an'9  f 7,40)  and  substitute  then  into  equa- 


«wCf  +  jW) 

—  n»iuf'  J  j  Idrj 
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^  (f  -  f  j'W?)  -  b’f\]ldr,  -  g’  (7.41) 


In  eolation  (7./1),  g*  on  the  right  side  cf  the  equal  sign  is  nothing  but  a 
fnncti'Ti  cf  ij  ;  therefore,  the  various  quantities  on  the  left  side  of  the  equal 
si-r.  r>'ie*  sl  so  simlp  be  functions  of  V  •  Xf  these  conditions  arr'  to  oe  satoor  osd 

is  ‘vt  'r'  ?"J  (tf)  :  -• 

xf  that  is  to  say,  zt+r-i-t  «=  x*~i  »  **,  ,  so  r  =  1 . 

If  v’e  substitute  this  into  equation  then  ,  v/e  obt?  in 


~noTez  cto 


u«oc  — L_  and  l>ocx 

V  * 


(7.42) 


Seo  7  Curl  Ir  t -  ke  Car  Vcluire  Theory 


1  *0  3  o  'vino  *5  r  2  m^T 


fact  that  the  surrounding  gases 


gorier  fiiuclar  to  the  surf'  ce  o'*  the  ii  lust  ratios 
~  f.r  flat  .^t  1-  rig  7.;  in  ;c  =  :touc(rV-). 
•Kdir-c  gases  an  induced  to  roll  up,  the  gas  fid 


vcl'tne  for  a  given  cross  section  cf  the  let  sonev.,he”e  dour.  the  flow  is  Q  >  Qn 


e  - 2  !>• 


~  J.  "  *r  <*x 

v’hich  is  equal  tc  the  rate  of  increase  of  the  -gas  vc’iwe  along  x  (jn'/m’s)#  (?••* >) 
Or.  the  a- is  li^e,  the  faster  the  flcu  speed  is,  the  stronger  is  the  strength 
zr  ii°  fc roe  inducing  the  surrounding  ms  eg  to  rold  up j  the  gathering  cf  the  flew 
o--'  J’’r.r‘  '-v~revndir-,~  ms^s  rlong  the  an  is  line  a^ds  t<~  ■‘Ur-  d*iov’,  and  the  strong0 
•lhe  lancing  force,  the  stronger  this  tendency  i~;  therefore.,  v  ar.d  u_  are  in 
■"'-''i  '"*c  portion  with  ^>°ch  ether. 

If  asn>re  that  a  =  the  coefficient  of  roll  induction,  then, 


•hich  does  net  vary  with  changes  in  x;  because  of  this 


—  ("orfy -  «Ai,  °r  2L  (■„*)  fV#9  -  <VW 


infuse  of  the  fr  et-  that 


a  constant 


£2 - ocx£. 

u. 


,  m->df  on  the  basis  of  equation 


'rv 


(  -  r-  ' 


:rue 


~at 


ui.6  4-  u„6' 
u» 


x*~ 1  +  **“> 


2  x’-'oex". 


"tr.6  ?vv'0%‘' ^  "u  r  —  1# 

Acccr*  *  in  *“*  t*c  <pr* I'S-’t?  on  )«  “  .ir*  p!T?r!®v't  P  =  **  5 

■nT  ' •  r» '  "".o':  ^  V'  ^  ^ 

’‘hno-  the  straight  3in°  ’’adiatinc  cut  fnon  the  "cint  source  0  in 
fi  ~  ~ •  ~l* i  it  con  V>  seen  thr.t  half  the  * ’i^ th  of  the  ^et»  *bj  fo****'”"  r; 
■;ith  y,  -ry  A"neriner.t',tion,  it  ct  be  induced  that 


6  —  igo-x«  0-lx,  a,  S£  0.053, 


Chapter  8  lurbulence  Jet  Flow  Speed  Distribution 
"tec  1  TJSP  of  Mixing  Distance,  1»  to  Obtain  a  lypi c?.l  Plow  Speed  Curve 

The  objective  of  re search  irtc  jets  is  to  make  it  possible*  cn  the  basis  of  the 

dimensions  cf  the  je+  no- ole  month,  1x2b  or  n  r  and  assuming  one  already  knov?s  cer- 

0  o 

tain  initial  conditions,  such  as,  original  flow  volume,  G^,  (or  the  volume  of  gas 
fl.-„’,  ~  ),  -b<~  original  flow  spe-d,  u_,  the  temper-’ t’lre,  T^,  the  concentration,  c  , 
-:t;  ,  ^  ,  J'--  :  ”•  gi-p' - -r:~  Her  ’-xc,  Knf  art  th;  original  gre—ure,  r^, 


■  --  . .  -»  -*o»  **  -  —  -  - '  -c 

3 r  -  —  -r>2+  ct  -‘•"''•’d'"  kr  ov0  certain  bovn - a-y  conditions*  such  as, 


th»  -elocity  cf  surrounding  gases,  u  *  pressure,  p  *  density,  p  ,  as  well  as  T  ,  and 
sc  cn,  to  eee>— 'ir.stc  or  adjust  physics!  na-,'Tmet»rs  which  are  a! re^dy  known  or  are 
eoioo+od  for  use.  such  as,  constant  -rressure  srpcific  h^^t,  y,  r-’te  of  thermal  con— 
iv.  tu~*ui  (o;c  *"  su,  k,  tursvl  enc.e  f*ov  viscosity',  ,  i ’  c  coefficient  cf 
"t *j. \0  ^ c  f*n  c.'  ■' s£.c**^  •  TN’--»#  p.y~ ^  r~-  on t  ~ r  ■tc  Is,**  3.  set  cf* 

dial  cyvati' nr-.  z :  th«-  V" ris  0“  th*  •.  h*-' ry  cf  turbulence  flow  ’r.rvr;  layers.,  and 
to  s,o1vp  these  e-yuatic^s  'or  ^he  velocities  cf  je-1  f!  ov  ^i^lds.  the  rules  rcvorr.ing 
tensps-  tr^  an '  concentration  distributions,  the  rate  of  width  e'-par  si  cn  of  jets, 
(dh/dx )  or  ih*  ar.g’’  e  0*  ~m?" ~rs ion,  a,  and  the  gs  •  volume  -a  tic  of  i r  -’v.'*'  "c";  v; . 

(  j/\  )  >  1.  ’These  ht*  and  material  have  "e^e-ence  value  for  f  *  '  ig*  !.r ; 

bustier,  chamber'.. 

If.  in  7-  s"e  «r^r  to  ‘-'••v'dionr  (7.'),  (7.2),  (~,l)  a«d  ( 7*7>*  i-1-  ip 


*t  —  —  pu'v'  **  p/3 


au 


8y 


p(fiCx} 


2  |  Qu 

a>. 


(81) 


Ire  right  si’c  cf  ey-iaoion  (7o0)  is 


i«a  .  -  200V 

p  dy  P  dy  l  I  dy  <  J  I  dy  I  0y 

(8.2) 


pant  C  a~c  heth  constants,  and  it  is  possible  to  determine  values  for  them  by 
erp'-rimer  tatiar..  If  one  a- rnunes  that  2  (0C)S  =  a*  =  a  constant,  then,  equation  (8,2; 
ear  hra  writer,  ns 


J_  0fj  _  _Su  8*u 
P  dy  .  .  .  By  By1 


(8.3) 


In  crd*-r  to  make  oclu+icr.  e-nier,  first,  sepa-mitely  d *.-.1  with  the  two  quantities 


on  the  left  side  of  equation  (7.30). 

Prom  equation  ?)i  we  know  that  u.oc  x”S  and,  if  we  asoune  that  the  retio 
constant  is  n,  then,  u,  -  n/V~*  (8.4). 

If  we  use  <f>  =  (y/ay)  as  the  horizontal  coordinate,  then, 

ji/uJ)—Ky/tu$m‘f(.4>')  (8.5) 

If  we  utilize  the  average  tine  flow  function 

4>  —  thenu  =  ~-s  v  •*  —  (8-0 


F  -  j lW)d4>,  K<t>)  -  -  F' 


nr  - ~ihle  tc  chtrin 


rT’h?~v"c"'i 


^  =  jiu/y  =  ■  *xd4> 

“  *  4X  •  l(4>yt(t>  =  «n  /7  *  F 

V2  V  *  ^  *' 

_ _ L  "f" _ r”  ^ 

^xy/x  -J  x  x 

~7T7(?—)- 


u  -  u./  -  —  F’ 
V  * 


(8.10) 


“It— + 

du  ^  d  (  n  A  n  „  l 

*>y  dyW  7  >  J!  « 


(8.11) 


—  -  -  dF"  .  §±  _  "  F,„. 

ex\^7  d<t>  by 


And,  because  of  this  fret,  it  is  also  true  that 


—  — T  -  * V  _  f!  F»F.» 

p  Sy  by  by2  X1 


(8.12) 

(8-13) 


If  \,-o  irVc  equations  (8. 'I'),  arc 

O  O 

(ToO),  elrrir.atinf  the  cenron  factor,  n 


(S.lj)  and  substitute  then  in+c  ecu 
then,  it  is  possible  to  obtain  ‘ 


—  (y  F'1  4-  ^>F'F"^  +  i-  FF")  =  F"F' 


^ 't  _  L.*  z.~  r " Vi-'s  1^*  ,TrjT^c‘cl  "t 

2F"F"*  +  FF" -4  F^-O. 


or 


2F"F"'+~(FF')’-0 

a<f> 


(*M) 


v»  r*'--r  to  ?i~  7.'  C  )  "if  (7.!),  -- 

’  ®  1 1  ~v  p",  j  ’  •]'.  er. 


ipv  o",-t  1)0 'in'5  slit'  00*1 t-1'  ^-r 


y  •»  0,  r;  —  0,  0; 

(u/O  -/(*)-  F'(*)  -  1;, 

v  —  0.  v  -»  (  4>F' - —  f\  therefore  F  (<!>)  —  0; 

->/*  V  2  ' 

rT  —  0,  (9rx/d>)  —  0,  (9u/0y)  *■  0,  therefore  F  "(<£)“  0‘, 


and ,  vhen 


y  -  OO,  -  00,  4-  CO; 

(u/u.)  -  /(oo)  -  F'(00)  -  0; 

»x-0,  F"(«)-0. 


17"! 


The  level  of  violence  of  the  exchange  of  nomen tun  vhich  occurs  when  turbulence 
flow  air  masses  rub  against  each  other*  pulsate  and  diffuse  is  called  the  "turbu¬ 
lence  flew  dynamic  vi s costly",  f  “  ft/pt®*/*®].  The  turbulence  flow  equiva— 

lence  viscosity,  Pt  —  pe,  therefore,  the  turbulence  shear  forces  are  equal  to 
the  turbulence  flow  equivalence  viscosity’  times  the  average  time  flow  speed  grad¬ 


ient, 


rT  “  pe\ 


(8.17) 


Accor' in g 


n  'tl’s  theory  cf  mining  distance,  the  turbulence  fl 


forces 


_  „  ,i  3u  flu 

ri  “p/  a7  9, 


(8.18) 


From.  equation  (T.~  ),  on  ‘  nn  ct- 


Z*  3-jo  no— a  — r  •-•-us tier.  (S.'f)  »r*  rqu"  ’  ’  -  (2.18),  then,  it  era  he  seen  that  "tv.- 

ruler, ce  flow  dynamic  viscosity",  e  — /*(d u/dy).  From  equation  (7."),  c:v-  era.  c 

tain  th«  f'-ct  -hat  l  —  fib,  and#  from  looking  at  Fig  (7*2)  (a)»  one  ora.  see  fiat 
1.;  (9u/3y)  c.”  '  "trivui’or  curve  for  flow  speed,  u,  ale  y  "or  if.  c 

ert  crc'ra  r^of  —  r  is  ir  -'ir-ct  grrr.cra  ;  ~  "i'-.  -'he  h,eirht-to-wi:' th  ra  tio,  (v  A)» 
c f  the  curves;  xhe"e ferae, 

f  —  a  constant  —  ^u.,  Tr  -  p**u.(9u/ay). 

(8-19) 


rat  ur  c.sr.ri'  r  the  dif'Vrar tinted  cra.trcl  layers,  do:*  1,  (Fig  2.1),  (s  t'ick- 
r. ess  of  1  perpendicular  to  the  surface  of  the  illustration)  which  ara  contained  with 
in  the  bound -ry  layer'-  cf  the  celf-pa-1  terming  stage  of  two-diner, *•!  oral ,  point  source 
"istu,v'bed  fr°e  yets.  If  we  ignore  gravity  and  suppose  that  th0-'  is  ar  °ven  expans¬ 
ion  cf  pres.-r-  - ,  fieri,  l)  the  momentum  flow  rate  cf  entrance  f '  cr.:  for  the  control 
layer,  dx«  1  =  pwdt  *1,  2)  the  momentum  flow  rate  of  exit  for  the  contrail  layer,  dx* 
is  equal  to  dM,  and,  3)  the  turbulence  flow  friction  applied  against  the  boundary’ 

]  ayer  -‘fT  *  dr  •  1 

. — dM  »  d  |  puVy 


therefore#  the  imnulse  force  equilibrium  of  the  boundary’  layer  is 


puvax  4-  i 


®81 


' ,  I’-"'""',  "c  ~r  ~c  c  Do'.'i'i.' — ,:V-V'  c  "  r'.~~  tnol  Jj~yo~  Xr  S»Xf— inx'  ~'.r  <~p  of 

“rt  signal  P^ir.t  Source  Pr**--5  Pet  ",  PrPexnal  Botcv’o.r;-  of  Jet  Pi ov; 


7 ^  i,  r  x,y,5  V)vM 


T  C7"'  f  v 


Ir  one  arr-tr'e*;  "fchgt  flo1'"  siyad  rr.^ii 


;  -  r(?)  ~  f -■ suffer  n,. 

cons  tant  £  -  ^  p.  ^ 


(8.22) 


Pie  ai,r''”':ro  time  flcv  function 


OMtMm 


-H*1  crcc-e  f xqv  ^T)ooc  ip 


_ ^  _  &  r»\/  *  jpi 

V  *"  Qx  dx  l  a  i 

"  [  £  _  j£_ 1  ».  — _  Uf'  -  —  r]  (8-24) 
<r  L  2-v/  *  v'*  *  aVx  2 


5*1. Z\?  p'r'> ph*-5  •‘'f.'Ml  "t-'l?  r.,JLwv'-2r' "t  )  2.S 


d>  .  dy 


d  f ltjx  pi  __  »n/  *  J'  dz  ^ 
dy  L  a  J  <r  &y  J  x 


C8.25) 


9u  1  ^  _8_ 
dy  !  dy 


9  [  »  jr'l  *  JL-  f"  §L  *  -™—  F" 
dy  1^/  x  *  */  x  dy  sy/  % 


(8.26) 


’’h®  i:v.-"hrler.ce  C2  ov.r  sh^'f  f ct'ser  aire 


HJrl  ~M*u’dyL/TFl* 


:ecsv.ie£  zf  the  f'C t  that  b  «■  Car,  C  =  a  constant 


bherefc'e, 


«V  -  *<£>  •  -^=  F"  •«.  -  MC.  f  F-  (8.37> 


if  vre  t-Tko*  equations  (?.?•')»  (£*?0  and  and  substitute  them  into 

eqriation  (S.20J,  then,  it  is  possible  tc  obtain 


liliM 


.i  FF'  +  HCW  -  0 
2 


•  If  one  selects  a  — 


then*  2F F  4-  F"  ■»  0, 

obtain  FJ  +  F'  **  K 

If  ve  cor.  eider  the  boundary' 


.  If  ve  then  integrate  this  equation,  we 

(8.28)  . 

conditions  as  they  apply  in  Pig  8.1,  then,  '‘her 


—  - 1, 

then 

F'(0)  -  1 

U*. 

*r  -  0, 

then 

F"( 0)  f  0 

v  =  0, 

then 

F( 0)  -  0 

y  -  CO,  |  «=  oo,  U  -  0,  F'(« 3)  -  0 
r  —  0,  F"(oo)  —  0 


~v  0—^.i  c”in  ~  the  bond err*  conditions,  it  is  possible  to  obtain  F1  +  F'  ■■  1  (8-29)  « 

Tr.'  solution  function  of  the  differential  equation  (8.28)  is: 


F-th(f) 


*ft.30) 


he  ‘■'  vr  : 


0  :£■ 


e*  4-  t~l  1  +  *  ** 

~  f lev  mood  distribution  is’ 


F'-  — -1-d.Xff)  '  ...<8.31> 


t  “  i[{  -«“*».  r  | *«>]  :  <«•«> 


In  Table  8, 9  one  or.  see  the  solution  deta  which  Gcertler  compiled  on  the  patterned 
curve  of  fl ov  med.,  F'({)  -  (»»/u-) 

Ch  the  basis  of  erperj mentation,  the  constant  a~  7*67.  he  al.reedy  know  v.  an* 

b  and,  when  this  is  t~ue,  we  car.  reive  for  precise  values  of  n  —  3.5%%/*,; 
c 

U.  -  —  *  lisa£ it 

v/7  * 


*  - 
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'Let r.r?  c  Crtair.  a  Tjr-ico.l  ”lov 


a-,..,,.:  -v.. 


p-nyi-ur  abort  i;.~  r.v.binc  together  end  pul  satire  which  is 

V--  *v.— ««•* «r>  'U  <v,<  vortical  r^ros?  cf  $>  turbulence  flow  jet  now  fi  eld  and 

v  c  ~  n '  Tr~ns~issi"n  cf  r.oren. turn,  energy  and  mass,  The  pulsa¬ 

tions  -cf  vo'~i"’‘cal  marses  change  ^rdon1  y  j  thcTfcre,  it  is  only  necessary'  tc  use  the 
m  ea  '  *'10  ^  Z"'%r'  V  r  }■"*  7  r-" i  ^  c*  ^  i  *t“,p  for  "w)l  °  2,V  £r''  *  2.0V 

ry»*3,  j  avd  t,.  r  tine  tenner  ■cv'-*  Tf  arfi  the  ave-ee**  tine  moner. run  een— 

city  flov,*az  ;  4-h«  ■-•'•■  •  pc  tine  turbulence  she»r  ''ore?,  Xr «e  and  -c  on, 

and  so  cn. 

Reinhardt,  or  the  ha? is  cf  exnerinent-tioo,  has  precisely  measured,  in  turbule- 
-co  n+  no;:  fields,  the  do  ctribution  of  merer tun  density  flow  in  the  x  direction 
alone  the  cross-flo”  direction,  y,  and  these  me-sus-ements  are  similar  to  a  Gaussian 


normal  distribution  (C]r~ 


x 


Ti.  the  boundary  layers  cf  non— oorrressible,  average  time  eouiva.1 er. ts  of  stable 
s^o.tes  in  tvo-dimen-ional  disturbed  jets,  the  momentum  of  jet  flow  in  the  axial  dir- 


ection,  ■  is  conserved  so  that  M  -»  M„  *=  2£opt£.  .  Concerning  the  expansion, 

y,  of  jet  "boundary  layers  in  the  x  direction,  there  is  a  change  in  width,  "b.  Due 
to  this  fact,  +h‘=  reduction  of  impulse  force  along  x  is  equal  to  the  momentum  density 
fl o’..’  of  diffusion,  that  is  tc  say, 


-~~(.P  +  P'?')  “ 

Ox  Oy 


d  /  i>  '\  duv 

a7(7  +  c3)  +  ^“° 

of  th«  turbulence  flo’ 


he  fact  that  the  viol  or. 


of?;;  o'p 

greater  than  t'-  c  agitation  momentum  that  is  tmns’f'-red  by  molecular  motion  f 
an'7,  be-ause  it  is  also  true  that  the  turbulence  flow  is  several  xines  large 
*he  sh^ar  cr  t-ngntial  forces  of  the  boundary  layers,  so  that  rT  »  rL>  i' 
si'-~fo  imacrc  the  ^’nanie  viscosity-  *•?  la"v*ar  flow,  vast). 

I"  on®  ir  con  si  dering  th®  expansion  of  a  jet  in  an  environment  of  court 
^hor  4  p  is  1  t-C  3,  P  wM  F^'T  “tf  p-*m  «g  ,  porqii  co  qP  *thi.s  ft/dx  -  0.  t 


f  fusion, 


*r»  n?n 


'V> 


da2 

dx 


9uv 

a7 


as2  a _ 

°»  or.a?-“-d7(nv) 


(8.33) 


Hoi-ha: 

pav  ,  is  in 

s?  •  - 1 - - 


u  c-vol?. 'e:  the x  th*  :  --  *•  r.v  ' t-  flow  cf  crcPf-cur '•er.t  ''if fusion, 
r®ct  proportion  with  tie  regative  gradient  of  axial  momentum  d®- r.‘ ty 

Q 

_  (po7)  ,  If  '■•*>  an-um®  that  A  is  ®rual  to  a  rotio 

dy 

•'tocr.al  cons  term  vhior.  in  also  called  the  momentum  diffusion  urturei 


•«u, 


puv  *=  —.Ap^~,  or  uv  =.  —  A  ~  (8.34) 

Oy  3  y 


Lf  ’’e  merge  equation  (3,1;)  with  equation  (3.34),  then  we 


eta2  ,  dta ! 

a' 


(the  dimen sicr.  cf  A 

(8.35) 


is  length) 


If  th®  momentum  diffusion  distance,  A  ,  is  actually  a  constant,  then,  equation 
(8.3;)  is  linear,  is  a  second  degree  partial  differential  equation  with  a  parabolic 
shape,  an-'  has  the  same  form  as  an  equation,  for  thermal  conductance.  The  standard 
solution  is  a  "deviation  function."  However,  due  to  the  fact  that  4,—  4(#)  ,  this 

will  be  a  good  r7--,l  nc~e  complicated  than  solving  the  thermal  conductance  equation. 


^78 


Ihe  standard  cr  normal  function  we  have  “been  talking  about  in  this  section 
(equivalent  to  a  probability  density  function)  is  net  a  flow  speed  ratio  (u/u^), 
but,  it  is  a  momentum  density  flow  (  or  dynamic  pressure)  ratio  (p0*/#®-)*  As¬ 

sume  that  the  non-dimensional  coor'inate,  tj  =  (y/b). 

According  to  the  conservation  cf  axial  momentum  and  self -patterning  cr  normal¬ 
ising  conditions,  it,  is  possible  to  hnew  that  the  momentum  density  flovj  on  the  axis- 
lir.e  and  t"-»  hal f— width,  b,  c"  ^ve  boun'ary  laye"  of  a  point  source  jet  are  inversely 

^  ~  ^  ~  -  *  -  -  a  —  ^  -  "^Uat,  as  AVo  •  -  a  -s  a  V,  r*  f*  ■*“  V,  &  ^  a-  A  o  —  cr  sad 

(oui  -  •  -  s'-//- 


li--: 

* 


(8.36) 


•  n  =  l.l.y  0 o °c'  oc^- 


i i'c  2"  HC  r*,<T'’  TV7r*  ’’  5!1  t7*  1 0>7 


therefore  u2=:.Z^/(r) 


(8  37) 


9“’  =  -£  AL  [/(,;)  +  ,/coi 

0X  P*  dx 


Oil3  B3  ,  , 


=  77  1  (V 


d\  b1 

d'n2  r3 


iu  «  *-/"(r) 
6v;  /h 


(8.3S) 


r-  -r  V  A- 


n~'l,C  _0' 


^  ~  C  1  -  -  -  •'  rv  -  W  ~  J  •*  a~  -  a-  r  a  -  a 

-  •  ,  '  A  ^  W  -**■  ^ 


-[/(•?)  +  •7/'<«?)]*  -p2-  -  A/"(ij)  (8.39) 

dx 


*.  „  _ran‘ t! • s  miring  'lr:ar. c--  .  1,  ('.>«  equation  7 • and 

A  =  C£,  i  «=  Cx,  (db/dx~)  —  C;  ;  or. 


■*  *'  ■’  r~  «5  *  «•*  O'  *,  T  j. 

-  ,3*S-  '  ?  -  -*•  1-  - 


no— *-'la+.e  that 


A  —  *  —  “  C£  —  Che, 
dx 


that  is  to  say  that  th?  if  •''union  distance  of  momentum  density  flow,  A  ,  varies  v.'ith 
1  ir.-'.r  changes  in  s,  Because  of  J'h‘s  fact,  equation  (£,  3?)  cen  be  simplified  to  read 


rc*j)  +  nf(*7)  +*0»>  -  0 

?y  Integ- — ting  equation *(o# dr- ),  it  ds  pos  ible  to  obt? 


<«.40) 


mm1 


](if)  “  sb  Ct  "™  Ci'exp  +  C*  (8.41) 


According  to  the  boundary  conditions  for  a  point  source,  two- 
dimensional  free  jet  (See  Figure  7.1  and  Figure  8.1),  when  y  “  0> 

y-  ±co»*7“  ±«°»  fGj) 

Because  of  all  this,  one  can  precisely  fix  the  integration 
constants  Cj  —  0,  Ci-»1.  .  And,  on  the  basis 

of  this,  it  is  possible  to  obtain 

/(»?)  *=  «P^—  or  uJ  =  uiexp^—  (8.42) 
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Section  4.  Initial  Phase  Flow  Speed  Distribution 
for  Flat  Mouth  Jets 


Let  us  assume  that  the  height  of  a  flat  mouth  jet  *  2bg.  The 
initial  impelling  jet  flow  speed  is  distributed  evenly  along  y,  and  is 
equal  to  Uq.  The  initial  volume  of  flow  is  Oc=2boUe  •  The  length 
of  the  jet  core  =  Xq,  and,  within  the  core,  the  axial  flow  speeds  at 
various  cross  sections  are  all  equal  to  Uq.  After  the  gas  flow  leaves 
the  rim  of  the  flat  jet,  0,  there  is  a  sudden  change  in  flow  speed  due 
to  the  fact  that  the  gases  in  the  jet  make  contact  with  the  stationary 
gases  in  the  surrounding  environment,  producing  vortical  turbulence, 
inducing  the  surrounding  gases  to  roll  up  on  themselves  and  form  a  turbulent 
boundary  layer  which  is  also  called  a  "mixture  layer" .  OA  is  the  interior 
boundary  of  the  mixture  layer,  and  A  is  the  end  point  of  the  core  of 
the  jet.  OB  is  the  exterior  boundary  of  the  mixture  layer  (Figure  8.2). 

On  the  external  boundary  line,  the  axial  flow  speed,  u  =  0.  The  angle 
of  expansion  of  the  interior  boundary  line  =a  The  angle  of  expansion 
of  the  exterior  boundary  line  -  a  2  anc*>  the  witJth  of  the  mixture 

layer  at  a  cross  section  x  =  b  =  Cx.  The  turbulent  flow  dynamic 

viscosity  =  KbU%  -  ACjtI/,. 

According  to  Equation  (8.19)  one  can  assume  that  the  turbulence 
shear  force 

(8.43) 

At  a  cross  section,  x,  let  us  assume  f  -= a  —  is  the  independent  variable.  Then 
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u  a7  20“  **?.£)  "  “  “  *F'F"*  (8  48) 

—•  -■■£-  OraF')  -  -rtF"  |L  ^  s*  F- 
°y  *J  &y  s 

y  d?  ~-**F  -  O  ~  F"  -  2Sf  (|F’F"  -  f  F**>, 


(8  49) 


(8.50) 


The  basic  equations  for  a  flat  mouth  Jet  are  still 

u  ~i  +  v  —  _  l  drz 
°*  dy  p  Qy  (7.3c 

J*L  _  _  du 

dV  .  d*  -  •  C7-3I 

If  we  take  the  equations  from  (8.48)  to  (8.50)  and  substitute  them  into  equation 


(7.30),  then. 


—  S!S!  £F'F"  +  —  ilF'F"  —  FF")  > 

S  S 


0 


This  can  be  simplified  to  read  2  ^CeF'"  +  FF"  0  .  ‘  (8.51) 


If  we  assume  that  the  relationship  of  the  constants  is  4  {C  -L  (this  can 

o* 

be  checked  by  experimentation),  then,  F1"  +  2<rFF"  ■■  0  .  (8.52) 


The  boundary  conditions  are  as  follows  (See  Fig  6.2):  when 


when 


y  —  -oo,  F'(-oc)  -  —  -  0 

u 


y^oc,  i-*+oo,F'<+»)---- 


(8.53) 


In  order  to  solve  equation  (8,52),  Goertler  utilizes  the  infinite  series  below 
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(8.54) 


cF(S)  -S  +  Ft(f)  +  f,(S)  +  •••  -  2 

<-0 

<rF/.S)-l 

If,  on  the  basis  of  equation  (8.51*),  we  solve  for  the  second  degree  and  third  degree 
derivative  functions  and  substitute  them  into  equation  (8.52),  then,  it  is  possible 
to  obtain  a  series  of  closely  similar  solutions 

—  —  a F'  —  1  +  (  exp(  —  i2)dt  —  1  +  erf(J) 

U  V*  J* 

or 

—  —  0.5  +  ~j=  \*  exp(~ *J)  *-{[>  (8-55) 

u«  V  *  Jc 

The  deviation  or  error  function,  erf  (  S  ) ,  in  equation  (8.55),  can  be  determined 
by  consulting  tables  of  data  which  are  already  available.  These  can  be  graphed  out 
in  the  form  of  a  curve  as  shown  in  Fig  8.3.  If  we  already  know  F' ,  then,  we  can  in¬ 
tegrate  to  solve  for  F,  and,  on  the  basis  of  equation  (8.47),  it  is  possible  to  solve 
for  v. 


Fig  8.3 

I.  Flow  Speed  Listribution  Curve  Within  the  Mixture  Layer  of  the  Initial  Stage  of  a 
Flat  Mouth  Jet  (The  Solid  Line  Represents  a  One-dimensional  Approximation,  The  Bro¬ 
ken  Line  Represents  a  Two-dimensional  Approximation) 

According  to  experimental  observations  and  measurements,  the  constant,  ~  = 

II. 0,  the  interior  boundary  expansion  angle  is  equal  to  the  half-wedge  angle  of  the 
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jet  core,  «,aM.8°  ,  the  exterior  boundary  expansion  angle  a»a»9.S6  ,  and  the  width 

of  the  mixture  layer  b  —  Cx3£  0.17 6x\  The  induction  roll  up  gas  vol¬ 
ume  ratio  (Q/Q0),  in  the  initial  stage,  is  approximately  equal  to  1+0.035  (x/b0). 

The  length  of  the  jet  core  is  *»&l2bt.  .  Therefore,  at  the  end  point  of 

the  initial  stage  of  a  flat  mouth  jet,  the  induction  roll  up  gas  volume  ratio  (Q/Q0) 

already  reaches  an  approximate  value  of  1.42. 

Sec  5  Round  Aperture  Jet  Boundary  Level  Equations 


The  shape  of  axi symmetrical  disturbed  free  jets  put  out  by  a  round  aperture 
with  a  radius,  rQ,  is  completely  similar  to  that  of  jets  put  out  by  crack  apertures 
or  flat  mouth  jet  nozzles  (See  Fig  7.1,  Fig  7.2  (a),  (b)),  and  they  can  be  divided  ini 
initial  stages  and  normal  or  patterned  stages.  In  the  normal  or  patterned  stage,  the 
distribution  of  axial  average  time  flow  speed,  u,  in  the  cross-current  direction,  y, 
is  also  described  by  a  Gaussian  normal  distribution.  The  jet  expands  in  width  along 
the  x  direction.  On  the  axis  line,  the  maximum  average  time  flow  speed,  u  m,  atten¬ 
uates  and  drops  in  value  along  x.  The  half-width  of  the  jet  boundary  layer  b  «■  Cx, 

C  =  an  experimentally  determined  constant.  When  a  jet  enters  a  gas  at  rest  with 
a  uniform  pressure,  pe,  there  is  a  roll  up  induction  flow  speed,  ve.  If  we  ignore 
gravity,  then,  the  axial  momentum  flow  rateAf  «■  A/,  —  ,rjpuj  ■>  a  constant. 

If  we  recognize  these  jet  fields  to  be  average  time  quasi-stable  state 
flow  fields,  then,  local  acceleration  =  0.  Concerning  the  fact  that  the  turbulence 
shear  forces  are  much  larger  than  the  laminar  flow  shear  forces , (rT »  rL),  it  is 
possible  to  ignore  the  laminar  flow  dynamic  viscosity,  v.  Because  of  this  fact,  the 
Reynolds  equation,  (7.2b),  for  a  non-compressible  disturbed  jet  flow  field  can  be 
simplified  to  read  pV  -  vV  —  —  Vp  —  V  •  Tl  [N/m']  . 

0.8-56) 

If  we  make  use  of  cylindrical  coordinates  in  x,  r,  and  0,  then,  the  average  time 
velocity  in  an  axial  direction,  u,  in  a  radial  direction,  v,  in  a  circumferential  dir 
ection,  w,  as  well  as  the  component  velocities  of  pulsation,  u* ,  v' ,  and  w'  can  all 
be  expressed  as  cylindrical  coordinate  values.  The  form  corresponding  to  the  average 
time  product  of  turbulence  flow  stress  tensor,  II  ,  and  component  velocities  of  pulse 
is 


r,f 

<r„ 

T* 

'■»< 

/  / 

— pu  u 

— pvV 

— p  u  ▼ 

— pvV 

— puV 

“pvV 

r* 

—  p  w  u 

— p  W  V 

"*pw  w 

lr»*  r#,  a  K>  J  1  — p  w  u  —  pw’v  —  pww  j  (8-57) 

If  we  take  the  average  time  values  and  add  them  to  the  pulse  values,  for  example, 
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(u  +  u' )  and  so  on,  and  use  these  new  quantities  to  replace  the  instantaneous  values 
or  u,  etc.,  then,  we  can  take  equation  (8.56)  and  expand  it  into  three  momentum  equa¬ 
tions  for  an  axisymmetrie  jet: 

In  the  direction  of  the  axis,  x, 

9q 


°dr  + 


Along  the  radius,  r, 


9  ft^  _  ft?  _  (  9uV 

'dr  P  6x  \  dx 

,  6  uV  ,  1  — * — s'N  ' 

+  — - r  —  u  v  ) 

ftr  r  ,  /  1 

u|l  +  ft£.  .  . 

dx  dr  '*  P.  ftru  f.  I 

-  ( ft-i>'  ft  7?  .  77  Vwr\  : 
*  »'  •  ..«»  T  ~r~>. 


.(8.58) 


(»•  59) 


Along  the  circumference,  0  , 

d* 


+♦£*+*!. 
ftx  .  -  3r  ,  r 


_  _  f  0  wV 

\  9* 


+  1L«Lv  4-  ; 

dr 


*r) 


(8.60) 


If  one  is  consiaermg  non-rotational  jets,  then,  the  circumferential  component 
of  velocity,  w  =  0,  and  its  derivative  functions  are  all  equal  to  zero.  According 
to  the  special  characteristics  of  boundary  layers 

Besides  this,  from  experimental  observations  and  measurements,  the  radial  and  circum¬ 
ferential  normal  stresses  of  turbulence  flow  are  generally  equal,  that  is  to  say  that. 


pv  y  “p»  w  . 

On  the  basis  of  these  postulated  conditions,  equations  (8.58)  to  (8.6c)  can  be  sim¬ 
plified  yet  another  step  to  be: 

In  the  axial  direction,  x. 


0  +  v  _  _i.  ft£ 

dx  dr  p  dx 

_  f  d77  ,  Ids  -t-k! 

!“  +  T37c,“,)J 


(8.61) 


In  the  radial  direction,  r. 
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—  —  —  ~"7? ,  dp  —  —*>4(77) 

P  Or  Or 

By  integrating  equation  (8.62),  one  can  obtain 

p  —  p.—  #>77  , 


9?  »  §2* _  9vV 

dx  dx  ^  dx 


(8.62) 


(8.63) 


If  we  take  equation  (8.63)  and  substitute  it  into  equation  (8,6l),  then,  pe  is 
equal  to  the  stationary  pressure  of  the  environmental  gases  surrounding  a  jet: 


Q  «£  +  ,  |5.  _  _  _L $£-.  _  J_  X(r?7) 

dx  Sr  P  dx  f  dr 


_ /  q  u'u* _ a77\  *  (s.6i) 

\  9*  / 

.  •  •  -i  /  • 

The  mean  square  of  the  pulsation  velocity  component,  '■'«/,*■  (7  represents  the  axial 
turbulence  flow  strength.  According  to  the  theory  of  measurement  of  similar  turbu¬ 
lence  flows  in  various  different  directions,  The  static  pressure  of  the 

environmental  gases  surrounding  the  jet,  pe=  a  constant,  and  the  turbulence  flow 
shear  force,  *"»  «•  —  p  41  t'  .  Therefore,  equation  (8.64) 

can  be  simplified  to  be  the  turbulence  flow  boundary  layer  momentum  equation 


dx  dr  pr  dr  (g  .55) 

The  turbulence  flow  boundary  layer  continuity  equation  is 


a(rO)  +  9 (r»)  _  0  9(rf)  _  _9(r0> 

9*  9r  ’  9r  9r  (8.66) 

Sec  6  Integral  of  Momentum  Equations  for  Round  Aperture  Jets 


If  we  take  fir  and,  by  successive  multiplications  of  the  various  quantities  in 
equation  (8.65),  reintegrate  from  r  =  0  to  r  =  00  ,  and,  if  we  declare  this  to  be 
the  average  time  velocity  vector,  u,  without  any  additional  force  from  v,  then, 
we  can  simply  write  r«"r: 


!. fr'' +  ST'"  Jr''  ~ !  rat2 


(8  67) 
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The  axial  momentum  flow  rate 


M 


2  nrdrpu 1m 


If  we  substitute  this  into  equation  (8.67),  then  it  is  possible  to  obtain 


0. 


Therefore,  M=  a  constant.  (8.68) 

This  proves  that  the  momentum  flow  rate  of  a  jet,  along  the  axial  direction,  x,  is 
conserved,  that  is  to  say, 


M  *"  Mt  “  »r}pu$. 


If  we  assume  that  (u/u.)  —  /(ij)  ■*  /,  ij 


r 


u_ocr',  bocx\ 


(8.69) 


If  we  take  equations  (8.69)  and  substitute  them  into  equation  (8.66),  then,  we 


obtain 


-7-  puli3  1  2  "it2**!  —  0  . 

ax  J* 


(8-70) 


In  equation  (6.70),  the  non-dimensional  momentum  flow  rate  of  an  axially  sym¬ 
metrical  jet 


j,  2  Mrjfdrj  —  a 


constant 


2  2 

Therefore,  the  preceding  coefficient,  umb  ,  is  necessarily  unrelated  to  x,  that  is  to 
say  that  u^ccx1,  or  the  exponents  that  are  written  out  are  equal: 


-  *•,  Ip  +  Iq  -  0,  P  “  -«• 

Previously,  we  have  already  made  use  of  the  fact  that  the  jet  half-width,  b,  is  in 
a  direct  proportion  with  x,  so  that  b  —  Cx,  that  is  to  say  that  q  =  1,  and,  there¬ 
fore,  p  =  -1. 

On  the  basis  of  dimensional  analysis  or  the  theory  of  gas  volume  induction  roll 
up,  it  is  possible  to  prove  the  similar  rules  that  govern  the  expansion  of  jets, 

.  s ,  ,  i  »  c*  s  as  well  as  the  rule  governing  the  attenuation  and  reduction 
0.,  —  n'x,  n  =  an  experimentally  determined  constant. 

Sec  7  Employing  £  to  Obtain  a  Typical  Curve 


Assume  that 


—  —  KO  —  f,  «  —  uJ  —  —  /, 

u_  * 


(8.71) 


n  and  o  are  experimentally  determined  constants.  (8.72) 

Let  us  assume  that  there  is  an  average  time  flow  function: 


Make 


n o-f,  t 


1  iF  _  1 

lli  Tf 


(8.73) 


(8.7. 


If  one  is  considering  a  non-compressible  axially  symmetrical  jet,  then. 


rv 


d±  _  _  _3_  Inx  -\ 
dx  dr  Ko*  ) 


n 


(fF'- 


V ’ 


Because  of  this  it  is  also  true  that 


(8.75) 
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V 


(8.76) 

(8.77) 


According  to  equation  (8.19),  the  turbulence  flow  dynamic  viscosity 


£  —  —  %Cz  -  —  —  l{Cn  —  a  constant 


Because  of  these  relationships,  it  is  also  true  that  the  quantity,  t  ,  for  a  round 
aperture  jet,  does  not  vary  with  changes  in  x.  Due  to  this  fact,  the  turbulence 


flow  shear  force 


n 


Let  us  assume  that  the  constant^^aC}  —  ^,then,  it  will  also  be  true  that 

««> 

If  we  take  equation  (8.761,  equation  (8.77)  and  equation  (8.78)  and  substitute 
them  into  equation  (8.65),  and,  moreover,  if  we  determine  that 

Vkc  . 

then  it  is  possible  to  obtain  the  relationship 


FF'-r-fF"  (8.79) 

The  boundary  conditions  for  a  round  aperture  axially  symmetrical  disturbed  free 
jet  are  as  follows: 


189 


when  ,  -  o,  |  -  0, 

u  -  u.,  (F'/«)  -  1,  F'(f)  -  ^'(0)  -  1; 

v-o,  F<£>-F(0)-0, 

when  t  — *■  oo,  ?-*<», 

u  -  0,  (F'/f)  “  0,  F(?)  -  F( oo)  -  0. 


(8.80) 


If  we  conform  to  the  boundary  conditions  in  (8.80),  then,  the  solution  for 


(8.79)  is 


1  +  0.125?2’ 


~  ?  “  (1  +  0.125  V 


(8.81) 


By  employing  equation  (8.76),  it  is  possible  to  obtain 


■(£)- 


?  -  0.125  V 
2(1  4-  0.1 25?’)1 


(8.82) 


Because  of  the  fact  the  turbulence  flow  dynamic  viscosity,  e.  ,  (also 

called  the  turbulence  flow  momentum  exchange  coefficient)  does  not  vary  with 
changes  in  x,  therefore,  the  form  of  the  solutions  for  the  flow  speed  distribution 
standard  or  pattern  function  equations  (8.81)  and  (8.82)  as  well  as  for  the 
boundary  laversof  laminar  flow  is  the  same.  The  difference  is  simply  £  which 
is  several  times  larger  than  the  laminar  flow  dynamic  viscosity,  v. 

In  Table  8.3,  b  is  the  radius  of  a  jet  where  u  =  0.5  um  and  ?  **  v  —  »uj 

* 

when  r  —  q  —  j  , 

The  axial  momentum  flow  rate  is  conserved  as  follows: 

Inrdtfrf  —  M,  —  jrrjpuj. 

If  we  utilize  the  relationships  *  “  "* — a  —  u.  —  F 


and  substitute  them  into  the  equation  above  in  order  to  simplify  it,  then, 
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1 


*8  3  B*D«a*<t***H* 


0 

°-5 

1.0 

1.5 

2.0  1 

j 

2.5 

3.0 

r 

’"7 

0 

0.276 

1 

0.552 

0.829  j 

1.105 

1.383 

1.659 

JL-ir 

4 

— 1 

Mi 

,  I 

0.94 

■ 

0.79 

0.608 

1  0.445 

0.316 

0.221 

oJL-r  -±f 
U.  4 

0 

0.228 

0.346 

0.328 

0.221 

0.087 

* 

-0.047 

3.5 

1 

4.0 

4.5  | 

5.0 

!5-5 

6.0  j 

oc 

r 

’“7 

1  1.94  1 

' 

|  2.21  ' 

;  i 

2.49 

2.762 

3.04  1 

3.315  j 

oo 

_ 

JL  -if 
**-  4 

0.156 

0.111 

0.08 

0.059 

0.044  j 

0.033 

0 

O  F  -  4-  F 

4 

j  — 0.144 

-0.222 

-0.276 

-0.314 

) 

-0.33* 

-0.347 

-0.4 

or 


‘<8.83) 


Table  8.3 

1.  Round  Aperture  Jet  Standard  Curve  Data  Table 

fe  _  ^ .  [[■:..£££  1H  .  l!, 

“•  VT  U._  *  M  x  ’ 

We  already  know -j- f'j  r,  ^  and  «  for  the  standard  curve,  and,  in  such  a  case, 
it  is  possible  to  arrive  at  the  fact  that,  on  the  axis  line,  the  pattern  that 
governs  the  attenuation  and  reduction  of  the  maximum  flow  speed,  um, along  x,  is  a 
parabolic  curve  defined  by  the  relationship  um-x=a  constant;  this  curve  starts  from 
the  end  point  of  the  core  of  the  jet,  and  x  5"  wnere  *•  is  equal  to  the  length 
of  the  jet  core.  If,  on  the  basis  of  Goertler's  standard  curve,  we  solve  for  the 
integral  of  equation  (8.83),  then 


■  rt> 


u- 

u« 


£  Zi 
1.61  * 


dy 


By  measurement  we  can  obtain  the  value 
<r  —  18.5,  and  then, 


“=  -  5.75  ^ 


(«.8«) 


Based  on  experimental  observations  and  measurements,  the  ratio  constant  of  the 
jet  half-width,  b,  as  it  varies  with  expansion,  x,  is  C»01,  b~  o  ix. 

The  coefficient  of  induction  roll  up  a,  —  v,/ u.ao.026. 

The  induction  roll  up  gas  volume  ratio  (£>/£,)  -*  0.32  — ,  the  initial 

4% 

flow  volume  Qi  “  s'iu,  [m5/*]. 

Sec  8  Initial  Phase  Flow  Speed  Distribution  for  Circular  Aperture  Jets 

Flowing  With  the  Current 


Let  us  assume  that  we  are  dealing  with  a  jet  in  which  a  round  aperture  with  a 
diameter  d  =■  2r0  puts  out  an  even  flow  speed,  U  ,  and  in  which  there  is  an 
initial  momentum  flow  rate,  M  ,  (Fig  8.4).  Point  n  is  a  point  on  the  edge  of  the 
jet  nozzle,  nl  is  the  interior  boundary;  the  angle  of  expansion  =  «*i  .  n2  is  the 
exterior  boundary  with  an  angle  of  expansion  — oj  .  The  area  between  the  interior 
and  exterior  boundaries  is  the  turbulence  mixture  layer.  Ox  is  the  jet  aperture 
axis  line.  The  core  length  of  the  round  cone-shaped  jet  =  xQ.  The  radius  from  the 
axis  line  to  the  interior  boundary  *  r^;  the  radius  from  the  axis  line  to  the  ext¬ 
erior  boundary  *  ^2*  r»  the  radius  at  a  certain  point  in  the  mixture  layer.  The 
area  surrounding  a  round  aperture  jet  includes  gases  which  flow  along  with  the  cur¬ 
rent  at  a  flow  speed  =*L’t  <  Uti  (Oi/L0)  “  *.  On  the  axis  line,  the  maximum 

corresponding  flow  speed  u „  —  U,  —  t/j.  The  corresponding  flow  speed  at 
a  place  with  a  certain  radius,  r,  is  u=U-Uj .  At  a  place  where 

1  .. 

L  t  the  width  of  the  mixture  layer  =b,  and  it  expands  along  x, 

forming  a  sharply  delineated  type  of  mixture  layer.  At  a  fixed  point,  x,  the  total 
width  of  the  mixture  layer  is  J  «■*  (r,  —  r,). 

Let  us  assume  that  the  corresponding  flow  speed  ratio  is 


u_\  _  U  -  U, 

'uj  “  U,  ~  l/,’ 

The  non-dimensional  coordinates 
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*1  —  r . 


rl  —  T\ 


Let  us  adjust  the  flow  speed  ratio  between  the  surroundings  and  the  jet  so  that 
X  is  equal  to  a  constant  and  0<1<1;  on  the  basis  of  a  great  deal  of  data 
obtained  from  experimental  observations  and  measurements,  it  is  possible  to  utilize 
the  smallest  square  to  induce  the  non-dimensional  flow  distribution  function  f(  £  ) 
for  different  cross  sections,  x,  and  draw  out  similar  curves  to  the  one  shown  in 
Fig  8.5. 


Fig.  8.4.  Round  aperture  jet  initial  stage  mixture  layer. 
Key:  1.  Induced  roll  up. 


m 


2 


(1  —  ctuxf) 


(8-85) 


If  we  consider  the  case  in  which  the  jet  flow  speed,  Uo,  is  already  fixed,  then, 
the  magnitude  of  the  parallel  flow  speed  of  the  surrounding  gases,  Ujf  that  is  to 
say,  the  magnitude  of  X  ,  influences  the  total  width  of  the  mixture  layer,  F,  as 
well  as  the  length  of  the  jet  core,  xQ.  If  one  is  considering  the  case  in  which 
Ui  is  increased  in  size,  and  A  is  increased  in  size,  then,  even  though  A  is 
still  smaller  than  one,  the  mixture  layer  is  made  narrower  (Fig  8.6),  and  the  angles 
of  expansion,  and  are  both  reduced  in  size  (Fig  8.7);  the  core  of  the  jet 

flow,  x0,  is  elongated.  When  X  =  1,  then,  there  are  formed  two  evenly  parallel 
flows,  the  mixture  layer  is  narrowed  to  nothing,  and  the  jet  core  is  lengthened  to 
infinity.  After  1>1,L?i>17,  ,  the  nozzle  jet  becomes  a  weakly  induced  flow. 

Because  of  the  effects  of  the  fact  that  the  surrounding  gas  flow  is  violently  induced 
to  roll  up  on  itself,  the  mixture  layer  is  narrowed,  and  the  length  of  the  jet  core 
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Fig.  8.5.  Similar  flow  speed  distribution  curves. 


is  shortened.  The  surrounding  gas  flow  interacts  with  the  turbulence  flow  by 
transferring  momentum  to  the  weaker  of  the  two  flows,  and,  thereby,  raising  the 
static  pressure  along  the  axis  line  of  the  jet,  x;  this  process  can  continue  even 
to  the  point  where  it  creates  a  positive  pressure  gradient  (Sj5/0r)  .  In 

situations  where  the  dynamic  pressure  of  the  weak  flow,  1/2  pU\  ,  cannot  overcome 
this  positive  pressure  gradient,  one  can  see  the  production  of  points  of  impedance, 
with  the  appearance  of  counter-current  flows  and  localized  reflux  areas.  If  one 
is  not  dealing  with  a  mixture  layer  in  an  environment  of  constant  pressure,  then 
it  is  not  possible  to  simply  use  the  axial  conservation  of  momentum  method  in  order 
to  deal  with  the  problem.  Ifi“0,that  is  to  say,  if  a  round  aperture  jet  flow,  U, . 
is  entering  a  gaseous  environment  which  is  at  rest,  l/,— 0;  then,  in  the  mixture 
layer,  the  flow  speed  distribution  is  still  similar  to  the  curve  found  in  Fig" 8.5. 
If  one  is  dealing  with  a  round  aperture  free  jet  flow,  so  that  i -•  0,  then  the 
expansion  of  the  interior  and  exterior  boundaries  of  the  mixture  layer  can  be 
represented  by  the  radius  test  formula  below: 


-  0.95  —  0.097  -I 

'•  r,  (8.86) 


194 


1.  The  Expansion  of  Round  Aperture  Jet  Mixture  Layers  for  Different  Values  of 


Fig  8.7 

1.  Changes  in  the  Interior  and  Exterior  Angles  of  Expansion  in  the  Initial  Stage 
of  a  Parallel  Flow  Jet  2.  Exterior  Boundary  3.  Interior  Boundary  4.  Expansion 
Angle  (in  degrees) 


II  -  1.07  +  0.158  — 
r,  r» 


(8.87) 


The  induction  roll  up  gas  volume  ratio  is 


£  -  1  +  0.0»3  (i)  +  ..013  (i)‘ 


(8.88) 
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Chapter  9  Distribution  of  Temperature  and  Concentration  in  Jets 


Sec  1  Potential  Energy  Equations  for  Boundary  Level  Laminar  Flow  Jets 

Let  us  make  use  of  the  following  assumptions  about  boundary  layers: 

(1)  v  <*:  u;  (2)  (du/3i)  «  (Su'Sy),  (dT/dx)  <C  (dT/dy). 

Let  us  also  assume  that  x  is  the  primary  direction  of  flow.  Diffusion  of  momentum, 
thermal  energy  and  mass  takes  place  primarily  in  the  y  direction.  Let  us  separate 
minute  control  bodies  from  the  boundary  layers  of  laminar  flow  (or  boundary  layers), 
dx  •  dy  •  i  ,  (assume  that  there  is  a  dimension  ■  1  which  is  perpendicular  to 

the  surface  of  the  illustration).  Let  us  check  into  the  entry  and  exit  energy  flow 

rates  of  the  control  bodies  as  shown  in  Fig  9.1  (a),  (b)  and  (c).  Let  us  talk  for 

a  moment  about  these  minute  control  bodies,  dx  -  dy  •  \ 

The  differential  of  added  kinetic  energy  due  to  enthalpy  in  the  control  bodie.. 
between  the  time  of  their  entry  and  exit  is  equal  to  the  differential  of  cross¬ 
current  thermal  conductance  plus  the  differential  of  friction  energy.  Let  us  assume 
that 

f  u1  +  y*,  i  ctT ,  di  “  c,dT , 

. O.Vdx)  -  e,(dT/dx)\ 

The  differential  of  the  density  flow  of  the  additional  kinetic  energy  due  to 
enthalpy  is  equal  to 


According  to  the  continuity  equation 

&T  Cpu)  +  e7  0,0  "  °’ 

Therefore,  the  energy  equilibrium  equation  is 
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pu 


dT 

dx 


(9.0 


+  t)  + £[*'''(' +  t)3'' 

r-4-r, 

m  (. + -f)  HO + -f) + [  ^(’ + 


4,  + 


± 

(»;  a«*sa* 


(b)  «&*«» 


Fig  9.1 

1.  Entrance  and  Exit  Enthalpy  and  Kinetic  Energy  2.  Entrance  and  Exit  Heat 
Transference  3.  Entrance  and  Exit  Heat  of  Friction 


Due  to  the 

T  «  U  | 


fact  that  we  have  assumed  that  the  boundary  layers  are  formed  so  that 
therefore,  the  total  temperature 


Tm 


T  +£-t*T  + 


(9.2) 
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If  the  isobaric  specific  heat,  Cp=  a  constant,  then,  from  equation  (9.2),  it  is 
possible  to  obtain 


u is*- /ai!_  ar\a_a_ (v\ 

dy  by  \  2  )  *  V  dy  dy  )  dy  \  2 


and,  by  the  same  reasoning, 

a 


a  !<r\  rdT '  BT\  a  /u*\  du 

aT  (j ' {nr- er) a;  (tH  ar> 


(9.3) 


The  Prandtl  number 


Pr 


The  coefficient  of  temperature  conductivity  is 

a  —  -L.; 

e*p 

If  we  take  the  relationships  at  (9.3)  and  substitute  them  into  equation  (9.1),  then, 
it  it  possible  to  obtaio  g 

"■l r  +  '>"aT"?71''^ 

Concerning  the  momentum  equations  of  boundary  layers  of  laminar  flow,  if  we 
compare  them  to  equation  (7.27)  (in  which  there  is  no  pulsation  velocity  component 
u'  or  v'),  it  should  be  true  that 


9u  .du  6p  .  d  (  du\ 

dx  .  dy  Bx  By  \  By  ) 


By  Bx  By  V~  By  J  C9-5) 

If  one  takes  u  and  performs  successive  multiplications  on  the  various  quantities  of 
the  equation  above,  then,  after  the  manipulations  are  finished,  one  can  obtain 

(t) +  37  0?)  “ If-  +  “  %) 

Because  of  the  boundary  layers,  let  us  assume  that 
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Therefore , 


$JL  atO,  &-W. 

dy 


< 


< 


u—-(~)  and  y  A  (y)  can  be  ignored  in  any  computations. 


If  we  subtract  equation  (9.6)  from  equation  (9.1),  then  it  is  possible  to  obtain 

dT  ,  dr  dp 

puc,-  +  „vc,_ 


A 

dy 


dy 


(9.7) 


If  we  take  pc,  and  use  it  to  perform  successive  multiplications  on  the  various 
quantities  in  the  equation  above,  and,  if  we  assume  that  P>  et,  i  and  p  are  all 
constants,  then,  it  is  possible  to  obtain 

dT  .  _  dT 


+  v  -  -JL&.  +  (J\  PT_ 

d*  dy  pc,  dx  \<fp)  dy 2 


P  (  Qu  V 
427  pc ,  \  dy  ) 


If  one  assumes  that  the  static  pressure,  p,  along  x  is  invariable,  then,  (dp/dx')  —  0. 
Because  of  the  fact  that  the  power  of  viscose  friction  which  is  turned  into  a  quan¬ 
tity  of  heat  is  much  smaller  than  the  cross  flow  which  is  turned  into  thermal  con¬ 
ductance,  therefore,  it  is  possible  to  ignore  the  quantity  ^Ou/dy)1  ,  and,  due 
to  this  fact,  the  thermal  energy  diffusion  equation  for  a  boundary  layer  of  laminar 
flow  is 

ar  M  9T  .  ■  a»r 

U  dx  dy  dy 1  ‘  (9.S) 


Sec  2  Equations  for  Heat  Energy  Dissipation  in  Boundary  Layers  of  Turbulent  Flow 


Let  us  consider  the  case  of  an  average  time  quasi-stable  state  two-dimensional 
turbulence  flow  field.  The  turbulence  flow  shear  force  r„  «■»  rT;  the  turbulence 
flow  thermal  density  flow  *  qT,  and,  let  us  take  the  average  time  parameters 
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W  v  ‘v.  'S'ec*  -V  *2 


plus  Che  pulsation  parameters  and  substitute  that  quantity  for  the  instantaneous 
parameters,  as  we  see  below. 


u»Q  +  u'  pu  ■■  pu  4-  (pu)*  T  •  T  +  T' 
v  —  «  +  v'  pv  ■■  pv  +  (pv)'  rT  •“  —  puV  *“ 

■  y 

p  “  fi  +  f>  p  "  p  +  p'  ’  ~  _$T  *■  —  (pO 


0f 

dy 


(99) 


Let  us  take  the  relationships  at  (9.9)  and  substitute  them  into  equation  (9.7); 
then,  if  we  are  considering  a  case  in  which  compressibility  is  not  a  factor,  and 
a  constant,  it  is  possible  to  obtain 


-"£+£(*  f) 

(£)‘ 


dx 
+  M 


9  ,  , — rr=r  ,  -r-7  9Q 

+  —  [  -  f,(pv  )T  J  —  pv  u  — , 
Oy  Oy 


(9.10) 


Let  us  further  assume  that  r,,  i,  p  are  all  constants,  that  the  static  pressure, 
P’,  along  x,  is  invariable,  and  that(9p/9x)  *»  0  ;  if  we  assume  all  these  things, 
then. 


+  (m  +  Mr)  • 


(9-10 


In  a  laminar  flow,  the  transference  of  heat  through  molecular  motion  is  much 
smaller  than  the  transference  of  heat  which  is  due  to  the  motion  of  the  masses  of 
gas  in  a  turbulence  flow,  ;  therefore,  it  is  possible  to  ignore  A. 

Concerning  the  final  quantity  in  equation  (9.11),  this  is  the  power  dissipation 
due  to  friction  in  a  laminar  flow  plus  a  turbulence  flow,  and,  after  this  is 
converted  into  heat  energy,  this  can  also  be  ignored.  Due  to  this  fact,  equation 
(9.11)  can  be  simplified  to  read 

0  51  +  ,  -  f  ±\  VT  „  «.  ait 

*  dx  dy  \x,p/  Oy1  1  dy:  (9.12) 

The  quantity  fr  ”  —  ,  is  called  the  "turbulence  flow  coefficient  of  temp- 

cfP 

2 

erature  conductivity,"  and  it  is  measured  in  units  of  (m  /s). 

If  we  assume  that  *—  ,  which  is  called  the  "turbulence  flow  dynamic 
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viscosity,"  then  the  turbulence  flow  shear  force tT  *=  pe  from  equation 
(7.30),  we  can  derive 


dx  ■  dy  P  dy  \  dy  '  dys 


(9.13) 


If  one  makes  a  careful  mutual  comparison  between  equation  (9.12)  and  equation  (9.13), 
and,  if  the  "turbulence  flow  coefficient  of  temperature  conductivity,"  eT  ,  is 
completely  equal  to  the  "turbulence  flow  dynamic  viscosity,"  £  ,  then,  the  two 
differential  equations  are  completely  similar,  and  their  solutions  are  identical; 
therefore,  velocity  distribution  is  nothing  more  than  temperature  distribution. 

This  corresponds  to  a  state  in  which  the  turbulence  flow  Prandtl  number,  Pr'=l. 

The  laminar  flow  Prandtl  number  is 

Pr  -  -L  _  tLt 

’  •  l 

and  the  turbulence  flow  Prandtl  number  is 


However,  different  gases  at  different  temperatures  have  different  Prandtl  numbers 
(Fig  9.2).  The  viscosity,  n  ,  is  also  different  (Fig  9.3).  If  the  multiple  of 
turbulence  flow  and  laminar  flow  viscosity  is  approximately  equal  to  the  multiple 
of  the  rate  of  thermal  conductance  of  turbulence  flow  and  laminar  flow,  that  is  to 
say ,  (mt/V)®4^/^  ,  then,  it  is  possible  to  consider  Pr '  Car  Pr,  and  it  is  also 
possible  to  borrow  the  Prandtl  number  for  laminar  flow. 


1.  Prandtl  Numbers,  ft  -  i~L  Follow  changes  in  temperature,  T  (K) 


2.  Air  3.  A  Theoretical  Value  for  Unity 
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1.  Gas  Viscosity, 
3 .  Air 


B»:3  /»«■**& 

Fig  9.3 

,  As  It  Varies  With  Changes  in  Temperature  2.  Viscosity 


Sec  3  Initial  Phase  Temperature  Distribution  for  Flat  Mouth  Jets 

Let  us  make  a  consideration  of  this  subject  on  the  basis  of  what  we  have  already 
said  in  Chapter  8,  Sec  4  and  a  look  at  Fig  8.2.  Let  us  continue  to  select  as  the 
base  line  «-  0  where  g  _  _L  ut  .  Let  us  assume  that  <*r  is  an  experimentally 


determined  constant  and  that 


Sr 


—  d£r  —  <*t. 

jr1  *  *  dy  s' 


T  —  the  temperature  at  a  certain  point  y  in  a  boundary  layer 

0 

Tm  —  the  maximum  temperature  inside  a  boundary  layer 


F"  -  ~r- 

Th  -■  the  ambient  temperature  outside  a  boundary  layer 


(9-H) 


F'"  — 
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T*  —  the  initial  temperature  of  the  jet 


dS  d*G 

‘-IV  6  ~~JF~ 

Let  us  assume  that  7"*  “  ~  CT.  +  7\«)j  then,  the  ratio  of  temperature 
differentials  is 

•>  AT*  T  —  T» 

^  (9-15) 

On  the  basis  of  Chapter  8,  Sec  4,  the  rules  governing  the  expansion  of  the  width  of 
a  boundary  layer  are 


br  —  Crx,  Cr  «-  a  constant 

Kr  *•  a  constant,  and  the  turbulence  flow  coefficient  of 
temperature  conductivity  is 


*T 


*r 


“  •“  KrCrxUt, 

_  1 

2  V-KrCr* 


(9.16) 


If  one  states  that  he  is  dealing  with  an  average  time  quasi-stable  state,  in  the 
thermal  energy  dissipation  equation  for  a  boundary  layer,  the  symbols  do  not 
reappear : 


u 


37 

dx 


If  we  take  equation  (9.14),  (9.15)  and  (9.16)  and  substitute  them  into  equation 
(9.12),  after  the  manipulations  are  over,  it  is  possible  to  obtain 


6 "  +  loJ'F  -  0,  -  -  -2F 

ffy  V 


(9.17) 


From  equation  (8,52) 


i  r'" 

+  2*FF"-0,  -LL.--2JF 
w  r 


(9.18) 

If  we  make  a  comparison  of  equations  (9.17)  and  (9.18),  and  then  assume  that 

F "  (9.19) 


9  —  — ,  it  will  follow  that  ^7*^77- 
*  8'  F  <r 


u-i  -  L-s 


Integrating  once 
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Integrating  again 


InC.S'  =  ln(F ")',  CJ'-CF'-y 


(9-20) 


According  to  the  Goertler  solution  method  in  Chapter  8,  Sec  4 

-r  *;*a> — h=e~*-- 

V 


(9.21) 


ffV  * 


If  we  take  this  equation  and  substitute  it  into  equation  (9.21),  then, 

C'6  “  j  +-C, 

J  J  (9.22) 

If  we  utilize  the  following  boundary  conditions 


when  ‘  =  0,  AT  —  0. 5AT« that  is,  OjS  ■*  l; 
when*-*00*  ^T  —  AT,,  that  is,  cr3^"“2; 


then,  after  we  solve  for  Cj  and  C2 ,  it  is  possible  to  obtain 

~  J  a-fi  “  0.5  +  j*1"  fT  -  ly/~B\  (9.2  J) 

The  form  of  this  equation  and  the  form  of  equation  (8.55)  are  the  same;  therefore, 
the  temperature  differential  distribution  and  the  flow  speed  distribution  both 
have  similar  curves  (Fig  8.3).  However,  due  to  the  fact  that  J^l,  the 
horizontal  coordinate  should  be  changed  into  fr  ;  this  value  differs  from  the 
coordinate  £  in  Fig  8.3  by  v  6  times.  If  we  assume  that  6  «• 2,  then, 
experimental  data  and  theoretical  computations  agree  with  each  other. 


Sec  4  Distribution  of  Normal  Phase  Temperature  Differences  for  Narrow  Crack 

and  Round  Aperture  Jets 


According  to  Chapter  8,  Sec  2  (Fig  8.1),  let  us  take  a  look  at  the  thermal 
energy  equilibrium  of  the  integrated  control  layer,  dx'l,  in  the  normal  or  pattern 
stage  of  a  jet  (assume  that  there  is  a  thickness  *  1  which  is  perpendicular  to  the 
surface  of  the  illustration).  Let  us  assume  that  the  temperature  differential  is 
AT  “  7  —  T  h. 

The  amount  of  increase  in  enthalpy  which  flows  toward  the  control  layer,  dx’l, 

■  PVf,AT  ■  dz  •  1  [kcal  s]. 

The  amount  of  increase  in  enthalpy  which  flows  out  of  the  control  layer,  dx*l. 
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=  dQ  =  —  d  j  (puct&T')dy  [kcal.  s]. 

The  thermal  energy  which  is  dissipated  in  a  turbulence  flow  across  a  control 
layer  = 

q-rdx  •  1  —  ’  1  [ Itcal/ $ ] ; 

Oy 

The  thermal  energy  equilibrium  of  a  control  layer  is 

p\c,ATdx  +  d  (p\ic,&T)dy  —  {  “  °» 

The  turbulence  flow  coefficient  of  temperature  conductivity  is 


Therefore , 

VAT  +  A  ['  uA Tdy  -  eT  =  0  (9.24) 

OX  J -  dy 

In  the  pattern  or  normal  stage,  let  us  assume  that  the  turbulence  flow 
coefficient  of  temperature  conductivity  is 

6T-KTCTxum,  [m2M  (9.25) 


Along  the  x  axis  line,  the  rule  governing  the  attenuation  and  reduction  of  the 
maximum  temperature  differential  is 


(7.  -  7 H)  -  A7„  -  a  constant  -~ 

v  * 


(9.26) 


Let  us  assume  that  the  non-dimensional  temperature  differential  distribution 
function  is 


Ai.  * 

A7  =  -^=0(St)  --4=9. 


V  1 

v'  X 

Si. 

9 

x 

9 

X 

dA7  ^ 

_L_  A'  JIl  -  . 

r<rT 

dy 

a, 

x\/  * 

(9.27) 


(9.28) 


If  we  take  the  equations  from  (9.35)  to  (9.38)  and  substitute  them  into  equation 
(9.34),  then  we  can  obtain 
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F6  +  IKtCjOjoB’  -  0 


(9.29) 


tf  we  assume  yet  again  that 


o-t  - - - - 7=» 

2  VKrCx  2  </*<■ _ 

2  KrCiCTO  -  - 1 

<  •  VK.C,  .  2  >  <<  - 

4,  c>  w  have  precise  values  determined  for  them  by  experimental  measurements  of 
flow  speed  distribution,  and,  if  we  assume  that 

a  —  f^rCy  —  *r  _  1  . 

V  a  Pr’ 

Kr,  CT,  <rT  have  precise  values  determined  for  them  by  experimental  measurements 
of  temperature  distribution.  Equation  (9.29)  can  be  simplified  to  read 


7F6+06' m*  o,  <?  —  —  ~2F 
8 


If  we  utilize  equation  (8.28),  then. 


2 ff'+r-o,  !!-.-■>* 

’  F‘ 


(9.30) 


(931) 


Therefore,  the  relationship  between  the  temperature  differential  and  the 
standardized  flow  speed  function  is 


,1-11 

e  r 

If  we  employ  the  boundary  conditions  which  follow,  i.e., 


(9  32) 


u  -  u.,  F'  -  1,  AT  -  AT.,  9  -  1, 

and  then  integrate  the  equation  above,  it  is  possible  to  obtain 


~  (ff)  -  U-t  -  (s-Y 

^A  T  \u.'  '.l. 


(9.33) 


Experimentation  proves  that,  if  5  *  2,  or  pr**0.5,  then,  there  is  agreement  with  the 
relationships  at  (9.33). 

When  one  is  considering  the  case  of  the  patterned  or  normal  stage  of  an  axially 
symmetrical  turbulence  flow  jet,  which  is  put  out  from  a  round  aperture,  the  rela- 
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tionship  between  the  temperature  differential  distribution  and  the  flow  speed 
distribution  is  the  same  as  equation  (9.33).  Therefore,  we  already  know  Pr  and 
the  flow  speed  distribution,  that  is  to  say,  it  is  possible  to  obtain  the  tempera¬ 
ture  differential  distribution. 

Sec  5  Experiments  on  Concentration  Distributions  in  Boundary  Layers  of  Turbulence 

Jets 

In  gases  which  mix  at  rest,  if  the  gas  consists  of  two  types  of  gas,  A  and  B, 
then  the  distributions  of  concentration,  cA  and  cg,  are  uneven.  Because  of  molec¬ 
ular  motion,  both  A  and  B  diffuse  from  areas  in  which  they  are  highly  concentrated 
toward  areas  in  which  their  concentrations  are  low.  It  is  only  necessary  to  have 
enough  time,  and  it  is  possible  to  reach  an  even  mixing,  that  is  to  say,  at  various 
points  in  the  space,  cA  and  cg  are  evenly  distributed.  This  is  called  "free  molec¬ 
ular  diffusion."  Taking  gas  A  as  the  basis,  at  any  given  instant  there  is  a  dis¬ 
tributional  lay-out  for  the  concentration,  cA>  This  form  or  lay-out  can  be  drawn 
out  in  the  form  of  a  concentration  distribution  curve. 

Concerning  a  flat  mouth  or  round  aperture  jet,  when  gas  A  is  propelled  into  a 
stationary  gas  B,  it  is  obvious  that  the  concentration  of  gas  A  will  be  highest 
(cm)  on  the  axis  line  of  the  jet.  Because  of  the  fact  that  the  masses  of  gas  in 
the  turbulence  flow  tumble  over  each  other  and  pulsate,  the  movement  of  gas  A  in  a 
circumferential  direction  toward  the  surrounding  environment  and  across  the  flow  of 
the  jet  produces  the  situation  that  the  farther  one  goes  from  the  axis  line  of  the 
jet,  the  lower  is  the  concentration,  cA.  It  is  also  true  that  the  farther  down  the 
flow  one  goes  from  the  jet  nozzle  the  lower  becomes  the  value  of  cm  on  the  axis 
line.  If  the  original  flow  speed  of  the  jet,  uQ>  and  the  initial  concentration  of 
the  jet,  c0,  do  not  change,  and  the  flow  speed  distribution  of  the  average  time 
stable  state  does  not  change  either,  then,  in  both  the  cross-current  direction 
and  the  parallel  flow  direction  it  is  possible  to  attain  a  stable  concentration 
distribution.  This  is  called  "turbulence  flow  pulse  diffusion." 

Figure  9.4  represents  a  comparison  between  the  distribution  of  the  concentra¬ 
tion  ratio,  c/cm,  which  measures  the  burden  of  carbon  dioxide  (CC^)  at  various 
cross  sections  such  that  *  “  */4«  “  10,  20,  30,  40  as  it  pertains  to  a  flat  moutn  je 

with  2  *>>  “  3  [nun]  and  a  width  of  2  4,-  300  [mm]  which  is  orooellinc  carbon 
dioxide  (CO2)  into  stationary  air  at  an  initial  flow  speed  u0=55.9(m/s)  and  the 
distributions  of  temperature  differential  and  flow  speed,  yo.5  is  the  vertical  co- 
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ordinate  for  a  place  where  the  flow  speed  u-0.5un.  The  weight  concentration  ratio 
is  the  ratio  between  the  weight  of  the  CO2  contained  in  each  unit  of  volume  and  the 
weight  of  the  air  contained  in  it.  It  is  possible  to  withdraws  sample  of  gas  from 
the  jet  and  use  a  chromatograph  to  determine  the  concentration,  c,  of  the  CO2  which 
it  contains.  Or,  it  is  also  possible  to  use  pulse  lasers  to  illuminate  and  measure 
flow  fields,  take  integrated  information  photography  for  the  analysis  of  interfer¬ 
ence  pattern  spectra,  and  to  measure  the  concentration  distribution  of  CO2.  The 
error  in  this  measurement  of  concentration  is  less  than  or  equal  to  3%.  From  look¬ 
ing  at  Fig  9.4,  it  is  possible  to  see  that  the  corresponding  concentration  (c/cm^ 
datum  points  for  different  cross  sections  x  —  (x/£0)  which  are  used  to  obtain  measure 
ments  of  the  pattern  or  normal  stage  of  a  jet  almost  all  fall  on  the  normal  curve 
for  temperature  differential  distribution.  This  explains  the  fact  that  the  process 
of  turbulence  flow  concentration  diffusion  (mass  exchange)  and  the  process  of 
turbulence  flow  thermal  energy  dissipation  are  similar;  however,  they  are  very 
different  from  the  flow  speed  distribution  (momentum  exchange). 

If  it  happens  that  the  environment  surrounding  the  jet  itself  contains  carbon 
dioxide  in  a  concentration  cy,  then,  it  is  possible  to  utilize  the  concentration 
differential  Ax  e  —  cH  .  on  the  axis  line,  the  maximum  concentration  dif¬ 
ferential  At„ <—  cm  —  cH.  As  far  as  an  average  time  quasi-stable  state 
jet  is  concerned,  the  amount  of  a  certain  substance  (for  example,  CO2),  which  is 
put  out  by  each  unit  of  width  of  a  jet  nozzle  each  second  is  M,  •-  2  4,u,  •  1  •  p*A c, 
and  this  is  a  constant.  If  we  assume  that  the  area  of  a  jet  cross  section  *  F, 
then, 

M  ■*  p&cudF  -  W,  «  a  constant  (9.3-4) 

Concerning  a  flat  mouth  two  dimensional  jet,  half  the  height  > 

and,  if  we  use  non-dimensional  parameters  like  (u/  O,  (Ac/A <•„)»  O'/*)  , 
in  a  non-compressible  flow  where  p*  a  constant,  and,  if  we  only  consider  half  the 
jet,  and  recognize  that  the  attenuation  and  reduction  of  A cm  and  um  along  x  are  the 
same,  then, 

—  (A£-„)Jr(  —  a  constant  («  33) 

J*  Ar„  u_  x 

Because  of  the  fact  that  the  flow  speed  ratio  u/Uj,  and  the  ratio  of  concentration 
differentials  a<7Ac„  are  both  normal  functions,  they  are  unrelated  to  x;  there¬ 
fore,  the  integral  of  equation  (9.35)  should  be  a  constant.  On  the  basis  of  the 


*/*  Ac  '  u  d  v 
•  A cm  u,  * 
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conservation  of  mass  equation  (9.34),  it  should  be  true  that 


a  constant 

(Af-V*  “  a  constant,  or  At.  —  ——  (9.36) 

v  * 


As  far  as  a  round  aperture  axially  symmetrical  jet  is  concerned,  if  half  the  height 

of  the  boundary  layers  is  =r,  and  the  integrated  cross  section  rfF—  2 *ydy  , 

then. 


( 


At  u  y  d\ 


■>*  At.  u.  *  x 


a  constant 


By  the  same  reasoning,  it  is  possible  to  obtain  the  relationship 


At.  - 


a  constant 


(9.37) 


Fig  9.4 

1.  Flow  Speed,  Temperature  Differential  and  Concentration  Distributions  in  the 
Self-patterning  or  Normal  Stage  of  a  Flat  Mouth  Turbulence  Flow  Jet  2.  Weight 
Concentration  Ratio  3.  Flow  Speed  Distribution  4.  Temperature  Differential 
Distribution 
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Sec  6  Concentration  Diffusion  Equations  for  Boundary  Layers  of  Flat  Mouth  Jets 


From  a  two-dimensional  laminar  flow  field,  let  us  separate  and  remove  a  minute 
control  body  dx  •  dy  •  1  (there  is  a  thickness  ■  1  and  perpendicular  to  the 
surface  of  the  illustration).  Let  us  take  a  look  at  the  situation  concerning  the 
non-dimensional  concentration,  c,  of  a  certain  substance  as  it  occurs  in  the  paral¬ 
lel  flow  and  cross-current  flow  of  the  entry  and  exit  of  control  bodies  (Fig  9.5). 

The  differential  between  rates  of  flow  of  a  certain  substance  during  its 
entrance  and  exit  along  x 

“*  ~  (puf  •  dy)dx. 

Ox 


P*r. 


■m-pxc 


Fig  9.5 

1.  The  Situation  Concerning  Concentration  Diffusion 

The  differential  between  rates  of  flow  of  a  certain  substance  during  its 
entrance  and  exit  along  y 

—  ~  ( pve  •  dx)dy, 

Oy 

The  cross-current  diffusion  density  flow 

m  —  —  Dp  — ,  D  —  the  molecular  diffusion  coefficient  (m2/s), 
dy 

Because  of  the  fact  that  the  input  and  output  are  not  in  equilibrium,  there  are 
initiated  within  the  control  bodies  changes  in  concentration  over  time 


—  —  0 tedxdy)-, 

61 

According  to  the  conservation  of  mass,  it  is  possible  to  write  (if  one  assumes 
that  the  density,  p,  does  not  change) 


Q(ur)  +  8(vQ  _  _1_  bm  _■  y.  2)  ®£_‘  jg) 

8r  by  P  by  V  8*  df  dt  . 


The  incompressible,  two-dimensional  continuity  equation  is 


■flu  •  ■  i  dr 
--t-A-  — -  —  6 

fl* 


(9.39) 


The  left  side  of  equation  (9.38)  can  be  expanded  into 


fl(  u<-)  +  fl(vr) 
bx  dy 


u 


flf_  +  T9L 

dr  by 


+  x 


flu 

bx 


*£)•  t9,0J 


If  one  is  dealing  with  a  stable  laminar  flow,  then, 


If  we  take  equation  (9.40)  and  substitute  it  into  equation  (9.38),  then,  it  is 
possible  to  obtain 


u 


dc_ 

8* 


D 


8/ 


(9.41) 


Sec  7  Concentration  Diffusion  Equations  for  Flat  Mouth  Turbulence  Jets 

Let  us  look  at  the  case  in  which  one  is  considering  an  average  time  quasi¬ 
stable  state  non-compressible  turbulence  flow  field.  In  such  a  case  it  is 
possible  to  use  the  average  time  parameters  plus  the  pulse  parameters  to  replace 
the  instantaneous  parameters  as  follows: 
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<  “  c  +  <•',  u  —  0  ■+•  u',  v»»  +  v',  •••, 

Ctt  »  cQ  -f-  ITu*. 

If  we  substitute  these  parameters  into  equation  (9.41),  then,  it  is  possible  to 
obtain 


e  (ro)  ,  acjv)  t  a  (77)  t  a  (7V)  _  r 

8x  .  3y  8x  8y  dy3 


(9.42) 


In  the  equation  above, 


9  (77) 

dx 


and 


^  /^T7\ 

— •  represent  the  energy 

oy 


with  which  a  certain  type  substance  is  transported  by  parallel  flow  and  cross¬ 
current  pulsations  of  turbulence  flow  air  masses;  this  quantity  is  several  times 

larger  and  stronger  than  the  molecular  motion  diffusion  of  such  a  substance. 

.  .  .  .  8*? 

Therefore,  it  is  possible  to  ignore  the  quantity  D — -  . 

by1 

The  average  time  quasi-stable  state  continuity  equation  is 


da  di  . 

+  .=  0j  cr 

Ox  dy 


(9  43) 


If  we  take  the  first  two  quantities  on  the  left  side  of  equation  (9.42)  and  expand 
them,  then. 


d (ca)  ,  8(?f)  _  di  .  .  Qc 

- - -  r  — — - -  u - H  $ - 

Ox  dy  dx  dy 

’  +  ?  9c. 

(  dx  dy  J  dx  dy 


Besides  this,  according  to  the  assumptions  about  boundary  layers,  the  flow  .speed 
change  gradient  along  x  is  much  smaller  than  the  corresponding  gradient  along  y. 
Therefore,  it  is  possible  to  ignore  the  quantity  u \  Due  to  this 


fact,  equation  (9.42)  can  be  simplified  to  read 


dx 


d  (rV) 

9-  dy  +~y — 


(9-44) 
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On  the  basis  of  the  Taylor  theory  of  turbulence  flow,  pulse  concentration  is 

Oy 

lj*  the  Taylor  mixing  distance.  Vec  —  u',  the  cross-current  pulse  component 
of  velocity  is 


V0C  /r  Id?  I*  tr  “  **  v'' 2  *  A  -  a  constant 

If  we  substitute  these  relationships  into  equation  (9.44),  then,  we  can  obtain 


0  + 1 1£  -  jL  ( »SL .  _  x,T  (9 

dx  dy  dy  \dy  dy  /  dy* 


0y  dy  \  dy  dy  /  dy3*  ' 

In  the  equations  above,  the  turbulence  flow  diffusion  coefficient  is 

Dr  -  2*V  ~  [w1/.],  (9.46) 

The  turbulence  flow  dynamic  viscosity  =  ~  *■  s  [m2/*],  and  the  Schmitt  number 

=  (9.47). 

Or 

If  we  take  the  three  equations  for  the  diffusion  of  momentum,  thermal  energy 
and  mass  in  the  self-patterning  or  normal  stage  of  a  noncompress ibl e ,  average  time 
quasi-stable  state  flat  mouth  turbulence  flow  jet  and  study  them  in  comparison  to 
each  other,  then,  they  will  appear  as  below 


do 

V  a 

>B  *9 

dr 

dy 

dy1' 

o®T 

,.d? 

eT*l. 

dx 

dr' 

dr 

-r  (  PI.  «, 

dy 

Dr* £ 
dyJ 

(9.13) 


(9.12) 


,  turbulence  flow  dynamic  visosity,  s 

(9.13) 

,  turbulence  flow  coefficient  of  temp¬ 
erature  conductivity,  sf  (9.12) 

,  turbulence  flow  diffusion  coefficient, 
dt  (9.45) 


ic  can  be  seen  that,  if  eip  and  D^are  all  constants,  then  the  forms  of  the 
three  differential  equations  above  are  completely  similar,  and  the  methods  for 
solving  them  are  all  similar.  Because  of  this  fact,  the  solutions  for  them  are 
completely  similar.  On  the  basis  of  equation  (9.33),  it  is  possible  to  deduce  that 

(£)-(£)■ 

g  _  «r  _  J_.  (  0  .  US  ' 

e  Pr’ 


Therefore,  if  we  already  know  8  or  the  Prandtl  number,  Pr,  then,  it  is  possible, 
by  utilizing  the  normal  functions  that  have  already  been  derived  in  Sec  2  and 
Sec  7  of  Chapter  8,  i.e. 


(u/O  -  F' ({)  -  I  -  i  -  a 

X 

(«u)  ”  f  ”  (TToTziiO1* 


to  directly  derive  the  temperature  differential  distribution  and  the  concentration 
differential  distribution  in  the  boundary  layers  of  flat  mouth  and  round  aperture 
jets.  A  c  *=  the  concentration  differential  between  a  certain  coordinate,  y,  in 
a  boundary  layer,  and  the  environment.  the  concentration  differential 

between  values  on  the  axis  line  of  a  boundary  layer  and  those  in  the  external 
environment . 
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Chapter  10  Rotational  Jets 


Sec  1  Integral  Equations  for  Rotational  Jets  and  Vortex  Strength  Numbers  S 


The  various  kinds  of  vortical  flow  devices  are  all  designed  so  that,  before  a 
jet  flow  leaves  the  jet  nozzle,  the  vortical  flow  device  forces  the  jet  to  rotate 
so  that  it  has  a  tangential  component  of  velocity,  w.  The  particular  characteristic 
about  rotational  jets  is  that  their  cross-current  diffusion  as  well  as  their  atten¬ 
uation  and  reduction  are  both  particularly  fast.  If  the  component  of  rotational 
velocity,  w,  is  sufficiently  strong,  and,  along  x,  there  is  a  positive  pressure 
gradient,  then  not  long  after  the  jet  leaves  the  nozzle  one  can  see  the  production 
of  counter-current  flow  and  the  formation  of  areas  of  reflux.  This  can  shorten 
flames  and  stabilize  combustion.  If  we  use  cylindrical  coordinates  in  x,  r,  and 
d;  average  time  components  of  velocity,  u,  v,  and  w,  pulse  components  of  velocity, 
u',  v',  and  w',  and,  if  we  use  normal  stresses  and  shear  stresses  of 

r*r,  r *  (See  Chapter  8,  Sec  5),  then,  the  basic  jet  equations  are  as  follows: 


JL 

.  dx  &r  p  Qx 


d  a 


dr 


5JL 

•  r 


0  up* 
dx 


Oo.i) 


n  +  T  ^ - 

dx  dr  .  r  ■ .  fi  dr 


If  one  is  considering  a  non-compress ible  flow,  then,  it  is  possible  to  ignore  the 
turbulence  flow  normal  stresses  “  ~p  uV  ,ar  •—  —p  tV,  a,  —  —p  w’w' 

as  well  as  their  derivatives.  If  we  employ  the  assumptions  which  relate  to  axisym- 
metric  boundary  layers,  that  is  to  say, 

u»t,  (10.1)' 
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Equation  (10.3)  can  be  simplified  to  be 


du 

u - 

dx 


du 

dr 


_  i  dp  i  i  a 

P  dx  pr  dr 


<>o 


*£. 

dr 


(10.5) 

(10.6) 


u  +  v  —  +  —  — 
dx  dr  r 


-7TT 

P  Or  P 


r 


(10.7) 


If  we  take  pr  and  use  it  to  perform  successive  multiplications  on  equation 
(10.5)  and  then  integrate  by  r  (when  r=0,  v=0,  when  r  -*■<»,  U=0): 


(  du  .  f  du  , 

J*  dx  J*  dr 

fH'  +  S.  *jrir  Oo8) 

f"  du  .  1  d  f*  2  , 

\  pu  — —  rdr  “ - 1  pu  rdr 

J*  dx  2  dx  J» 

1."  -  IH.  - 

'•  dx  dx  )•  r 

J •  dr 


rr„  -  0 


If  we  then  substitute  into  equation  (10.8),  it  is  possible  to  obtain 

j  f® 

-  jf  O'  +  pu*)rdr  -  0,  (10.9) 


That  is  to  say,  along  the  axial  direction,  x,  the  impulse  force  does  not  vary. 
Along  the  axial  direction,  x,  and  the  radial  direction,  r,  the  static  pressure,  p, 
is  variable.  It  is  possible  to  take  the  pressure  gradient  along  x,  divide  it  up 
for  purposes  of  integration  and  write  it  in  the  form 


f®  dp 

J*  dx 


rdr 


or 


dr 
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Substituting  into  equation  (10.9),  we  get 


(10.10) 


If  we  take  pr2  and  use  it  to  perform  successive  multiplications  of  the  various 
quantities  in  equation  (10.7),  and,  then,  integrate  by  r  we  get 


In  the  equations  above,  use  was  made  of 

as  well  as  the  continuity  equations 

0(ru)  _  _  d(ry)  _ 

Q*  dr  ’ 

(b)  (  rVv-f— “  !  rW  I  —  (  w  -—(pvr^dr 

dr  I  J*  dr 

-H>  ir 

f-  d(vr-)  ,  f"  . 

“  —  pwr  — - - ar  —  \  p\Wrdr 
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(c)  +  2  {,  rX*^r 

If  we  take  (a),  (b)  and  (c)  and  substitute  them  into  equation  (10.11),  then  we 
can  obtain 


f  f’puw^r  *»  — 

J0  2*  dx 


0 


00.12) 


The  physical  significance  of  equation  (10.12)  is  as  follows:  if  we  assume 
that  we  are  dealing  with  a  place  on  a  certain  cross  section,  x,  of  a  rotational 
jet  at  which  the  radius  of  the  cross  section  is  r,  and  there  is  a  density  flow 
pii ;  if  we  assume  that  it  is  also  true  that  the  mass  flow  rate  when  the  jet  passes 
through  a  minute,  ring-shaped  cross  section  2 urdr  is  equal  to  2*rdr  •  pu, 
and  that  the  momentum  flow  rate  in  a  circumferential  direction  Q  (or  tangential 
impulse  force)  =  Inrdr  •  pu  .  w  ,  and  if  we  further  assume  that  the 
equivalent  impulse  force  distance  around  x  or  angular  momentum  =  2  *rdr  •  pu  •  w ■  r; 
then,  on  the  basis  of  these  assumptions,  it  follows  that  the  moment  of  torsional 
force  in  the  air  flow  around  x  is 

^  *  2  *  r2puwrfr, 

and  that  it  is  conserved  around  x  and  does  not  vary. 

From  equation  (10.9),  we  know  that  the  impulse  force  along  the  direction  of 
the  axis,  x,  is  invariable  and  is 

M  —  2  *  ^  (g  +  p\F)rdr, 


If  we  assume  that  the  jet  nozzle  has  a  radius=rD,  then,  it  is  possible  to  ob¬ 
tain  a  vortex  strength  number  to  represent  the  strength  of  a  rotational  jet,  so 
that 

5  -  -Z—  (10.13) 

M  r. 

Sec  2  Theoretical  Estimates  of  Flow  Speed  Distribution  of  Rotational  Jets 
If  we  assume  that,  on  a  certain  cross  section,  x,  the  maximum  axial  flow  speed 
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*u  that,  for  «  *  —  u  which  has  a  radius  ri  ™  b,  the  non-dimensional 
vertical  coordinate  «*  »?',  and,  if  we  further  assume  that  the  maximum 

tangential  component  of  velocity  =  wm,  then,  when  the  vortical  strength  number 
•S’ <  0.6,  the  principles  which  govern  the  distribution  of  axial  components  of 

velocity  (u/um)  and  tangential  components  of  velocity  (w/wm)  are  similar. 


/  w  \  /  r  \ 

( -  !  “  f  !  —  I  “  f  (i?)  =  f ,  w  “  w.f  ,  r  —  £17; 

•  w„  '  '•  £  / 

If  we  assume  that  b  follows  the  principles  of  expansion  of  x,  bee  xq,  and  that 
the  rules  governing  the  attenuation  and  reduction  of  components  of  velocity  are 


u.ocr',  w.ocr' 


(10.14) 


then,  equation  (10.10)  can  be  changed  to  read 

fx  L"(  -  7  ^  “  ° 


It  follows  that 


"*  j§  vfd’ u  Fi  “  ^  rifdn-. 


(10.15) 


(10.16) 


We  can  divide  this  into  three  cases,  that  is  to  say 


O)  u»  >  wm,  then 

(2)  u„  «3Cw„  then 


—  (eU^JaiO  (10.17) 

£  7  0  ;oo.i8) 


O)  . 

From  case  ( 1 ) : 

(uJL^F,)  *  a  constant,  and, 
true  that 

From  case  (2) : 

( LF;)«  a  constant,  and, 
true  that 

From  case  (3) : 


then,  we  s 

from  equation  (10.14)  we 
2/>  +  0,  f>  —  —q, 

(10.19) 

from  equation  (10.14),  we 
2 q  +  2/— 0,  q  —  — 

(10.20) 
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ill  have  equation  (4.16). 
know  that  it  is  necessarily 


know  that  it  is  necessarily 


that  is  to  say,  (2?  +  2p  —  1)  —  (2*  +  2t  —  1)  —  Oj  therefore,  p=s.  (10.21) 

Equation  (10.12)  can  be  rewritten  in  the  form 

—  U.W.AM  Tj^gdri  ■—  0,  or  ~  (u.w.i*)  ■-  0; 
dx  J*  it 

=  a  constant  ■=  *\  or  p  +  *  +  3?  —  0.  (10.22) 

Concerning  utilization  of  the  theory  of  induction  roll  up,  if  we  assume 
U.  »  W.  ,  that  the  flow  speed  of  induction  roll  up  =  ve,  and  that  half  the 
boundary  width  of  a  jet  at  a  place  where  the  axial  component  of  velocity  u  “0, 
is  equal  to  F,  then,  the  rate  of  increase  in  the  amount  of  gas  involved  in 
induction  roll  up  along  x  is 

i.(*2«rir -u-2*Xv,  -  (10.23) 

dx  J* 

If  the  gas  volume  ratio  of  induction  roll  up  =  ae  ,  then,  on  this  basis ,  v,  •»  «m»., 
therefore  b\, oc£u_ocx'*«:  .  , 

*  o  iKx 

jt  TifditOCx^, 
or 

f  +  2jj  —  1 f  -+•  q,  therefore  l;  (10.24) 

From  equation  (10.19)  and  equation  (10.22),  we  can  figure  out  1,  /  —  — 2. 

Therefore,  the  rules  governing  the  expansion  of  a  weak  rotation  jet  and  the 
attenuation  and  reduction  of  such  a  jet  are 

bocx,  U.CC  i-,  w.oc  -L  (10.25) 

*  r 

Sec  3  Similarities  of  Movement  Equations  in  Strength  Net  Analysis  (Limited 
to  Middle  Range  Vortex  Strengths) 

Let  us  consider  the  third  case  mentioned  in  the  previous  section  in  which 
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•S.  wm.  in  simplified  notation,  this  is 


r-f.u-uj. 

dx  dx  41} 

—  -  -  f, 

U.  * 


(10.26) 


^  __  rft?  _  db  _  _  r£*  ^  •  7\b' 


dx  db  dx 


,  dr-bdi'. 


We  can  take  the  various  quantities  in  equation  (10.5)  and  write  them  as  functions 


of  '  as  follows 


'  dx  ox  L  ox 

-ujsc  +  «y^--g- 

-U.U 

b 

If  we  utilize  continuity  equation  (10.4),  then,  it  is  possible  to  obtain 


v  “  *7  ~ 

(b) 


If  we  consider  the  integral  equation  (10.6),  then, 


.  f •aw3  .  ,  and  this  is  equal  to  the  pressure  of  tl 

P  “  Pm  ~  J.  ,  4t»  p- 

environment  of  the  jet 

If  we  differentiate  the  equation  above  by  x,  then, 

(c)  By  differentiating  the  equation  above,  we  can  obtain 


If  we  assume  that 


b(y),  then  it  is  possible  to  obtain 


pui. 


—  -  &  (  k’  +  -i),  h'  -*  — ; 

pr  dr  *  \  >?  /*  <<„ 


If  we  take  (a),  (b),  (c)  and  (d)  and  substitute  them  into  equation  (10.5), 
then,  we  can  obtain 


or 


u«u mf  — 


-b’  [iff  ~~  J  13af ^*1  ] 

+  ao  :,) 


In  the  equation  above,  the  functions  of  rj  ,  f,  g,  G,  h  as  well  as  their 
derived  functions  are  all  non-dimensional;  therefore,  equation  (10.27)  ought  to  be 
a  non-dimensional  equation.  It  should  still  also  be  in  accordance  with  the  rules 
governing  the  attenuation  and  reduction  of  the  flow  speed  of  jets  as  well  as 
with  the  rules  governing  the  expansion  of  jets  as  these  rules  are  presented  in 
equation  (10.14),  that  is  to  say , u_oc*»,  *ocr«,  w.ocr*.  Let  us  check  out  the 

coefficients  of  the  various  quantities  involved. 


g*  .  xr-<  .  j->  _  x«-i  _ 

«*.  * 

b’,  x'-‘  - 

~a~ >  *'  ’  Jr'~l  '  *"  r';  Therefore,  the  exponent  q  «  1. 

If  we  utilize  the  conditions:  p  —  t,  p  +  i  +  iq  —  0;  then  we  can  solve 
for  the  following  relationships 
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q  ~  !,  *«*,  P 


U.K 


1 

r=> 

*  v  * 


w.ec 


Sec  k  Experimental  Data  on  Rotational  Jets 

Concerning  the  case  in  which  there  is  a  continuous  source  of  gas,  if,  in  front 
of  the  jet  nozzle,  there  are  placed  tangential  holes  which  supply  two  currents  of 
air,  then,  the  presence  of  these  currents  will  force  the  engine  to  put  out  a  rotat¬ 
ional  jet.  If  one  changes  the  pressure  and  the  amount  of  gas  involved  in  the  two 
currents  of  air,  then,  it  is  possible  to  change  the  vortex  strength  number,  S,  of 
the  rotational  jet.  If  we  utilize  a  five  hole  spherical  pitot  tube  (or  a  laser  dop- 
pler  flow  speed  meter)  then,  it  is  possible  to  investigate  and  make  measurements  of 
the  distributions  along  x  and  r  of  the  flow  speeds  u  and  w  as  well  as  the  static 
pressure,  p,  in  a  rotational  jet  flow  field.  On  the  basis  of  the  data  obtained  in 
these  investigations  and  measurements,  it  is  possible  to  sketch  out  the  boundary 
lines  of  the  jet  (Fig  10.1).  "Be  the  half-width  of  the  exterior  boundary  of  the  jet; 
dsthe  diameter  of  the  jet  nozzle,  assuming  that  the  distance  of  the  point  source 
inside  the  jet  nozzle  =  a.  It  can  be  seen  from  all  this  that,  if  one  raises  the 
vortex  strength  number,  S,  then,  the  rotational  jet  diffuses  rapidly  and  becomes 
wider.  If  we  are  dealing  with  a  situation  in  which  the  vortex  strength  number,  5< 
0.5,  the  pressure  gradient  along  x  is  still  insufficient  to  produce  counter-current 
flow.  The  flow  speed  in  the  normal  stage  is 

“  “  (10.28) 

This  is  still  a  Gaussian  normal  distribution  (Fig  10.2).  However,  when  the  vortex 
strength  number,  S  «  0.6,  then,  the  point  at  which  (u/uffl)  has  its  highest  value  is 
no  longer  on  the  axis  line,  and  it  is  moved  out  along  the  radius,  r,  to  form  a 
"ring-shaped  mountain."  After  it  travels  down  the  flow  to  the  point  where  (x/d)» 

15,  then  and  only  then  does  the  "ring-shaped  mountain"  draw  close  to  the  axis  line 
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to  form  a  single  peak  (Fig  10.2  (c)).  It  is  only  necessary  for  the  vortex  strengths 


1.  Boundary  Diffusion  of  a  Round  Nozzle  Rotational  Jet  2.  No  Rotation  3.  With 
Rotation 
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Fig  10.2 

1.  Distribution  Curves  for  the  Axial  Flow  Speed  Ratio  u/u^  Along  the  Radial 
Direction  for  Different  Vortical  Strength  Numbers,  S 


S,  to  be  equal,  and  the  curves  plotting  out  the  changes  in  the  tangential  component 
of  velocity  (w/wm)  for  the  different  cross  sections  *!*  ■*  2,  4.1,  6.2,  8.3,  10 
as  they  vary  with  changes  in  %  are  all  similar  (Fig  10.3).  When  the  vortex  stren¬ 
gth  number,  -S  <  0.5,  it  is  possible  to  deduce,  from  experimental  data,  an  empirical 
formula  to  represent  the  distribution  of  the  tangential  component  of  velocity  along 
r : 


)  -  CA  -4-  DA1  +  EX1,  A 


r 

x  +  * 


(10.29) 


In  the  equation  above,  one  can  obtain  values  for  the  coefficients  C,  D,  E 
by  consulting  Table  10.1.  After  the  vortex  strength  number,  0.6,  one  begins 

to  see  the  appearance  of  areas  of  reflux  (Fig  10.3(c)).  The  area  corresponding  to 
the  highest  peak  of  (w/wm)  is  the  vortical  core  where  the  boundary  radius  is  r0. 

In  the  case  where  f < r,  is  a  tangential  flow  speed  distribution  with  a  solid 
rotational  form.  The  case  in  which  r,  is  a  tangential  flow  speed  distri¬ 

bution  with  a  free  spiral  form.  This  corresponds  to  the  Rankine  spiral  or  vortex 
or  viscous  flow.  If  we  assume  that 

_  r 
'  "  — » 
r. 


The  Distribution  of  the  Tangential  Velocity  Component  Ratio  w/wffl  Along  r  For  a 
Rotational  Jet 

then,  the  maximum  tangential  speed  of  the  boundary  of  a  non-viscous  vortical  core  is 
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w0  «■  r^a  ,  and  •  *  the  rotational  speed  of  the  vortical  core;  the  maximum 
tangential  boundary  velocity  or  a  vortical  core  which  has  viscosity  is 


-  (l  -  circulation  r  -  2 *r}»; 

w  “  ^  t 1  -  «p(— ?*)]  —  ^{1  —  np(-;!)] 

“  7 - —  [1  —  exp(-r*)l; 

If  we  take  r  to  be  the  horizontal  coordinate,  then, 

(t:)- to- (um 


Therefore,  when 


?-0,  X-0,  -  0; 

r  -  l,  l-o.l,(^-)  -  I; 

?-*•»,  1  —  00,  (— )  —  0. 


Let  us  assume  that  =  the  static  pressure  of  the  environment  around  a 

rotational  jet,  that  p  =  the  static  pressure  at  a  place  where  there  is  a  given 
radius  r,  that  pm  =  the  static  pressure  on  the  center  line  of  a  rotational  jet,  and 
that  (p.  —  p)/(p„  —  p„)  =  the  pressure  differential  ratio 

On  the  basis  of  the  dimensional  analysis  of  the  self-patterning  or  normal  stage 
characteristics  of  a  rotational  jet  as  it  appeared  in  the  preceding  section,  it  is 
only  necessary  that  the  vortex  strength  numbers  S,  be  equal,  and  the  distribution 
of  the  pressure  differential  p  for  different  cross  sections  (x/d)  should  also  be 
similar  (Fig  10.4).  The  rule  which  can  be  induced  from  experimental  data  to 
describe  how  the  pressure  differential  ratio,  j>,  varies  with  changes  in  l  is 
also  a  Gaussian  normal  distribution: 

*  “  fi-pm  "  «p(-W  U0.5I) 

The  coefficients  and  kg  of  the  exponential  functions  both  decrease  in  value 
along  with  the  vortex  strength  number,  S. 


Fig  10.4 

Curves  of  the  Distribution  of  the  Pressure 


Differential  Ratio,  p.  Along  r 


At  a  specified  cross  section  (x/d)  =  a  constant,  the  total  gas  flow  volume  of 
a  jet,  Q  and  the  ratio  it  forms  with  the  initial  jet  gas  volume,  Qq,  reflects  the 
induction  roll  up  energy  of  the  jet.  The  higher  the  vortex  strength  goes,  the 
stronger  does  the  induction  roll  up  energy  become.  Experimentation  produces  the 
following  relationship:  the  total  amount  of  gas  flow/ the  initial  amount  of  jet 
gas  is 


2-  -  (0.32  +  0-8$)  4  (10.32) 

£.  d 


The  rule  which  governs  the  way  in  which  the  flow  speed  is  attenuated  and  reduced 


along  with  x  is 


(p--/.)« 


(10.33) 
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Table  10.1 

Principal  Experimental  Data  on  Rotational  Jets  (See  equation  10.29) 

2.  Sequence  Number  3.  Initial  4.  Vortex  Strength  Number  5.  Coefficient 
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Chapter  11  Jet  Curvature  and  Coefficients  of  Flow  Volume 


Sec  1  Curvature  Deformations  of  Main  Horizontal  Cross  Flows  of  Round  Aperture  Jets 

Let  us  assume  that  there  is,  on  the  wall  of  a  flame  tube,  a  round  hole  with  a 
diameter  equal  to  d  and  with  a  center  line  perpendicular  to  the  surface  of  the  wall 
8.  o  *  90°  (Fig  11.1).  Because  of  the  pressure  differential  between  the  inside  and 
the  outside  of  the  flame  tube,  the  air  from  the  exterior  ring  cavity  passes  through 
the  round  aperture  and  is  propelled  as  a  jet  into  the  flame  tube.  The  initial  flow 
speed  =  U0.  The  initial  volume  of  flow  is  equal  to  Qq.  The  jet  which  penetrates 
horizontally  into  the  main  flow,  VQ,  faces  into  the  wind  and  receives  a  blast  of 
dynamic  pressure  equal  to  \/2pV\  .  The  leeward  face  of  the  jet  feels  the 

influence  of  the  vortical  curling  caused  by  the  drop  in  pressure  in  the  wake  of  the 
jet.  Concerning  the  sides  of  the  jet,  because  of  the  previous  collision,  the  flow 
speed,  u,  is  already  basically  very  low,  and  because  of  the  fact  that,  on  top  of 
this  initial  slowness,  the  jet  is  also  influenced  by  the  impact  of  the  shear  forces 
from  the  main  flow,  VQ,  the  sides  of  the  jet  are  very  easily  deformed.  The  result 
of  this  is  that  the  jet  is  gradually  curved  to  conform  to  the  direction  of  flow  of 
the  main  current.  A  typical  cross  section  of  the  jet  (See  Fig  11.1,  A-A)  is 
squeezed,  flattened  and  rolled  to  become  a  kidney  shape.  On  the  concave  surface  of 
the  kidney  shape,  there  later  appear  a  pair  of  counter-rotational  vortices +F, —T. 
This  pair  of  vortices  develops  and  expands  as  they  flow  downstream  and  they  are 
weakened  and  dissipate  only  after  they  have  flowed  far  down  the  stream.  In  the  area 
between  the  curvilinear ly  deformed  jet  and  the  main  flow,  due  to  the  fact  that  the 
effect  of  the  turbulence  flow  vortical  masses  producing  friction  by  rubbing  together 
is  very  strong,  the  induced  roll  up  and  mixing  are  particularly  violent.  Beginning 
with  the  center  of  the  round  aperture,  the  curved  jet  can  be  generally  divided  into 
three  sections;  I  is  the  core  of  the  jet,  0/«,  .  This  is  shorter  than  the  core  of 
a  free  jet  and  is  slanted  downstream;  II  is  the  obviously  curved  section.  The  cross 
section  of  the  jet  is  rapidly  deformed;  III  is  the  vortical  expansion  section.  This 
is  turned  downstream  in  the  direction  of  the  main  flow. 

On  Fig  11.1,  0g  *  the  axial  line  of  the  jet.  This  line  is  the  maximum  flow 
speed,  for  the  various  cross  sections  connected  together  into  a  line;  the  ver- 
tical  coordinate  *  y.  0C  «  the  center  line  of  the  jet;  the  vertical 

coordinate  ■  Yc,  From  the  edge  of  the  round  aperture  to  b  is  the  exterior  boundary 
of  the  jet;  the  vertical  coordinate  is  y^ .  From  the  center  of  the  aperture,  0, 
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the  length  of  the  arc  along  the  axis  line  ■  s.  The  included  angle  between  the  jet 
and  the  x  axis  *  6  ,  and  the  included  angle  between  the  jet  and  the  y  axis  =  8  . 

The  width  of  the  cross  section  of  the  jet  along  the  axis,  z  *  Az.  The  area  of 
the  cross  section  of  the  jet  =  Sn.  If  we  assume  that  the  flow  speed  ratio 
•  -  (.VJVJ  >  1,  or  that  i-  (r,/l/,)  <  l,  then  it  is 
possible  to  use  the  empirical  formulae  presented  below  to  represent  the  penetration 
depth 
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Sec  2  Experimental  Measurements  Describing  Jet  Curvature  Forms 

Let  us  consider  the  case  in  which  we  use  a  transparent  flame  tube  model  on 
a  test  bed  to  carry  out  cold  air  flow  experiments.  If  we  first  raise  the  temper¬ 
ature  of  the  horizontally  penetrating  jet  approximately  50°c,  creating  a  sufficient 
density  differential  between  the  penetrating  jet  and  the  main  jet  flow,  or,  if  we 
add  to  the  penetrating  jet  a  tracer  agent,  then,  by  borrowing  from  the  techniques  of 
schlieren  photography  or  from  measurements  obtained  by  the  use  of  a  laser  thermal 
line  wind  speed  aparatus,  it  is  possible  to  draw  out  the  axis  lines  of  the  curved 
jet  flow  as  they  appear  in  Fig  11.2  and  Fig  11.3. 

Fig  11.2  is  the  result  of  measurements  from  a  low  speed  continuous  wind  tunnel 
using  a  round  aperture  jet  with  d  *  6.5mm.  The  range  of  the  flow  speed  ratio  is 

0<1<  0.152  .  Due  to  the  fact  that  the  exterior  ring  cavity  density  p» 

is  larger  than  the  density  of  the  main  flow,  inside  the  flame  tube  \, 

therefore,  let  us  use  the  ratio  of  momentum  flow  rates  of  the  main  flow  and  the  jet 
to  solve  for  ^ 


WUj  PU>- 


If  one  considers  Fig  11.2,  then  it  is  possible  to  deduce  the  fact  that  the  empirical 
formula  for  penetration  depth  is 
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Fig  11.1 

1.  An  Illustration  of  the  Curvature  Deformation  of  a  Horizontally  Penetrating  Jet 
As  It  Enters  a  Main  Jet  Stream  2.  Main  Flow  3.  Cross  Section  4.  Flame  Tube  Wall 
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Fig  11.2 

1.  Penetration  Depth  of  Jet  2.  Flow  Speed  Ratio  3.  Density  Ratio 


Figure  11.3  is  the  result  of  the  influence  of  the  corrections  of  inequalities 
between  the  density  of  the  jet  and  the  density  of  the  main  flow  p—  (p,  ft),  as 
well  as  the  influence  of  the  flow  coefficient,  C<j,  on  the  penetration  distance 
(y .  If  one  assumes  that  F  «  the  effective  diameter  of  the  aperture,  then 
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Fig  11.3 

1.  Penetration  Distance  of  the  Jet  (The  Broken  Line  Represents  the  Case  in  Which 
We  Consider  Differences  in  Density)  2.  Penetration  Distance  3.  Effective  Diameter 
of  Aperture 
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Fig  11.4 


1.  Axis  Line  Configuration  of  Jets 


the  flow  coefficient,  is  equal  to  the  effective  cross  section  of  the  jet  gases/ 
the  geometrical  area  of  the  round  aperture  which  is 
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The  empirical  formula  for  the  penetration  distance  is 


x(y),U«in0.  (11.3) 

In  order  to  control  the  structure 
of  the  flow  fields  in  the  flame  tubes, 
(for  example,  the  forward  slant  of  the 
main  combustion  aperture  of  a  Spey 
flame  tube),  we  intentionally  used 
baffles  inserted  into  the  sides  in  order 
to  guide  the  air  flow  and  make  the  jet 
penetrate  the  main  flow  at  a  slant 
fl,S90°  11 *4  and  Fig.  11.5 

draw  out  the  curved  axis  lines  of  jets 
with  different  and  different  a  as 

well  as  the  configurations  of  their 
center  lines. 

Sec  3  Analysis  of  the  Curvature  of  Main  Skew  Cross  Currents  in  Narrow  Slit  Jets 

Let  us  assume  that  there  is,  on  the  surface  of  a  smooth  wall,  a  narrow  slit 

with  a  width,  bD,  through  which  a  jet  with  an  initial  density  of  p,  ,  a  flow  speed 
of  UQ,  and  an  angle  of  slant  of  6,  is  entering  a  parallel  flow  main  flow  VD  with  a 

density  of  Pa.  The  axis  line  of  the  jet  flow  receives  an  influence  from  the 

pressure  differential  of  the  gas  flow  and  is  deformed  in  the  form  of  a  curve.  Let 
us  take  a  differential  section  of  the  jet  and  analyze  the  balance  of  forces  acting 
on  it  (Fig  11.6).  it  is  equal  to  the  differential  length  along  the  axis  line.  A  = 
the  width  of  the  jet.  Az  =  the  thickness  of  the  cross  section  perpendicular  to 

the  differential  section  of  the  surface  x-y.  The  area  of  the  cross  section  of  the 
differentiated  section,  *•  JAi;  the  volume  of  the  differential  section  ■*  S,as, 

The  lateral  area  of  the  differential  section  —  AtJs, 

The  impulse  force  received  from  the  dynamic  pressure  of  the  main  flow 


Si;. 5 

Fig  11.5 

1.  Configuration  of  the 
Center  Lines  of  Jets 


Fig  11.6 

1.  The  Equilibrium  of  Forces  Acting  on  the  Differential  Section  of  Jet  Flow 

2.  Jet  Flow  Cross  Section 


on  the  windward  surface  of  the  differential  section 


-c.±zds-  \p,{v,^ey, 
2 


the  centrifugal  force  produced  by  the  curvilinear  flow  of  the  differential  section 

-  s  d  VI 

o  ’  moreover,  Cn  =  the  gas  flow  resistance  force  coefficient, 

and  R  =  the  radius  of  the  rate  of  curvature  of  the  axis  line  of  the  differentiated 
section.  The  equilibrium  of  forces  acting  along  R  in  the  differential  section  is 


C.Azd;±  -  -pJS.d,^-  (11.4) 

2  R 


From  Fig  11.6,  we  can  see  that 

dy 


jsL 


y  =  — =  tefl,  sin  6  =  _ 

^  CI+/’)'-5’ 


(11.5) 


The  rate  of  curvature  radius  is 


R 


0  +  />’ 


dx* ' 


(11.6) 


Let  us  assume  that  the  area  of  the  initial  cross  section  of  the  jet  is 
5.,  —  A*50,  where  ;0=  to  the  width  of  the  jet  when  it  has  just  left  the  narrow 
slit.  Let  us  assume  that,  in  the  direction  y,  the  momentum  flow  rate  of  the  jet 
(that  is  to  say,  the  impulse  force)  is  conserved  and  invariable,  which  means  that 

P.U1S,  stn  &  •=  p.vis,t sin e,  -  a  constant  (n.:; 

Equation  (11.4)  can  be  written  in  the  form  of 
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ffC.Arp.l'Jsin*  -  -2  pJ.V'  Cll'8) 

The  conditions  which  apply  to  equation  (11.7)  should  be  applied  to  equation  (11.8) 

C.AzfrVlRua'd  -  -lp.VlSmo*et 

Utilizing  equation  (11.5)  and  equation  (11. 6),  we  can  obtain 

*  6  y  (1  +  y '*)'•* 


or 


_  2  PsV\Jrt_  An6% 

P«I'i  C.Az 


If  we  say  that 


2L  -  _  i£i£Us  tin  0 

y"  *Vl  C . 


(11-9) 


dy  AL  -  y", 

£  —  v  —  — j  y  * 


(11.10) 


Then,  equation  (11.9)  can  be  rewritten  to  be 

AL  _  __£i£°ZLi2- 

r‘  .  2Srf>4l'l  tin  0, 

We  already  know  e„  6„  P,C ,  and  P*r».  it  consider  that  a  precise  value  for  Cn 

can  be  determined  by  experimentation,  then, 

C.PqPq  —  — >  ^  —  a  constant 
Stp.Vi  tin  fl« 

Because  of  this  fact 

-  2  r*ds  - 


By  integration,  we  can  obtain  s-3  =  +  C, 

If  one  is  considering  Fig  11.6,  then,  when 


(11.11) 


X 


o, 


y  -  0, 


it  follows  that 


C i  “  ctg'd,; 


and,  because  of  this  fact, 


—  -  —  -  ±  «/  +  ctg;0;  (11.12) 

f  dy 
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If  we  integrate  equation  (11.12),  it  is  possible  to  obtain  the  equation  for  the 
curved  axis  line  of  the  jet  from  a  narrow  slit,  which  is 

y  “  ■—  ^  ±  k*  +  (11-13) 

If  the  initial  angle  of  slant  is  >  y,  then,  we  use  a  negative  sign  in 
front  of  the  square  root  sign.  By  experimentation,  Cn  sz  1-3. 

Sec  4  Analysis  of  the  Curvature  of  Main  Skew  Cross  Currents  in  Round  Aperture  Jets 


At  the  same  time  that  jets  are  being  curved,  they  are  also  expanding,  so  that 
their  cross  sections  become  kidney-shaped  (Fig  11.1  A-A).  The  width  of  the  cross 
section,  Az,  varies  with  changes  in  the  arc  length  of  the  axis  line,  s.  Of  course, 
A.  z  and  the  diameter  of  the  round  aperture,  d,  are  in  direct  proprortion  to  each 
other.  On  the  basis  of  experiments  made  in  a  smoke-equipped  wind  tunnel it  is 
possible  to  determine  an  empirical  equation  to  describe  Az  as  it  changes  along  the 
axis  line  0g,  that  is, 


At 

d 


5.2  a" 


d  =  the  diameter  of  the  round  aperture  (11.14) 

Let  us  select  a  differential  section,  ds,  from  the  curved  jet.  Let  us 
assume  that  the  kidney-shaped  cross  section  has  an  area  equal  to  Sn.  Along  ds,  in 
a  tangential  direction,  the  average  flow  speed  *  IT  (Fig  11.6).  If  we  assume  that 
Po —  p,  —  P)  then,  on  the  basis  of  equation  (11.4),  it  is  possible  to  set 
out  the  equilibrium  equation  for  the  centrifugal  forces  and  the  aerodynamic  forces 
along  the  direction  R  of  the  radius  of  the  rate  of  curvature  of  the  differential 
section,  that  is, 

C.  •  -ipl'jfintf  ■  A*  •  dt  -  -  ■LpS.diU1  (11.15  j 
1  F 

If  we  assume  that  along  the  flow  line  0g  the  gas  flow  rate  of  the  jet  (the 
impulse  force)  remains  invariable  and  is  conserved,  then,  that  means  that. 


1)  Crowe  and  Riesebieter,  1967  AGAJLD  Reprinfiu 
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:onstant 


(11.16; 


PS'U*  -  IfpUi  -  a  c 

If  we  substitute  this  into  equation  (11.15),  we  can  obtain 

,  '  (lur) 

•  x  #  /*%;»  2 

Also,  according  to  what  was  said  in  the  previous  section 


If  we  utilize  equation  (11.18)  and  equation  (11.14)  for  the  purpose  of  manipulating 
equation  (11.17),  and,  if,  moreover,  we  stipulate  that  V^y/d,  ^V^dy/d, 
then,  we  can  integrate  and  obtain  the  curved  axis  line  equation 


X 

7 


+  2.6a-*  V 


(11  19) 


The  aerodynamic  obstruction  coefficient  in  equation  (11.19)  is  C.al  5. 

Fig  11.7  draws  out  the  curved  axis  lines  for  round  aperture  jets  on  the  basis  of 
computations  made  with  equation  (11.19)  and  on  the  basis  of  experiments  which  were 
done  with  a  smoke-equipped  wind  tunnel;  Fig  11.7  also  makes  a  comparison  of  these 
axis  lines.  the  small  circles  represent  d  —  20  (mm),  the  black  dots 

represent  d  —  14  [nun].  ,  ©a1— 7.8.  ®  ?-«  16.35,  the  empty  white  triangles 

represent  d  —  20  [nun],  and  the  black  triangles  represent  —  14  [mm].  If,  on  the 
wall  of  a  flame  tube,  there  is  opened  a  crack  or  a  hole  in  order  to  supplement 
combustion  or  to  lower  the  temperature,  then,  of  course,  it  is  to  be  hoped  that 
the  penetration  depth  (y/d)  will  be  as  deep  as  possible;  however,  the  basic 
principle  in  this  matter  is  that  if  two  holes  are  opened  across  from  each  other 
then  the  jets  from  them  cannot  be  allowed  to  mutually  collide  or  the  main  flow  will 
be  obstructed  and  losses  will  be  increased. 
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E11.7 


Fig  11.7 

I.  Comparison  of  Computations  and  Experimental  Data  Determining  the  Curves  of  Round 
Aperture  Jets 

Sec  5  Coefficients  of  Flow  As  Determined  by  Experimentation  For  Round  Aperture  Jets 

The  flow  coefficient,  Cd,  in  the  preceding  Sec  2  determined  the  effective  aper¬ 
ture  radius,  <T,  and  influenced  the  depth  of  penetration,  the  flow  distribution  and 
losses  in  pressure  differential.  It  is  possible  to  simulate  in  the  laboratory  the 
opening  of  a  hole  in  the  wall  of  a  flame  tube  in  order  to  carry  out  cold  air  cir¬ 
culation  experiments  to  determine  the  flow  coefficient,  Cd,  as  is  shown  in  Fig 

II. 8.  The  gas  supply  tube  diameter,  Dj_,  the  cross  section  S^  and  the  flow  speed 

Uj,  simulate  the  intake  and  exhaust  of  the  combustion  chamber  or  the  configuration 
of  the  interior  ring  cavity  as  well  as  the  Reynolds  number,  Re.  Let  us  make  pre¬ 
cise  measurements  of  the  round  aperture  diameter  dD,  the  cross  section  s0  and  the 
static  pressures,  p^  and  P2,  for  the  beginning  and  end  of  the  process.  The  contract¬ 
ion  ratio  of  the  tube  "•  *“  ■■  <  1.  At  the  round  aperture, 

the  flow  lines  come  together  and  squeeze  the  flow  which  passes  through  the  round 
aperture  and  is  gradually  turned  in  a  curved  direction;  not  only  are  the  flow 
speeds  in  this  type  of  situation  uneven,  they  are  not  parallel  either.  Only  after 
one  has  gone  somewhat  downstream  from  the  round  aperture  does  the  jet  flow  become 
one  in  which  the  flow  speeds  U2  are  even  and  parallel,  the  cross  sections  of  the 
jet  are  such  that  J2 <  5„  and  the  radius  d\  <  •  The  contraction 

ratio  of  the  jet  is  C,  —  (5^'S,)  »«  d\)  <  1  we  assume  that  the  weight 

of  the  gases  supplied  in  the  ring  cavity  (kg/m3)  .  r,  then,  according  to  Bernoulli's 
equation,  the  round  aperture  volume  flow 
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Q  “  CjStU2  “  (^,  —  p,)j  [m’/s]  (11. 2G 


The  round  aperture  weight  of  flow  is 


c  “  rQ  -  C<S,[2/r(p»  -  *)]*  [kg/»]  (11.21) 

On  the  basis  of  flow  continuity 

0  -  5,17,  -  -  mCfStUi,  V ,  -  mC,CT,, 

(11.22) 

If  we  are  considering  a  case  in  which  there  are  no  friction  losses,  then. 


Therefore, 


Px  ~  />>  — — <l/{  -^J)  -  (1  --«*CJ) V\ 

2/  -  .  -~"*2f  •••'•• 


^  y,*)  V ,  ~  ’ 


7<1  — 


.,‘;x  11,23) 


Because  of  losses  due  to  friction,  the  actual  jet  flow  speed  li;<t if 
we  assume  that  the  flow  speed  loss  coefficient  is 

f  V ,*• 


then,  the  round  aperture  volume  of  flow  is 


Q  -  C^,L7;  -  C, 55,17, 


(11-24) 


By  using  U2  from  equation  (11.23),  we  can  obtain 


Q  ~  =  5,  fo Q>,  -  Pi)]*  Im’/,], 

V(i-«lc!)  Lr  j 


(11-25) 


If  we  make  a  comparison  of  equations  (11.20)  and  (11.25),  the  coefficient  of  flow  is 


Crf  «- — =£=!=—,  and,  in  general  5 -•  0-96  0  98  (11.26) 

V O  -  n.!C!) 

The  coefficient  of  flow,  C^,  is  a  function  of  the  Reynolds  number  of  the  supplied 
gas  and  the  contraction  ratio  of  the  tube,  m.  Above  a  certain  Reynolds  number, 
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is  almost  maintained  as  a  constant.  Pig  11.9  is  the  set  of  standard  curves  put  out 
by  the  ISA  (the  international  standardization  association)  for  the  flow  coefficients 
of  round  apertures  as  they  vary  with  changes  in  Re  and  m.  The  error  involved  in 
consulting  this  illustration  is  approximately  +  1%. 


Fig  11.9 

1.  ISA  Standard  Round  Aperture  Flow  Coefficients 
The  round  aperture  .pressure  loss  differential  is 

A?--  (U2  -  I/,)’  -  ^  via  -  mCty 

2g  2g 


“  0>.  -  pi')  1  mC~'.  ( 1  n't) 

1  4-  mC, 


0) 


m 

! 

0.05 

0.10 

0.15 

0.20 

0.25  j 

0. 

c. 

0.598 

0.602 

0.608 

0.615 

0.624 

0.o'> 

•  1 
m  1 

0.35 

0.40 

0.45' 

0.50 

0.55 

0.611 

C4 

0.646 

0.66 

0.676 

0.695 

0.716 

0.74 

Table  11.1 

1.  When  the  Air  Supply  Reynolds  Number  is  R.>«xia-,  Then,  Cd  Is  Maintained 
as  a  Constant  in  a  Fashion  Shown  Below 


v  *>P*r  ■ 


r 
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Sec  6  Complex  Variable  Functions  and  Conformal  Transformations  as  Used  to 

Obtain  Coefficients  of  Contraction 

If  one  is  considering  the  case  of  a  non-compressible ,  non-viscous  two-dimen¬ 
sional  stationary  flow  field,  then,  it  is  possible  to  utilize  complex  variables, 
complex  functions  and  conformal  transformations  to  solve  flow  line  equations; 
because  of  this  fact,  one  can  draw  out  flow  line  spectra.  If  we  choose  a  coordinate 
x,  y,  on  a  physical  surface,  then,  it  is  possible  to  use  a  complex  variable  a  —  *  4-  ijj 
to  represent  the  location  of  a  certain  point  on  a  flow  field.  If  we  assume  that 
r  =  the  modulus  of  the  complex  variable  z,  and  we  also  assume  that  0  =  the 
amplitude  angle  (the  angle  contained  between  r  and  x),  then. 


*  “  *  +  iy  “  cot 8  +  **Ln  S')  *»  re* , 

r-ttyr. 


If  we  take  to  be  the  real  number  amplitude  and  ><t>  to  be  the  imaginary 

number  amplitude,  then,  on  the  complex  velocity  value  plane,  a  certain  point 
F  —  <t>  +  »>  corresponds  to  a  certain  point  on  the  physical  surface  *  —  (*  +  ,y)>  an 
example  would  be  a  certain  intersection  point  4>4>  in  the  curve  grid  net.  If  it 
is  possible  to  find  an  appropriate  complex  function  F  —  /(*) ,  then  it  is  possible 

to  take  various  points  on  the  surface  z  and  successively  transfer  them  to  surface 
F;  this  is  done  in  order  to  maintain  the  similarity  of  the  minute  forms  of  the  grid 
network  as  well  as  maintaining  the  equality  of  the  angles  of  refraction  or  bending. 
This  is  called  a  "conformal  transformation."  Obviously,  when  the  curves  representing 
equal  values  of  <#>,  and  equal  values  of  4>  on  the  surface,  z,  are  conformally  trans¬ 
formed  onto  the  surface  F,  they  become  mutually  perpendicular  lines.  What  were 
originally  straight  lines  on  the  surface,  z,  are  transformed  into  curves  on  the 


surface  F 


Fig  11.10 

1.  A  Narrow  Wall  Aperture  Jet  Field  Contraction  Flow  Line  Spectrum.  2.  Exterior 
Ring  Cavity  3.  Narrow  Wall 

Fig  11.10  represents  the  flow  line  spectrum  of  a  narrow  wall  aperture  jet  in 
which  the  flow  lines  are  concentrated  and  approach  each  other.  Let  us  assume  that 
there  is  a  dimension  perpendicular  to  the  surface  of  the  illustration  and  equal  to 
1,  that  the  area  of  the  aperture  BB '  -  2a,  that  the  contraction  ratio  *  Cc,  and 
that  the  jet  contraction  reaches  an  effective  cross  section  area  ■  2aCc  in  which 
there  is  an  even  parallel  flow  speed  q  *  U.  The  narrow  walls  AB  and  A'B'  are 
extensions  of  the  boundary  flow  lines.  BC  and  B'C'  are  "boundary  flow  lines."  The 
flow  function  along  the  boundary  flow  lines  is  4>  ■  a  constant;  the  modulus,  q,  of 


flow  speed  vector,  W  -  a  constant;  p^  ■  the  static  pressure  of  the  external  environ¬ 
ment.  EE’  is  the  center  line  of  the  jet;  4>e  *  0,  and  the  vertical  to  the  narrow  wall, 

“  f 

p  «  90°.  If  we  select  BB'  to  open  a  hole,  then,  the  velocity  value  on  the  edge, 

<t>  ■  0;  the  front  of  the  hole  is  +  4>t  and  the  back  of  the  hole  is  -  4>.  The  flow 

function  along  the  boundary  flow  line  A'B'C',  iU ,  the  flow  function  along  the 

boundary  flow  line  ABC  ,4>i  •»  —  C^U,  the  effective  amount  of  flow  4>i  —  <i>x 
One  can  solve  the  boundary  flow  line  equations  in  order  to  draw  out  the  flow  lines, 
that  is  to  say  that  it  is  possible  to  precisely  fix  the  ratio  of  contraction  C,  <1. 


Sec  7  Complex  Variable  Function  Transfer  Formulae 

According  to  the  theories  of  Schwarz  and  Christoffel,  if  one  assumes  that  there 
is  a  complex  variable  f  •»<#>  +  «</>  and  that  J  —  f  +  »'ij.  If  one  is  considering 
the  case  in  which  there  is  a  polygon  on  a  surface  F,  let  one  assume  that  the 
various  vertical  angles  are  «!,»}•••  ,  and  n  =  the  number  of  its  sides.  In 

such  a  case,  the  sum  of  all  its  angles  is  oj  +  Oj  +•—«.  — (a  —  2)*  •  On  a  surface 

f  ,  on  the  real  number  axis  £  there  are  coordinate  points  fi »//**'£•.  for  a 
total  of  n  separate  points.  In  such  a  case,  if  one  utilizes  the  formula  below,  then, 
it  is  possible  to  take  the  n  apex  points  of  the  angles  in  the  polygon  on  surface  F 
and  transfer  them  into  »  separate  coordinate  points  on  the  real  number  axis  £ 
of  the  surface  ?  : 

~  -  -  ID 

-  *  .4 

•••  •  01.32) 

From  Fig  11.10  it  can  be  seen  that  all  lines  defined  by  equal  values  of  4>  orig¬ 
inate  in  the  +  4>,  of  the  exterior  ring  cavity,  concentrate  themselves  in  the  open 
hole  BB',  which  is  <p  -  0,  and  tend  toward  a  -  <f>  at  which  point  they  become  an 

even,  parallel  jet.  At  the  point  C'C,  the  magnitude  and  directions  of  flow  speeds 

are  entirely  the  same,  i.e.,  q  *  U.  The  boundary  lines  d'uand  fa  form  themselves 
into  a  long  thin  area  ACA'C’,  as  shown  in  Fig  11.11  (a).  In  order  to  later  solve  the 
flow  line  equations,  it  is  necessary  to  first  utilize  the  formula  (11.32)  to  take  the 
long  thin  area  and  transform  it  into  an  unlimited  plane  above  the  real  number  axis 
{  of  the  plant  »  .  The  intersection  point  C'C  is  a  point  » ^  *  0.  The  vertical 
8ngle  along  A'C'  a  ^  =  0.  On  the  basis  of  this  fact,  let  us  compare  Fig  11.11  (a) 
and  (b) 
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Fig  11.11 

1.  Complex  Function  Transformation  Planes.  2.  Plane 

—  _ 0)*"1  or  f  *“  ■+"  ^  (11-33) 

•vr 

At  point  B,  F,  —  0  —  i>,  —  —iC^U.  If  we  take  point  B  and  transform  it  into  f  —  1,  7?  —  0, 
of  plane  ?  ,  that  is  to  say,  s  =  1,  then,  it  is  possible  to  precisely  determine 
the  integration  constant  L  *■*  —iC,aU.  If  we  take  point  B’  and  transform  it  into 
»  ”•  — 1  ,  then, 

'C*V  -  A'ln(-l)  -iC,aV,  ln(-l)  -*  ‘2C-*1  , 

Aw 


—  1  —  ,  *»  cos 


V  K  1  ■  K  1 


Therefore , 


If  we  substitute  in  equation  (11.33),  then,  we  can  obtain  the  transformation  form¬ 
ula  for  the  planes  F  and  ; 


% TKrv 
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Sec  8  Tenninal  Velocity  Loci  for  Boundary  Lines  of  Flow 

Let  us  assume  that  the  amount  of  flow  is  a  constant;  if  we  assume  this,  then, 
the  even,  parallel  jet  flow  speed  L’  is  a  constant.  According  to  equation  (11.31), 
the  complex  flow  speed  is 

W'  -  —  =*=  u  -  i'v  -  qe~*t 
ds 

Therefore , 


V_  _  v  dx_  _  t/ 
W  dF  a 


(11-35) 


If  we  consult  Fig  11.10,  we  can  see  that  the  farther  down  the  flow  one  goes  from 
the  aperture  BB',-the  lower  is  the  modulus  of  complex  flow  speed,  q.  Along  the  nar¬ 
row  wall  A 'B '  and  AB,  the  direction  of  the  flow  lines,  0  ,  is  already  determined; 
however,  the  modulus  increases  from  0  to  q.  Along  the  boundary  flow  lines  B'C'  and 

BC,  the  modulae  of  W  are  all  equal  to  q;  however,  the  amplitude  angle,  $  ,  changes 

continuously.  On  the  physical  plane,  z,  when  the  boundary  flow  line  B'C'BC  is 

sketched  out,  on  the  U/W  plane,  the  modulus  (U/q)  =  1  describes  a  semi-circle  as 

shown  in  Fig  11.12(a).  The  amplitude  angle  indicating  the  wall  surface  A'B'  is 
0  =  0.  Therefore,  from  B'  to  C'  the  amplitude  angle  decreases  from  0  to  — */2, 
and,  frqm  C  to  B,  it  decreases  again  to-*.  This  is  called  the  "terminal  velocity 
trajectory  or  1  locus"  of  U/W.  If  we  assume  a  conformal  transformation  function 


s-to©-|»7  +  »  Out) 

.  V 

If  we  take  *“  ^  and  $  to  be  the  coordinates,  then,  it  is  possible  to  take  the 
semi-circle  on  the  plane  ^  and  transform  it  into  a  straight  line  on  the  surface, 

Q,  as  shown  in  Fig  11.12(b).  At  the  point  A',  which  is  fairly  well  upstream  from 
the  opening  so ,  ga*0 ,  L  ,  qstx .  At  the  point  B'  L  —  q ,  In  y  —  0.  The 

boundary  flow  line  B’C'  gradually  turns  from  0  —  0  -*■  6  —  —  «•  '2.  •  The  flow  line 
CB  gradually  turns  from  0  *  —  —  -►  0  —  — Ir<  The  polygon  on  plane  Q  is  an  open 
rectangle,  and  it  only  leaves  two  vertical  angles  <*t  *  <*j  — 
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.f 


2, 

(b) 

Fig  11.12 

The  Terminal  Velocity  Locus  Transformation  Plane  2.  Plane 

If  we  utilize  the  transormation  formula  (11.32),  and  we  compare  the  real  number 
axis,  »  ,  of  Fig  11.11(b),  then,  it  is  possible  to  write 

-  tf(C  +  i )"*<{:  —  D“*  -  K(.V  — 1)“*  01.37) 

By  integrating  equation  (11.37),  it  is  possible  to  obtain 

Q  —  XAreb?  +  L, .  L  —  integration  constant  (u.38) 

In  the  equation  above,  the  cosine  of  the  inverse  hyperbola  is 

AirhC  -  InCf  +  VV-  O 

On  the  boundary  flow  line  BCC'B’,  q  =  U;  therefore,  Q  ”=  la  ~  +id**i6. 

(11.39) 

In  Fig  11.12(b),  the  indicated  point  B  is  the  origin  point  of  the  plane  Q,  and, 
due  to  this  fact,  Q  —  —  ,  corresponding  to  on  the  l  plane  in  Fig 

11.11(b);  if  we  make  a  substitution  in  equation  (11.38),  then,  —  »*  —  K\n(\  +  cjri, 
giving  a  precise  value  for  the  integration 

constant  L  —  — 

Q,  at  point  B',  =  0.  which  corresponds  to  »  =  -1  on  the  plane;  due  to  this  fact, 
one  can  obtain  from  the  equation  (11.38)  the  fact  that 
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0  «*  KArch(—  1)  —  •*, 


Because  of  the  fact  that 

chd  —  cos  (i6),  Arch(  —  3 )  «'*; 

Kin  —  i*  “  0, 

;  therefore,  K  =  1. 

Let  us  take  plane  Q  and  transform  it  into  the  formula  for  the  semi-limitless  plane 
above  the  real  number  axis  of  plane  £  ,  that  is, 


2  =  Arch;  ~.V  =  In  (£)-  to  (ui|) 


(Refer  to  Fie  11.11  (c)) 


(11.40) 


Sec  9  Boundary  Flow  Line  Equations  and  Ratios  of  Contraction 
The  complex  velocity  value,  F,  in  equation  (11.34)  is  a  function  of  C  , 


dF 

F  -*  /(£'>  .  Trie  complex  flow  speed  in  equation  (11.40"  W.  — - .  is  also  a 

dr 

d  F 

‘■unction  of  By  means  of  the  complex  variable  £  ■*•  £  +  •*!  let  us  make 

i  connection  and  link  together  the  corresponding  points  on  plane  F  and  plane  Q  (Fig 
11.11).  If  we  eliminate  the  parameter  £  from  the  two  equations  (11.34)  and  (11.401, 
then  it  is  possible  to  obtain  the  complex  function  f  — j(*)%  which  is  necessary 
tor  a  conformal  transformation.  It  is  only  necessary  to  draw  out  the  boundary  flow 
lines  B  c  and  BC,  and  it  is  then  possible  to  determine  a  precise  value  for  the  rat  in 
of  contraction,  Cc ;  therefore,  in  this  problem,  it  is  not  necessary  to  first  solve 
thi  complex  function  F  “■/(*)>  ;  it  is  only  necessary  to  solve  boundary  flow 
line  equations,  and  that  will  suffice. 

In  Fig  11.10,  the  B'  indicated  is  the  x,  y  coordinate  origin  point  z  *  0.  On 
the  boundary  flow  line  B'C’,  the  included  angle  between  the  x  axis  and  the  tangents 
at  the  various  points  =  0.  If  we  assume  that  the  minute  or  differentiated  are  length 
of  the  boundary  flow  line  =  ds ,  then, 


dx 

-  **  cos  u. 


01.41) 


ds<  co%6  -*■*  i  sin  0 ])  *•  dje1*,) 
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On  the  boundary  flow  line,  the  modulus  of  §  is  jj  q-li  if  one  takeR  8  look  at 
equations  (11.40)  and  (11.39),  he  can  see  that 


iL' 

dz 

dF 

1  _ 

Q  '  j  i| 

1  «  J  “  1  c 

\  I  i 

1 

I’1’ 

u  Al  ! 

dz 

.  yjL] » 

dsc‘*  VdZ 

dF ■ 

“  1 

dF  1  ” 

dl  dF 

ds  i 

!/•£.!  -1; 
dF< 

d;  ! 

(11 .42) 


.  ..  transition  B'  — 1 v  C *  corresponds  to  a  similar  transi- 

On  the  physical  plane,  z,  the  transition 

tion  form  -1  to  0  by  £  on  the  Z  plane. 

If  we  differentiate  equation  (11.34)  by  C  ,  then,  we  can  obtain 


dF  =  2  C.a U 

d;  »;  J 


therefore 


VAL~  jfL.. 

1  dF  ICfi 


If  we 


substitute  this  into  equation  (11.42),  we  can  obtain 

»£  d‘  «.  i  A±_  .  . 

20  «  .  *  v;  ’ 


Also,  from  equation  ('ll. 40): 

g  »  iff  —  Arch£  —  »*,  Arch£  *»  «(0  +  *)> 
f  “  chi(0  ■+■  *)  **  cos  (0  +  *)  =*  —  cos®, 
d£  **  sin  <W; 

Because  of  these  facts 


dt  a  Ai  .  dt  1C ctt  sin  6  ^  2Crg 

dZdd  *  cos  0  * 


tg0  (1144) 


If  we  utilize  equation  (11.41)  for  integration. 

*  -  —  cosSig 6dd  ==^(l-cos5>  (11.4  5) 

J#  ar 


v  «  xndigQdd  -  ~ ^  lln(  *0  +  '«#)  ~  sinf?1 

(U 

At  point  C,  1  therefore,  .  -  — .  this  is  the  length  of  the  projection 

of  the  boundary  flow  line  tC'  on  the  axis ,  x.  Fig  11.10  is  an  axially  sy»»etrrc 
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flow  line  spectrum;  therefore,  the  area  of  the  aperture  is 

J.-2C^+2(2£i), 

Because  of  this  fact,  the  ratio  of  contraction  is 

Ct-  — 1— - 0.611.-  ^  Cl  1-47) 

2  •+■  * 

If  the  included  angle  between  the  center  line  of  the  jet  and  the  narrow  wall  is 
?<  9C°,  then  it  follows  that  the  aperture  is  turned  into  a  sort  of  funnel,  and, 
on  the  basis  of  the  theoretical  calculations  discussed  above,  the  coefficient  of 
contraction,  Cc<  must  be  a  good  deal  larger  than  0.611;  if  90°,  then,  Cc  must 

be  smaller  than  0.611.  The  theoretically  calculated  values  for  the  ratio  of  contrac¬ 
tion,  Cc.  in  the  funnel  shaped  aperture  jets  for  different  values  of  P  can  be 
found  in  Table  11.2  along  with  the  experimentally  determined  values  for  the  same 
quantities . 


22.5' 

45*  J67.5* 

90* 

112. 5”j  135*  157.5* 

180* 

C. 

0.855 

0.715 

0.666 

o.*n 

— 

0.568  10 .587  jo. 516 

0.500 

3  c,  jo. *82  10.753  jo. 6*4  jo.6J2  ;0:60*  jo.577  -(0.546  (0.541 


Table  11.2 

1.  The  Half-Arc  Angle  £  of  the  Funnels  2.  The  Theoretical  Ratio  of  Contraction, 

Cc  3.  The  Experimentally  Determined  Ratio  of  Contraction,  C’c 

The  opening  of  gas  mixture  apertures  in  the  walls  of  flame  tubes  and  the  forming 
of  the  impulse  pressure  into  the  shape  of  the  mouth  of  a  trumpet  or  the  concentration 
of  flow  lines  to  form  a  baffle  inserted  into  the  mouth  of  the  aperture  are  all  things 
done  in  order  to  increase  the  ratio  of  contraction,  Cc,  and,  by  so  doing,  to  increase 
the  coefficient  of  flow,  C<j,  (see  formula  (11.26)  and  Table  11.1). 

The  theoretically  calculated  values  for  Cc  are  generally  smaller  than  the  exper¬ 
imentally  determined  values  for  C^.  This  is  due  to  the  fact  that  the  theoretical 
calculations  ignore  changes  in  gaseous  density.  If  one  assumes  that  the  value  for 
the  specific  heat  ratio  of  air  is  k  *  1. A,  on  the  basis  of  the  approximate  calcula¬ 
tions  done  by  the  theory  of  jets  held  by  Chaplygin,  the  ratio  of  contraction  of 
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Chapter  12  Wall  Jets 


Sec  1  Wall  Jet  Gas  Film  Cooling 

In  order  to  maintain  the  temperature  of  the  walls  of  the  flame  tube  and  the 
temperature  of  the  blade  surfaces  of  the  directional  vanes  so  that  they  do  not  exceed 
the  permissible  limits,  gas  film  cooling  is  often  employed.  That  is  to  say  that  one 
can  utilize  the  low  temperature  air  of  the  outer  ring  cavity  to  be  propelled  through 
small  apertures  or  narrow  cracks  and  follow  the  inner  walls  of  the  flame  tube  (or  the 
surface  of  the  blades  of  the  directional  vanes)  to  form  a  gas  film.  Cut  off  by  a 
metal  surface,  there  is  no  contact  made  with  high  temperature  air  flow.  Actually, 
this  gas  or  air  film  is  a  half-jet  added  to  the  boundary  layer  along  the  walls; 
therefore,  it  is  possible  to  distinguish  between  turbulence  boundary  layers  and 
parallel  flow  jets  in  order  to  solve  for  the  components  of  velocity  and,  then,  merge 
them  back  together.  If  we  assume  that  we  are  dealing  with  a  non-compress ible ,  two- 
dimensional  flow  field  with  isobaric  mixing,  then,  the  flow  speed  components  for  the 
initial  stage  of  a  narrow  crack  jet  gas  film  are  as  shown  in  Fig  12.1.  b0  =  the 
height  of  the  narrow  crack.  The  original  jet  flow  speed  *  UQ.  The  speed  of  the  main 
flow  in  the  interior  of  the  flame  tube  =  UH.  The  flow  speed  ratio  "  Wh/U*)  >  1. 

01  is  the  boundary  line  of  the  boundary  layer.  0'1  is  the  interior 
boundary  line  of  the  mixing  boundary  layer,  coordinate  y^.  O' 2  is  the  exterior 

boundary  line  of  the  mixing  boundary  layer,  coordinate  y2.  00' 1  corresponds  to  the 

jet  core;  the  length  =  x^.  The  width  of  the  mixture  boundary  layer  “  >i  +  yi  “  ~  >'i. 

The  thickness  of  the  boundary  layer  =  :  .  In  this  initial  stage, 

the  jet  core  and  the  boundary  layers  are  separated  by  the  main  flow  and  the  walls 
flow  within  the  gas  film  is  small,  and  thermal  transference  is  slow,  consequently, 
the  amount  of  heat  flow  which  travels  from  the  main  flow  across  the  gas  film  to  the 

surface  of  the  walls  is  also  small;  because  of  this  fact,  the  heat  shielding  or 

insulating  effects  are  comparatively  good.  If  one  is  dealing  with  boundary  layers 
of  laminar  flow,  then,  the  heat  shielding  or  insulating  effects  are  even  better. 

Once  one  reaches  the  lower  part  of  the  jet  flow  core,  the  boundary  layers  merge 
together,  turbulence  flow  mixing  is  violent,  and  the  effectiveness  of  the  heat 
shielding  declines.  Because  of  this  fact,  it  is  common  to  employ  several  ordered 
states  of  narrow  crack  jet  gas  films  which  overlap  and  transfer  energy  from  one 
to  the  other;  this  is  done  in  order  to  prevent  parallel  flows  at  wall  temperature 
from  rising. 


The  curve  defining  the  distribution  along  y  of  the  flow  speed  in  the  initial 
phase  of  a  gas  film  can  be  divided  into  three  parts  or  sections: 

®  Within  a  turbulence  flow  boundary  layer  0<y  <  i,  the  distribution 
is  governed  according  to  a  rule  of  the  exponent  1/7,  that  is, 


( i :  - 1 ) 


Fig  12.1 

1.  Flow  Speed  Distribution  in  the  Initial  Stage  of  a  Wall  Jet  2.  Flame  Tube  Wall 

<8  Within  the  jet  core  $<y<y i»  the  flow  speed  V  —  17,  is  evenly  distributed. 

®  Within  a  mixing  boundary  layer y>  < y  <  y:> the  mixing  of  two-dimensional 
parallel  jets  is  governed  by  the  rule: 

£  —  ,-0  (*=*)-. ]‘  02.2) 

The  assumption  that  we  made  previously  of  isobaric  mixing  along  x  is  also  appro¬ 
priate  in  connection  with  a  flow  speed  ratio  *•  < 3.  If  m^>  3,  this  leads 

to  the  narrow  crack  jet  flow  speed  being  too  low,  and,  when  this  is  true,  the 
exterior  boundary  lines  of  a  jet  curl  in  toward  the  wall  surfaces,  consequently, 
it  is  not  possible  to  assume  isobaric  mixing.  If  we  take  O'x'  and  O'y'  to  be  the 
coordinate  axises,  then,  on  the  basis  of  the  equations  below,  it  is  possible  to 
precisely  determine  the  locations  of  the  interior  and  exterior  boundary  lines  of  a 
jet  O’l  and  0'2: 

* 

^  -  0.416  +  0.134»,,  ^  -  -0.584  +  0.134«#.  (12.3) 

*  w 


251 


db 

dx* 


» 


using  a  negative  sign 
(12.4) 


-  ^  0.27  — ~  mV 
1  +■  m. 


«.>  1, 


From  Fig  12.1,  the  height  of  the  narrow  crack  is 

■*  >h  +  y'i*  02-5) 


From  the  three  equations  above,  it  is  possible  to  obtain  a  formula  for  calculating 
the  jet  core  length,  xjj,  which  is 


is 


~  ?0.27(0.41tf  +  0.13+wQ 


(12.6) 


Let  us  assume  that  the  Reynolds  number  is 

„  _  Pi>LT  ft 

K.,  , 


According  to  the  formula  for  the  increase  in  thickness  along  a  flat  surface  of  a  tur¬ 
bulence  flow  boundary  layer 


is  _  Ml 

**  K1 ' 


(12.7) 


We  already  know  or  can  select  a  value  for  m0;  let  us  assume  at  the  outset  that 
o,  and  let  us  try  to  figure  out  a  first  approximation  value  for  { x *•). 

We  can  then  take  this  approximate  value  of  xH  and  substitute  it  back  into  equation 
(12.6),  then,  we  can  calculate  a  second  approximate  value.  In  engineering,  one 
generally  takes  calculations  to  a  second  approximation  as  being  adequately  precise. 

From  equation  (12.7),  it  can  be  seen  that,  if  6 ^  is  generally  maintained  invar¬ 
iable,  and  the  Reynolds  number,  R^,  is  raised,  then,  the  jet  core,  xH,  is  extended 
in  length  as  is  the  length  of  the  gas  Him  which  is  etrective  in  tnermai  isolation  or 
insulation.  In  such  a  case,  it  is  possible  to  use  several  less  sections  of  gas  film 
and,  in  this  way,  to  economize  on  the  amount  of  gas  used  in  gas  film  cooling.  This 
intensified  pressure  is  higher  than  the  pressure  in  the  exterior  ring  cavity  of  the 
combustion  chamber  of  a  jet  engine  And,  there  is  a  possibility  of  raising  the 
narrow  crack  jet  velocity  this  will  lead  to  a  flow  speed  ratio  m,  <  1 

(use  a  positive  sign  in  formula  12.4).  This  can  raise  the  effectiveness  of 
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using  gas  films  for  thermal  isolation  or  insulation. 


Sec  2  Flow  Speed  Distribution  For  Auto-modeling  Phase  of  Wall  Jets 

The  distribution  curves  along  y  for  flow  speed  U,  as  they  are  measured  at 
different  cross  sections  (x/b0)  of  a  self-patterning  or  typical  section  after  the 
boundary  layers  have  come  together  are  as  illustrated  in  Fig  12.2(a).  If  we  use  the 
non-dimensional  coordinates  (U/Uffl)  and  (y/yj^),  then,  the  flow  speed  distributions 
for  different  jet  velocities,  UQ,  and  different  cross  sections  (x/bG)  can  all  be 
reduced  to  a  standard  curve  as  shown  in  Fig  12.2(b).  The  broken  lines  on  the  illus¬ 
tration  are  all  theoretical  calculations  for  laminar  flow  in  wall  jets.  The  solid 
lines  show  calculations  based  on  turbulence  flow. 

Let  us  assume  that  Ujj  =  an  even,  parallel  main  flow  speed,  UD  e  an  original 
jet  velocity  >L’W,  that  Um  =  the  maximum  flow  speed  at  any  given  cross  section,  x, 
in  the  self-patterning  or  normal  stage;  let  us  further  assume  that  <1 

that  U  *  the  flow  speed  at  a  point  with  coordinate  y  on  any  given  cross  section,  x, 
in  the  normal  stage,  that  (U-U^)  =  u  which  equals  the  flow  speed  differential  at 
a  point  with  coordinate  y  on  any  given  cross  section,  x,  in  the  normal  stage,  and 
let  us  further  assume  that  (Um-U{j)  =  Ujj  which  equals  the  maximum  flow  speed 
differential  on  any  given  cross  section,  x,  in  the  normal  stage; 


Fig  12.2 

1.  The  Normal  Stage  of  a  Wall  Jet  2.  Investigation  of  Distribution  of  Flow  Speed 
U  (m/s)  3.  The  Normalized  Distribution  of  Flow  Speed  4.  Laminar  Flow  5.  Tur¬ 

bulence  Flow 


■  the  vertical  coordinate  of  a  point  where  m  “*  on  any  given  cross 

section,  x,  in  the  normal  phase.  If  we  consider  the  gas  film  of  wall  jets  to  be 
similar  non-compressible,  viscous  laminar  boundary  layers,  and  assume  thatv  —  fi/p, 
then,  the  set  of  motion  equations  is  as  presented  below: 


8 


V 


du '  _  8v 
dx  dy 


-3. 


r,-00] 


The  boundary  conditions  are: 
when  7  V  -*’0i”(l2;S) 

*V  :  . 

when  y~*. °9*  »»»,&{  r-'  ‘ 


If  we  employ  normalized  variables,  then, 


<u/0  •»  F'(4>) 

•  *v . 


Byx', 
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A  and  B  are  constants,  and  o  and  f  are  treated  as  specific  exponents;  if  we 
substitute  them  into  equation  (12.8),  then,  it  is  possible  to  obtain  an  ordinary 
differential  equation  like  the  one  below 


F-  +  T~  +  OFF”  -  2 «r*]  -  0, 


1 


(12.10) 


The  equation  for  the  relationships  when  the  exponents  or  indices  are  treated 
as  fixed  is  1$  —  « —  1  (12. M)  ;  the  flow  velocity  of  induced  roll-up  is 


*2  [Ca-l)*F’  +  (o+l)F]  (12.12) 

In  equation  (12.8),  if  we  take  u  and  perform  successive  multiplications  on  the 

continuity  equation  (b)  and  then  add  it  to  the  motion  equation  (a),  we  can  obtain 

d  /  . i_  8  /  \  _  dPu 
dx  dy  dy 1 

If  we  integrate  the  equation  above  along  y,  and  employ  the  boundary  conditions,  then, 

it  is  possible  to  obtain  JL  [\idy  +  u,  _  /JM  0213) 

Ox  Qy  ' 

y-*ac,  u  •“  0,  —  —  0, 
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(12. M) 


Therefore, 


If  we  take  u  and  perform  successive  multiplications  of  equation  (12.13)  and  then 
integrate  along  y  from  0  to  infinity,  then, 

s*  Mr 

The  first  quantity  in  the  left  side  of  the  equation  above  can  be  broken  down  into 


If  we  use  continuity  equations  and  then  divide  them  up  for  purposes  of  integration, 
the  second  quantity  on  the  left  side  of  the  equation  above  can  be  changed  to  be 


—  v.  j  \i*dy  +  ^  u^vrfy. 


If  we  substitute  into  equation  (12.15),  then, 

•  Sf“  (j’ »■'/}'>■ + ’• 

— :(JrU>  0:-'6) 

From  the  continuity  equation,  the  flow  speed  of  induced  roll-up  is 


If  we  utilize  equation  (6.14),  then,  equation  (6.16)  can  be  rewritten  to  be 


255 


This  can  be  manipulated  to  be 

or  °  (!:  -  or  “,o(Jr  ■  °- 

In  the  equation  above,  if  we  integrate  various  parts  of  the  first  quantity,  then. 

Within  each  integration  symbol  there  is  a  factor  of  the  constant  p,  so  that  we 
obtain 

That  is  to  say  that  the  product  of  the  impulse  force  Jx  and  the  amount  of  flow  G  is 
invariable  along  x.  (12.17) 

If  we  take  the  relationships  u  «-  u mF'  AtmF"  (12.17)  and  substitute  them  into  the 
equation  above,  then, 

a  constant 

and  this  does  not  vary  with  changes  in  x.  Therefore,  it  is  necessary  that 
3  a  —  2  p  —  0  .  When  we  compare  the  expression  2  a— 1,  in  equation  (12.11), 
then,  we  can  figure  out  that 

e"“  ~  7*  ~  “5  (12.18) 

Let  us  assume  that 

f-jj-.  f,  -  4.,  «M» 

If  we  use  equations  (12.18)  and  (12.19),  then,  the  differential  equation  for  the 
normalized  flow  speed  distribution  (12.10)  can  be  simplified  to  be 
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F"‘  +  FF"  +  IF'1  -  0 


(12  20) 


The  boundary  conditions  are:  whend>  “  0,  F  —  F' —  0;and  whend>"*°°>  F' —  0.  (12.21) 

(12.21) 

If  we  take  F  and  multiply  the  various  quantities  in  equation  (12.20)  and  integrate 
one  time,  then, 

Fr  +  F*F  ~  ~  F'1  —  c„  ,  from  equation  (12.21),  =  o. 

If  we  take  and  multiply  the  various  quantities  of  the  equation  above,  then,  we 

obtain 

p-ip"  +  Fif - —  F~‘F’1  —  0 

2 

If  we  integrate  the  equation  above,  we  obtain 

F  *F  ~Fi  ~*  Ci  ,  because  of  the  fact  that  F  •"  0, 
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As  far  as  equations  (12.22)  and  (12.27)  are  concerned,  we  can  connect  them  by  the  use 
of  F,  Fr  and  4>  .  If  we  designate  a  set  of  values  for  F,  we  then  get  a  set  of 
corresponding  set  of  values  for  F'  and  $  ;  all  these  sets  of  values  are  numerical. 
Because  of  this  fact,  it  is  possible  to  draw  out  a  normalized  non-dimensional  flow 
speed  distribution  curve  as  shown  in  Fig  12.3. 


From  equation  (12.19),  it  is  possible  to  solve  for  the  values 


*  V 

2  U?v;,  -1 


.  (12.28) 


After  we  precisely  determine  the  normalized  flow  speed  function  F’O)  ,  then,  the 
three  integrals  below  are  all  constants. 


■  i2.3 


Fig  12.3 

1.  Laminar  Flow  Gas  Film  Normalized  Flow  Speed  Distribution 
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The  amount  of  flow  is 


];  F  ^  f.  f  ^  fl'P.  2j  —  j 


y,  -  |  rj  </*. 


The  impulse  force  is 


Fm 


9 


Therefore,  the  amount  of  flow  x  the  impulse  force  *■  J.G 


-  F.-KH  p*»*]U4 

.  Jk  ~ 

/» 


Sec  3  Temperature  Difference  Distribution  for  Wall  Jet  Layer  Gas  Films 


According  to  the  energy  equation  for  boundary  layers  of  laminar  flow  (9.8)  which 
is  found  in  Chapter  9,  Sec  1,  if  we  consider  that  the  pressure  is  equally  distributed 
along  x,  (dp  /  dx  )  =  o  and,  if  we  ignore  losses  from  the  production  of  heat  by 
friction,  then,  the  thermal  energy  dispersion  equation  is  similar  in  form  to  the 
motion  equation  (12. 8) (a),  that  is, 


ar  ,  .ar  a*r 

“  ■**'-%  ’~i?r 


The  rate  of  thermal  conductivity/the  isobaric  specific  heat  x  the  density  -'c^p 


which  is,  in  turn,  equal  to  the  coefficient  of  thermal  conductivity  « ln»V*l  (12.29) 
If  we  assume  even  parallel  heating,  then,  the  temperature  of  the  gas  flow,  m  Tm, 


7.— r  —  A7,  y~*cc,  T  ■»  7\»;  tbe  temperature  of  the  jet  gas  flow  at 


coordinate  y  =7, 


7.  -  7„  -  A Tm>i 


m.  -AL-  -  B\ 


AT. 


(12- JO) 


If  the  temperature  of  the  wall  surface  of  the  flame  tube  is  fixed  as  equal  to  f. 

and  y  “  0,  T  Tmt  then,  the  function  for  the  normalized  distribution  of  flow 

speed  is  -  ~  v?"  -rr  -  **(»)  -  F’,  F  -  Fd*. 

u»  Um  —  L„  - 


259 


If  the  indicated  temperature  of  the  wall,  T„  ,  and  the  temperature  of  the  heated 
gases  Tm  are  invariable,  and,  if  we  utilize  the  non-dimensional  functions  of  0 
and  F,  then,  it  is  possible  to  take  equation  (12.29)  and  turn  it  into 

0"  +  Pr  •>  •  S'  -  0,  ff  -  ;  (12J2) 


In  the  equation  above,  the  "Prandtl"  number  is 

Pr  v 

This  reflects  the  fact  that  the  levels  of  momentum  transference  across  boundary 
layers  and  the  transference  of  thermal  energy  are  similar.  If  the  Pr  =  1,  then  the 
distributions  of  flow  speed  and  temperature  are  similar. 

We  can  also  use  the  rules  governing  diffusion  of  a  jet  along  x  and  the  attenua¬ 
tion  and  reduction  of  flow  speed,  that  is,  ""  Um  ~  U#  —  At* ,  &  .Byt* t  m 

does  not  vary  with  changes  in  x;  the  boundary  conditions  are 

^.0,  0— \1;  * 

y-oo,  0-0;  CI2-33) 

If  we  integrate  equation  (12.32)  two  times^  then,  we  can  obtain 

\ 

6  —  1  —  exp(^  —  j  Fd4> ^ 

x  jj“  exp(  -  Pr  d <t>  ]  ;  (12.34) 

On  the  basis  of  equation  (12.34),  if  one  draws  out  (AT/AT.)  —  6  for  Pr  =  1  and 
Pr  =  0.75  as  it  varies  with  changes  in  $  ,  then,  it  would  appear  as  it  is 
illustrated  with  the  broken  lines  in  Fig  12.3. 
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Chapter  13  The  Wakes  of  Blunt  Bodies 


Sec  1  The  Configuration  of  the  Wakes  of  Blunt  Bodies 

In  thrust  augmentation  combustion  chambers,  the  various  forms  of  flame  stabiliza¬ 
tion  devices  are  all  blunt  obstacles.  The  forward  edge  of  a  blunt  body  is  a  point 
at  which  the  flow  of  the  gases  is  directly  impeded  ("watersheds").  The  gas  flow 
divides  itself  up  into  sections  and  follows  the  surface  of  the  blunt  object  until  it 
reaches  the  rear  edge  of  the  object.  At  this  point,  the  speed  of  the  wake,  u,  is 
lower  than  the  flow  speed,  U,  of  the  surrounding  gases,  and  the  sudden  change  in  flow 
speed  upon  contact  with  the  surface  causes  boundary  layer  separation.  Because  of 
the  fact  that  viscosity  produces  vortices,  there  is  an  exchange  of  mass,  momentum  and 
energy  between  the  surrounding  flow  and  the  flow  of  the  wake  and  a  mixing  layer  or 
boundary  layer  which  is  similar  to  that  of  parallel  flow  jets.  In  the  vortical  reflu: 
areas  immediately  behind  blunt  bodies,  there  is  a  wake  flow  core  similar  to  a  jet  cor< 
however,  the  flow  speed  distribution  and  the  size  of  the  jet  core  are  not  the  same 
(for  counter-current  even  distributions  see  Sec  7  of  this  chapter).  The  cross-cur¬ 
rent  diffusion  of  the  wake  mixing  layer  gradually  increases  in  width  (see  Fig  13.1). 
On  the  external  boundary  of  the  mixing  layer,  y*b,  the  flow  speed  differential 
V  —  u  *«  u,  —  o  5  on  the  axis  line  behind  a  blunt  object,  the  flow  speed  differential 
U-u=uim  is  at  a  maximum.  The  distribution  of  the  flow  speed  differential,  u^, 
along  y  is  governed  by  the  rules  of  a  Gaussian  normal  distribution.  If  we  assume 
that  the  height  of  the  cross  flow  of  a  blunt  object  ■"</,*— *  then,  the  dynamic 
viscosity  of  the  gas  =i>.-  If  it  so  happens  that  the  Reynolds  number  of  the  flow  is 
high  enough  R«—  {Udjv')  >  10\  ,  then,  the  flow  speed  distribution  is  normalized  if 
one  goes  sufficiently  far  down  the  flow  from  the  blunt  object.  That  is  to  say  that 
the  distribution  of  the  non-dimensional  velocity  differential  ratio  0»i/umA  along 
the  non-dimensional  coordinates  (y/y«. 5)  ,  then,  it  is  possible  to  deduce  a 

normalized  curve  J,  y».s  >  and  u,  •»  0.5u,«,  (13-1) 

where  yo .5  (13.1) 

Fig  13.2  is  a  comparison  between  the  normalized  curve  of  theoretical  calculations 
and  the  experimental  data  from  the  situation  in  which,  in  a  wind  tunnel  generated 
even  flow  field,  there  is  a  cylindrical  body  with  “  10  [mm1  ,  i;  at  50[m/s}, 

R,  a  2.38  x  ;o‘  »  and  the  coefficient  of  aerodynamic  blockage  of  the  cylinder 


I 
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is  C,  a  1-32  (the  black  spots  on  the  illustration  represent  data  for  different 
cross  sections,  x). 


•i /«■« 


The  Normalized  Curve  for  the  Velocity  Differential  Distribution  in  the  Wake  of 
a  Cylindrical  Body,  w.—  iOmm 


Sec  2  Theoretical  Analysis  of  the  Normalized  Velocity  Differentials  in  the  Wakes 

of  Cylindrical  Objects 


Let  us  consider  the  principles  governing  the  cross-current  diffusion  of  wakes; 

let  us  assume  that  the  width,  b,  the  rate  of  increase  in  thickness,  J^L  ,  and 

it 

the  component  velocity  of  cross-cur  rent  pulsation,  v',  are  all  directly  proportional 
to  each  other,  so  that. 


db_ 

it 


db  dx  _  ,  dx 
dx  it  it 


therefore , 


If  one  is  considering  an  area  sufficiently  far  behind  a  blunt  object,  then, 


u  st  U ; 


therefore 


db 


x 


V " 


The  component  velocity  of  cross-current  pulsation,  v’,  is  in  direct  propor- 
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tion  to  u^m;  because  of  this  fact,  — —  00  — — .  (13.:).  If  we  assume  that  the 

pressure  along  x  is  invariable,  that  there  is  a  dimension  of  one  unit  perpendicular 
to  the  surface  of  the  illustration,  and  that,  for  a  non-compress ible  flow,  p  =  a 
constant,  then,  in  the  wake  flow,  the  rate  of  flow  of  matter  through  the 
differentiated  cross  section  dy  •  1  is  dm  pudy  ■  1  *■»  p(V  ~  “,Vy.  The  loss  rate 

for  momentum  in  a  normalized  wake  flow  is 


u,dm  -  p  -  o,)dy  -  a  constant  (13 


3) 


If  one  goes  sufficiently  far  down  the  flow  from  the  back  of  a  blunt  object,  then, 
V  —  u,  V  5  because  of  this  fact,  it  is  possible  to  write 


a  constant 


or 


pU  (__  u  ,dy  « 

—SXiMi)— 


tant 


(13.4) 


Because  of  the  fact  that  the  integrated  area  of  a  velocity  differential  distribution 
curve  for  a  normalized  wake  flow 


“  f  (— )d(  —  'j  a  constant, 

therefore,  it  is  necessary  that  pu,mUb  —  a  constant;  because  of  the  fact 
that  we  already  assumed  that  the  flow  speed  of  the  environment,  U  =  a  constant; 
therefore,  one  can  obtain 


u<- 


a  constant^ 

* 


,  and,  if  we  substitute  in  equation  (13.2),  then. 


one  can  see  that  bdb  —  a  constant  ,  or,  b  “  KV 7  (13.5). 

In  the  equation  above,  K  is  a  constant  a  precise  value  for  which  is  determined 
by  experimentation.  Because  of  the  fact  that  the  maximum  flow  speed  differential, 
ulm*  directly  proportional  to  the  flow  speed  of  the  environment,  therefore, 


U|"  “*  a  constant 


a  constant 


U  _  n  U 
K  V  *  x 


a  constant  (13.6) 
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According  to  equation  (8.18),  if  we  use  the  Prandtl  mixture  distance,  1,  to 
represent  turbulence  flow  shear  forces : 


then,  in  the  wake  of  a  cylindrical  object,  in  order  to  draw  out  the  minute  or 
differentiated  control  layer,  it  is  necessary  to  refer  to  the  equilibrium  of 
impulse  forces  in  the  control  layer: 


puv  +  p  -0-  (  u ldy  +  p/1  ( “  0  ( 8 .2 C 

ax  J“  \d\  ' 


If  one  goes  sufficiently  far  downstream  behind  a  blunt  object,  then, 

u,  «  U ,  u  ai  U,  u*  •«  (1/  —  u,y  as.  U*  —  2Uu,,  v  «  u,; 

and  again,  because  of  the  fact  that  the  flow  speed  of  the  environment,  U  =  a 
constant,  therefore '^dll/dx)  =»  0,  -(SL'/dy)  —  0;  c*>the  basis  of  this,  it  is  possible  to 
make  the  following  simplification 


>£!>*♦ '(£)■-•  03  7) 


If  we  use  non-dimensional  coordinates,  so  that,  ij  —  —  ,  then,  the  normalized 

b 

function  , 


(■*-)  -/(*)-  /;  4--/';  03  8) 

\ul«i/  dJ] 


The  Prandtl  mixture  distance  is 


;  -  pb  -  pK  vT ,  p 


a  constant  (13.9) 


From  equation  (13.5)  and  equation  (13.8),  it  is  possible  to  obtain 

' 

y  Qjj  _ *l_  Gy  — •  1 

V  K  */-*’  dx  2x’  dy  A  ’03.10) 

du,  df  dr,  nil  t  2  fin  j 

di  u,m  drj  3y  ~  Kx  f  °  “  K 

If  we  take  equation  (13.10)  and  substitute  it  into  equation  (13.7),  then,  it  is 
possible  to  obtain  the  differential  equation  for  the  function,  f,  of  the  normalized 
velocity  differential  ratio 

—  «(/*)*,  a  can  be  treated  as  a  constant  (1310 
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The  boundary  conditions  are  as  follows:  on  the  boundary  of  wake  flows,  ?  »  1, 


u.-°,  --i  -  0,  /-o.  /•-  0;  on:. 


On  the  axes  of  wake  flows. 


In  equation  (13.11),  with  separate  variables ,  ;  by  integration,  it  is 

possible  to  obtain 

Zalfi  —  -=■  ri‘  +  C, 

3 

If  we  employ  the  boundary  conditions,  then,  equation  (13.12)  allows  us  to  obtain 

C  -  -  J. 

.3’ 

Because  of  this  fact,  we  can  also  obtain  the  normalized  function 


(13-V4) 

By  employing  the  boundary  conditions  in  (13.13),  we  can  obtain  precise  values  for 
the  constants  9a —1,  /(jj)  «■  (1  —  i j*)1  *  '  <13.15) 

By  the  use  of  experimentation,  it  is  difficult  to  measure  values  for 
Ul  —  0, y  —  i  »  because  of  this  fact,  we  can  use  yp.5  where  *  0.5  ^ 

in  order  to  draw  Fig  (13.2).  From  equation  (13.15,  we  can  deduce  that 


—  0.44  L  . 


(l3.1d) 


Schlichting  and  Reichardt  have  induced  an  empirical  formula  for  the  radii  of 
diffusion  of  flow  wakes  which  is 


-ssh". 

V  *  -  *  4  •  * 

It  is  possible  to  obtain  values  for  the  half-width  of  wake  flows  by  using  the 
relationship  b  —  0.8  V C,b^c .  on  the  basis  of  this  relationship,  it  can  also 
be  said  that,  in  equation  (13.5),  K  -  c.S  ■/ c.bt .  (13  17) 
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Sec  3  Rules  Governing  the  Attenuation  and  Reduction  of  Maximum  Velocity  Dif 
ferentials  Along  Axis  Lines  in  Wake  Flows 


The  wake  from  a  blunt  object  (Fig  13.1)  is  vertically  symmetrical  along  the  x 
axis.  Vertical  to  the  x-y  plane,  every  unit  of  length  of  a  cylindrical  body 
receives  an  aerodynamic  drag  or  resistance  equal  to 


D  —  C,ltp  —  *  1  (13.18) 

2 

The  aerodynamic  drag  or  resistance  which  is  felt  by  each  unit  of  length  or  a 
cylindrical  body  =  the  rate  of  momentum  loss  in  the  wake  flow;  because  of  this 
fact,  equation  (13.4)  should  be  equal  to  equation  (13.18),  that  is, 

JX^Mj)  03.19) 


By  using  (13.15),  we  can  solve  for  the  integral  of  the  right  side  of  (13.19),  that 
is  to  say, 

UiMyH/1  -  v'ty d7>  *  (m5  (i3-2°> 

From  equation  (13.19),  we  can  obtain 


i-  C.bjD  -  <M5u ,J>,  u*.  -  V  (13.21) 


If  we  take  the  b  from  equation  (13.17)  and  substitute  it  into  (13.21),  then,  we 
can  obtain  .  r  a.  14  J CJ>\  . 

L  0 _ _  V  °  JJ  ^13 

•S  * 


u,_  -  U 


0.9  X  0.8v  C,8»r  ■ 


Fig  13.3 

The  Normalized  Curve  for  the  Attenuation  and  Reduction  of  the  Velocity 
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(Fig  13.3  cont’d)  Differential  Ratio  Along  x  in  the  Wake  Flow  From  a  Cylindrical 

Object  2.  °  Schlichting  Experimental  Data  — - Drawn  Out  on  the  Basis  of 

Formula  (13.22) 

If  we  make  a  comparison  with  (13.6),  then,  we  can  see  that  the  experimental  constant 
n  —  i .4  (13.23).  And  now,  it  is  possible  to  obtain  precise  values  for  the 

constants  in  equation  (13.9)  and  (13.10),  that  is 


*  V  2w  1-18  X  1.-4  •Jcjy  [ 


0.18/  (13-24) 


Sec  4  The  Temperature  Distribution  in  the  Wakes  of  Heated  Cylindrical  Objects 

If  we  assume  that,  in  the  wake  of  a  cylindrical  object,  the  temperature  at  a 
given  coordinate  y  =  T,  and  that  the  temperature  differential  t,  —  T  —  T»; 
and,  if  we  further  assume  that  the  temperature  where  y  =  0  on  the  axis  line  of  the 
wake  from  a  cylindrical  object  *  Tm,  and  that  the  temperature  differential  in  this 
case  is  “  Tm  —  TH;  and,  if  we  finally  assume  that  the  temperature  of  the 

environment  around  the  wake  flow  from  a  cylindrical  object  =  TH>  and  that 
the  non-dimensional  coordinate  «■  y/i  ;  then,  the  non-dimensional  temperature 
differential  distribution  function 

~ -0(^-  5,  ,  (13-25). 

According  to  the  Prandtl  theory,  the  turbulence  flow  coefficient  of  thermal 
conductivity  ,*t  “  ft  h  “  the  mixing  distance.  In  a  wake  flow,  if  one  wants  to 
draw  out  the  minute  or  differentiated  control  layer,  then,  it  can  be  done  on  the 
basis  of  thermal  energy  equilibrium  equations  for  control  layers  as  they  are 
presented  in  Chapter  7,  Sec  4;  an  example  would  be  equation  (9.34) 

W,  +  t,uJy  —  IT"  <  ®  ^  (13.26) 

..a*  J-  dy  .  dy  • 

Because  of  the  fact  thatv  «  U,  U|  —  (U  —  one  goes  sufficiently  far  downstream 
from  a  blunt  body,  then  u at u  ;  because  of  this  fact,  the  equation  above  can  be 
simplified  to  be 
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The  rate  of  added  enthalpy  for  an  average-time  quasi-stable  state  wake  flow  as 
compared  with  the  surrounding  flow  is 

pVC, ttdy  «■*  a  constant  [kcal/i]  (13.28) 

If  we  change  this  into  non-dimensional  form,  we  get 

a  constant  ,  -  JL;  (13.29; 

In  the  normal  stage  of  the  wake  flow 

Constant  (13.30) 

The  equation  above  represents  half  the  integrated  area  under  the  normalized 
distribution  curve  for  temperature  differential.  In  a  non-compressible  flow,  p  = 
a  constant ;  we  already  know  that  the  even  environmental  flow  speed,  U  =  a  constant 
and  from  (13.29),  we  can  obtain  the  relationship 

a  constant  (r,  —  r,,)  — .  a  constant  in  (13-31) 


T0  =  the  stable  and  unchanging  temperature  on  the  surface  of  a  cylindrical  object, 
and  tgi  =  the  original  stable  temperature  differential. 

If  we  can  assume  that  the  rule  governing  the  attenuation  and  reduction  of  the 
maximum  temperature  differential,  tm  9  along  the  axis  line  is  similar  to  the  rule 
governing  the  attenuation  and  reduction  of  the  maximum  velocity  differential,  then 
according  to  equation  (13.6) 


m 

1 1.  *  —7=  tn,  ">  — 

V  * 


an  as  yet  unfixed  constant  (13.32) 


From  equation  (13.10)  and  (13.25) 


'V-fi-eCn),  —*■  -  ~  •  ^2-  -  "Xsl  .  ff 


■*  ,^r  dy  Kx 

ffe..: - L_  1 

■  l®r.  -Arv/7'J 


03.33) 


If  we  employ  the  Taylor  mixing  distance  from  Chapter  9,  Sec  7,  then, 


iT  -  Xx  -/T, 


(13.34) 


If  we  take  the  equations  (13.34),  (13.33),  (13.31)  and  (13.10)  and  substitute  them 
into  the  thermal  energy  equilibrium  equation  (13.27),  then,  after  simplification, 
we  can  obtain 


r,0  -  lat'ff,  L  -  _L. 

0  2a/' 


(13.35) 


If  we  refer  to  equation  (13.11),  then. 


t  <*f 

and,  if  we  make  a  comparison  with  equation  (13.35),  then,  we  can  obtain 


■9  2  /’ 


By  integration,  we  can  obtain 


In  d  la  f  +  • 


and,  because  of  this  fact  Q  —  c  .  On  the  axis  line,  ^  /  “*1 »  therefore, 

C.r-lj  <13.36)  ;  therefore,  since  we  already  know  that  the  distribution  function 

for  the  normalized  velocity  differentials,  /(tj>  ,  has  a  certain  value,  the  normalized 
distribution  for  temperature  differential  is 


i  -  9(v) .--lit.  -  Jj7.r*  *  f: U\—  o  1 * . - 
.  .f»»  .  Jm  7"i»  .  _  f -V  —  u.  J 

"(f — )4  —  UC07-*  -  (l  — V);  ^  .y  <l3.57) 


Sec  5  Laws  Governing  the  Reduction  of  Maximum  Temperature  Differentials  in 

Wakes  Along  Axis  Lines 


Let  us  consider  for  a  moment  half  the  thermal  energy  dissipated  every  second 
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from  the  surface  of  a  cylindrical  body  for  each  unit  of  its  length;  if  we  assume 
that  a  =  the  coefficient  of  thermal  dissipation  E^cai/m1  •  *  •  K]  ,  then, 

q  a(T,--  T£>xS,  -'l  —  Mn*bt  [kaJ/T]  03.38) 

This  heat  flow  should  be  equal  to  the  rate  of  increase  in  enthalpy  of  the 
surrounding  flow,  that  is, 

PVC,tlmb  (■  (-*-)  *(£)''-  £  (13.39) 

r  -  !  '  ^  ’  "»  -T  *  ;  f  :  ' 

'  (~)  d  ("j)  ”  },  ^  “  j(  O  —  (13.40) 


If  we  take  the  expression  from  equation  (13 .17) ,  6  —  0.8  \  C,btx  ,  and  substitute  it 
into  equation  (13.39)  and  we  also  utilize  equation  (13.40),  then,  it  is  possible  to 
obtain 


*10 


t  _ 

O.6C0pU  X  0.8\/ 

r  6.5  /  bt  y 

*'  C.pU  Vc,*/ 


(13.41) 


It  is  first  necessary  to  pick  precise  values  for  the  quantities:  « ,  the  coefficient 
of  thermal  diffusion  from  the  surface  of  a  cylindrical  body;  the  environmental  flow 
speed,  U;  the  coefficient  of  aerodynamic  drag  or  resistance  of  a  cylindrical  body, 

Cx;  the  isobaric  specific  heat  of  gases,  Cp;  the  radius  of  the  cylindrical  body, 
and  the  initial  temperature  differential,  *„=  T,—  TH  »  only  after  this  is  done 

is  it  possible  to  draw  out  the  curve  for  the  attenuation  and  reduction  of  the 
maximum  temperature  differential  along  x  in  accordance  with  equation  (13.41). 


Sec  6  Distributions  of  Typical  Temperature  Differentials  and  Speed  Differentials 

of  Axially  Symmetrical  Wakes 

If  we  assume  that  the  blunt  object  in  Fig  (13.1)  is  a  sphere  with  a  diameter 
<4  ™  2r,  ,  then,  the  wake  behind  the  sphere  expands  symmetrically  until  it  reaches 
the  limiting  radius  '><■».  If  we  still  follow  the  method  put  forward  in  the 
previous  section,  then,  where  r0>5,  «.  o.5ui„  ,  and,  if  we  assume  that 

u,  -  U  -  u,  -  V  -  u.,  -  7*  -  Th,  tlm  -  r.  -  Th,  n  -  L. 

r 

then,  on  the  basis  of  the  equilibrium  of  the  impulse  forces,  we  can  obtain 
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j'  '1'a-i 

£&:  — <&*&&■.  — (SHits) 

*U 


Fig  13.4 

1.  Temperature  Distribution  in  the  Axisymmetric  Wake  Behind  a  Blunt  Object 

2  . •*/*• »  l'-i  H*n and  Hislop  Experiments; - Calculated  Temperature  Differential, 

-  Calculated  Velocity  Differential 

vi  -  «v)v  /  -  °3-42) 

a*  —  . «  *•  -y.; 

Using  the  boundary  conditions  17  —  0,  f  —  1,  ij  —  1 ,  /  —  0,  f  ««  0,  if  we  integrate  equation 
(13.42),  then,  we  can  obtain 

~  “Kn)“  0  —  r):,  (13.43) 

Let  us  assume  that 

e  -  -  *(*>, 

Using  the  method  put  forward  in  the  previous  section,  we  can  obtain  »)G  “ 

and,  if  we  make  a  comparison  between  this  and  equation  (13.42),  then,  we  can  obtain 


0  .  _£i_  -  -  (1  _  V?)  (13.45) 

*!•  • 

The  normalized  distributions  of  temperature  differentials  and  velocity  differentials 
in  axisymmetric  wakes  are  as  shown  in  Fig  13.4. 
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Sec  7  Shapes  of  Back-Flow  Areas  Behind  Blunt  Objects  in  Conduits 


In  combustion  chambers,  one  often  uses  the  vortical  reflux  areas  behind  blunt 
objects  for  the  purpose  of  providing  a  source  of  continuous  ignition  in  order  to 
maintain  the  stability  of  combustion.  If  we  assume  that  the  interior  diameter  of 
the  round  tube  is  =  R,  that  the  radius  of  the  blunt  object  is  =  B,  we  can  then 
assume  that  the  blockage  ratio,  ^(B/JRJ1.  •  ‘We  will  also  assume  that  the  even 
axial  flow  speed  for  a  round  conduit  is  =  u^,  that  the  even  counter-current  flow 
speed  in  the  core  of  a  wake  flow  is  =  u2,  and  that  the  flow  speed  ratio  is 
m  =  mi:  u 'i  .  The  surrounding  flow,  at  point  0  on  the  after  edge  of  the  blunt 
object,  divides  up  to  become  the  mixing  boundary  layers  0-1-2,  as  shown  in  Fig  13.5. 
The  width  of  expans 'on  of  a  parallel  flow  mixing  layer  =  b,  and  the  width  ratio  is 
£  =*  (i.'B)  .  Because  the  pressure  behind  the  blunt  object  is  low,  the  surrounding 

flow  rolls  up  on  itself  in  an  axisymmetrical  fashion  and  forms  an  elongated  and 
flattened  vortical  ring.  MM’  is  the  plane  of  the  vortical  ring.  0-1  =  the 
exterior  boundary  line  of  the  mixing  layer,  0-2  =  the  interior  boundary  line  of  the 
mixing  layer,  0-3-N  is  the  boundary  line  of  the  area  of  reflux  flow,  0-4-N  is  the 
dividing  line  between  the  parallel  flow  and  the  counter-current  flow;  on  this  line 
the  axial  flow  speed  is  u=0;  however,  the  tangential  and  radial  flow  speeds  v  and 
w  are  not  both  equal  to  zero.  Within  mixing  layers,  the  flow  speed  decreases  from 

U1  on  the  exterior  boundary  line  to  zero  and  then  changes  again  to  be  -U2  in  the  core 

of  the  wake  flow  core.  If  we  take  0-x  to  be  the  coordinate  axis,  then,  along  the 
line  MM',  the  vertical  coordinate,  y^,  is  positive  on  the  exterior  boundary  line  of 
the  mixture  layer;  the  coordinates  y3  for  the  boundary  of  the  area  of  reflux  flow, 
y 4  for  the  boundary  which  marks  off  the  counter  current  flow,  and  y2  for  the 

‘interior  boundary  are  all  negative  values. 

If  we  assume  that  the  non-dimensional  vertical  coordinate  is 


V  - 


y  —  y:  „  y  —  h 
-  ,  > 

>.  —  y,  * 


,  if  we  follow  the  analytical  methods  put 
forward  in  Sec  2,  then,  it  is  possible 


to  obtain  the  non-dimensional  velocity  differential  distribution 


U,  —  U 

u,  —  u2 


/(•!)  “  Cl  - 


(13  461 
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gg  13. 5 

Fig  13.5 

1.  An  Illustration  of  the  Axially  Symmetrical  Reflux  Flow  Area  Behind  the  Blunt 
Object  B  in  a  Round  Tube  2.  Surrounding  Flow  3.  Wall  of  the  Tube  A.  Blunt 
Object  5.  Wake  Flow  Core  6.  Counter-current  Flow  Area  7.  Parallel  Flow 
Area  8.  Axis  of  Symmetry 

Sec  8  Estimated  Measurements  of  the  Back-Flow  Areas  Behind  Blunt  Objects  in  Conduits 

If  we  refer  to  Fig  13.5,  then,  the  area  of  reflux  flow  can  be  divided  into  a 
forward  and  aft  section:  on  the  plane  MM’,  let  us  take  a  look  at  1^  for  the  forward 
section  and  12  for  the  after  section.  In  the  1^  section,  due  to  the  fact  that  there 
is  induced  roll  up  in  the  surrounding  gas  flow  and  because  of  turbulence  flow  trans¬ 
fer,  gases  pass  from  the  area  of  counter-current  flow,  across  the  boundary  line  0-4- 
N  and  enter  into  the  area  of  parallel  flow.  In  the  I2  area,  because  of  the  fact 
that  there  is  a  positive  axial  pressure  gradient  ■+■ (dp/dx)  ,  gases  are  forced  from 
the  area  of  parallel  flow  across  the  boundary  line  0-4-N  and  into  the  area  of 
counter-current  flow.  In  average  time  quasi-stable  state  flow  fields,  the  amount  of 
gas  that  flows  out  from  the  1^  area  and  out  of  the  area  of  counter-current  slow 
should  be  equal  to  the  amount  of  gas  that  flows  from  the  l£  area  and  into  the  area 
of  counter-current  flow.  This  portion  of  recycled  gases  most  certainly  is  not 
entirely  from  the  area  of  counter-current  flow  and  its  gases;  it  is  continuously 
renewed  in  the  cycle  of  the  gases  entering,  being  burned  and  being  brought  back  in 
the  reflux  flow.  The  length  of  the  area  of  reflux  flow  is  l,  —  l,  -t-  lt  .  If 
we  take  B  as  the  basis,  then,  the  non-dimensional  length  of  the  area  of  reflux 
flow  is  l  =  (i/B)  -  C /,/S)  +  (.L  B)  =  I,  (13.4‘)*  1116  non-dimensional 
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vertical  coordinate  is 


y. 


y  i 

B  * 


yj  “ 


* 
B  * 


y« 


2*. 

B  ’ 


The  non-dimensional  horizontal  coordinates  are 


t  ,  I  is  figured  from  the  back  edge  of  the  blunt 

B  !.!  0  object  KK' , 

If  we  assume  that  there  is  isobaric  mixing  in  the  1^  section,  then,  we  can  check  out 
the  impulse  force  equilibrium  in  the  intake  and  exhaust  of  the  control  area  KK'ZZ’ 
and  get 


P^xCR1  —  B1)  =  puWJf.2  — .(B  +'>,yf ...  ■ 

+  -*p£'  “XB  +  yjdy  +  puJr(B,+ (13.48) 

For  the  equilibrium  of  gas  flow  in  the  intake  and  exhaust  we  get 

pu.irCJ?1  —  B1)  »  —  (B  + 

+  2*pT '  e(B“+  yVy  +  p.uj*<B  Vy*)1  (1 3.49) 

-  1  -  _  •  r 

The  amount  of  recycled  gas  flow  in  the  area  of  reflux  flow  is 

2*p  f"  u(B  +  y  W  03.50) 

In  the  plane  MM',  if  we  assume  that  the  average  flow  speeds  of  the  area  of 
parallel  flow  3-*4  and  the  area  of  counter-current  flow  2-*4  both  have  equal 
values  u,  or  that  the  ring-shaped  cross  section  3-*4  =  the  ring-shaped  cross 

section  2-*4  ,  that  is  to  say  that,  then,  *< B  +  y,)>  —  ,( b  -p y«)1  —  *< B  +  y,)*  (13.51). I 

we  now  take  the  three  equations  from  equation  (13.48)  to  equation  (13.50)  and,  one 
at  a  time,  simplify  them  by  eliminating  u2,  B2  and  u^B2,  change  them  to  non- 
dimensional  equations,  take  t.  to  be  the  independent  variable,  and  solve  by  the  use 
of  graphs  (see  G.N.  Abramovich,  Theory  of  Turbulent  Streams  ,  1960,  pp  466-473.) 
then,  it  is  possible  to  solve  for  the  flow  speed  ratio  w  *“  (uj/u,)  —  f(/)  (Fig  13.6) 
and  the  vertical  coordinates  for  the  area  of  reflux  flow  y},  y„  y,  as  they  are 
distributed  in  terms  of  changes  in  l  (Fig  13.7);  it  then  becomes  possible  to  draw 
out  the  shape  of  the  area  of  reflux  flow. 

According  to  the  conditions  which  pertain  to  equation  (13.51),  it  is  possible 
to  solve  for  the  flow  speed  ratio  0.51,  J,  —  3.1  in  the  plane  MM'. 
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m 


Fig  13.6 

1.  Changes  in  the  Flow  Speed  Ratio 
m  in  the  1^  Section 


Fig  13.7 

1.  Distribution  of  Non-dimensional 
Coordinates  in  the  1^  Section 


Because  this  is  so,  in  the  tube  or  conduit,  the  overall  length,  lc,  of  the  area  of 
reflux  flow  behind  a  blunt  object  is  approximately  equal  to  J,—  0.85  ,  or  a  value 
four  times  the  height  B  of  the  blunt  object,  that  is,  +  h*  4  (13.52), 

The  equation  above  is  appropriate  for  use  with  the  flow  speed  ratio  "»  at  0.5, 
as  well  as  a  blockage  ratio  pat  0.75,  B ■»  0.866  R  (where  R  is  the  radius  of  the 
tube  or  conduit).  This  method  assumes  that  there  is  isobaric  mixing,  and  it  does 
not  take  into  consideration  the  influence  of  boundary  layers  along  the  walls  of 
the  tube;  because  of  these  facts  it  is  not  adequately  accurate. 
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Chapter  14  Jet  Diffusion  Plumes 


Sec  1  Forms  of  Jet  Diffusion  Plumes 

Combustion  is  the  result  of  the  violent  collision  and  compounding  of  molecules 
of  a  gaseous  fuel  and  oxygen.  If  the  number  of  molecules  of  oxygen  and  gaseous 
fuel  is  large  enough  (that  is  to  say,  if  the  environmental  or  ambient  pressure  is 
high  enough),  moreover,  if  there  is  even  mixing  according  to  the  appropriate  ratio 
Q  for  chemical  reactions,  and  the  speed  of  molecular  motion  is  adequately  high 
(that  is  to  say  that  the  ambient  temperature  is  adequately  high)  and,  therefore, 
the  energy  of  collision  is  adequately  large,  then,  combustion  will  be  very  fast. 

The  time  occupied  by  combustion  does  not  even  reach  one  millisecond.  Because  of 
this  fact,  when  one  is  considering  the  case  of  even  pre-mixing  before  combustion  it 
is  very  important  to  maintain  control  by  means  of  the  mechanism  of  the  chemical 
reaction,  that  is  to  say,  by  means  of  the  Arhenius  formula  that  relates  the  rate  of 
chemical  reaction  to  the  ratio  of  concentrations  and  temperatures. 

In  turbine  jet  combustion  chambers,  general  or  multi-purpose  liquid-type  fuel 
is  vaporized  and  mixed  with  air.  This  does  lead  to  vaporization  of  fuel  prior  to 
its  reaching  the  jet  nozzle  or  the  vaporization  tube;  however,  it  is  still  not  evenly 
pre-mixed  fuel.  This  type  of  vaporized  fuel  jet  is  diffused  into  and  interacts 
with  the  surrounding  air  in  the  form  of  combustion,  and  this  is  called  a  jet 
diffusion  plume.  It  is  important  that  the  speed  of  combustion  be  decided  on  the 
basis  of  the  speed  of  turbulence  diffusion  mixing.  Fig  14.1  is  an  illustration 
of  the  diffusion  plume  of  a  round-aperture  jet.  Fig  1.2  shows  the  jet  plume  used 


1.  Illustration  of  the  Diffusion  Plume  of  a  Round  Aperture  Jet  2.  In  the 
Environment  3.  Boundary  of  the  Jet  4.  Flame  Tip 
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Let  us  assume  chat  the  diameter  of  the  jet  nozzle  is  4  — 2rt  ,  that 
the  uniform  jet  flow  speed  in  the  nozzle  is  ■  u0,  that  the  original  concentration  of 
the  gaseous  fuel  is  cD,  and  that  the  original  temperature  is  T0.  The  length  of  the 
jet  core  is  x0.  An  axisymmetric  disturbed  jet  flow  field  can  be  divided  into  two 
areas  or  regions;  I  is  an  area  which  only  has  fuel  and  fuel  that  has  already  been 
burned  in  it.  II  is  an  area  that  only  has  oxygen  and  already  burned  fuel  in  it. 

The  layer  that  divides  the  two  areas  is  called  the  "flame  tip  or  peak",  that  is  to 
say,  the  surface  of  the  flame;  this  surface  is  called  q>  .  On  the  flame  tip,  , 

T  =  T  $  ,  which  is  the  maximum  temperature  of  combustion.  The  concentration,  c^ 

of  the  fuel  within  in  the  surface  of  the  flame  tip  diffuses  in  the  direction  of  the 

surrounding  environment.  The  concentration  of  oxygen  which  is  contained  in  the 

surrounding  environment  diffuses  toward  the  flame  tip  and  is  called  C£.  Because  the 
chemical  reaction  is  very  fast,  in  fact  occupying  almost  no  time  at  all,  cj  and  C2 
combine  according  to  the  appropriate  chemical  ratio,  Q  ,  and,  when  they  diffuse 
toward  and  reach  the  surface,  $>  ,  they  are  immediately  burned  up  and  become  gases 
which  have  already  undergone  combustion.  Because  of  this,  on  the  flame  tip, 
ct  ■*  0,  c:  »  o  •  Besides  this,  because  of  the  fact  that  turbulence  flow  masses  of 
gas  pulsate  and  tumble  over  each  other,  there  is  an  exchange  as  heat  and  kinetic 
energy  across  the  surface  of  the  flame  tip.  Within  the  flame  tip  and  outside  it, 
along  the  direction  y,  the  distributions  of  the  concentrations  cj  and  C2»  of  the 
temperature  differential,  T  — —  and  the  kinetic  pressure  pu'  are  as 

shown  in  Fig  14.1.  Given  an  equal  temperature,  on  the  surface  T  0  ,  c  <J,  =0. 

Sec  2  Unstable  Heat  Conduction  Equations 

From  the  midst  of  an  axisymmetrical  disturbed  jet  flow  field,  we  can  separate 
out  six  fan-shaped,  differentiated  areas  yiQdydz  —  dV  .  Let  us  assume  that 
there  is  only  a  thermal  conductance  flow  along  the  radial  direction  y.  If  this  is 
so,  then,  the  thermal  flow  which  enters  the  control  area  has  a  differential,  dV,  = 
the  rate  of  change  of  thermal  energy  within  the  control  area  (Fig  14.2).  Let  us 
assume  that  the  rate  of  thermal  conductance  for  the  turbulence  flow  •>  k,  then,  the 
density  flow  of  thermal  conductance  is 


[kcal/m*  •  *] 
dy 


<14.I) 
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f  +  d>)  (y  +  dy)d6dx  —  qydddx 


_  _a_ 


C pcfT~)  •  ydddydx 


Pc,*r-\\*L  +  ±dl}  - 

'  ar  <[  dy*  9  dy\*  -. 


«  +  £" 


U 


'UV 


Fig  14.2 


Let  us  assume  that  the  coefficient  of  thermal  conductivity  is 


JL  - 


If  this  is  true,  then. 


dr  T1  bf  y  by  J 


•rIn>V*].  , 


,  and  t  represents  time 


(14.2) 


The  standard  solution  for  the  equation  of  unstable  thermal  conductivity  (14.2)  is 
to  take  T  and  y  to  be  the  coordinates  and  to  take  r,  to  be  the  "error  function" 


parameter . 


Sec  3  Analogical  Generalization  of  Unstable  Heat  Conduction  Equations 


According  to  the  previous  sections,  it  is  possible  to  put  forward  the  definition 
that  momentum  density  flow  “  ^  “J*'  ;  AT  ■■  T  —  7*  I  ,  enthalpy 

differential  density  flow  —  puc^AT  —  x,  “  c‘  ’  I  ,  or 

e,  —  0  ;  the  concentration  density  flow  —  puAfj— s,  J-  (14.3). 

The  mechanisms  of  the  diffusion  of  temperature  and  concentration  are  the  same,  that 
is  to  say  that  the  normalized  functions  for  the  distributions  of  temperature 


and  concentration  are  same  (see  Chapter  9).  However,  the  mechanisms  for  the 
diffusion  of  momentum  and  temperature  as  well  as  concentration  are  not  the  same. 
This  phenomenon  is  a  reflection  of  the  Prandtl  number,  Pr  and  the  special  vortical 
number.  Sc;  that  is  to  say  that  the  turbulence  flow  Prandtl  number  is 

Pr  -  —  <  1 , 

St 


The  special  vortical  number  is 


Sc  - 


(14.4) 


Concerning  the  question  of  the  mixing  of  gases  in  combustion,  it  is  possible  to  use 
the  values  Pr  =  Sc  =  0.75,  that  is  to  say  that  the  turbulence  flow  kinetic  viscosity, 
e—  0.75eT  *■  .  DT  =  the  turbulence  flow  coefficient  of  diffusion  (m^/s) 

the  turbulence  flow  coefficient  of  thermal  conductivity,  *t  .  The  significance  of 
the  Prandtl  number  Pr  <  1  is  that,  within  the  same  interval  of  time,  Ar  ,  the 
diffusion  of  thermal  energy  and  concentration  is  faster  than  the  diffusion  of 
momentum  by  quite  a  bit,  it  extends  considerably  farther,  and  it  has  an  area  of 
diffusion  l  ,  which  is  considerably  larger.  There  is  a  turbulent  transference 
between  the  section  of  flow  which  has  a  high  temperature  and  a  low  velocity  and  the 
section  of  flow  which  has  a  low  temperature  and  a  high  velocity;  because  of  this 
fact,  the  overall  enthalpy  quotient  for  the  section  of  flow  with  the  high  velocity 
is  supplemented  from  the  outside.  On  a  cross  section  of  the  jet,  the  distribution 
of  overall  temperature  is  uneven,  and,  in  places  where  the  flow  speed  is  high,  the 
overall  temperature  is  also  high.  Let  us  assume  that  **  ■“  eAr,  «■  erAr,  f,  —  DtAt  , 

Let  us  use  the  new  variables  fi  “  fiOO  to  replace  the  duration  symbol,  r, 
in  equation  (14.2),  and  let  us~  take  z^,  Z2,  and  Z3  in  equation  (14.3)  to  be  dependent 
variables;  if  we  do  this,  then,  it  is  possible  to  write  three  differential  equations 
similar  to  equation  (14.2),  as  follows, 


-  gCg1)  ,  3W)  ,  1_  d(pu') 

edr  9S>  dy1  y 

,  aCpu^AT)  _  9W.AT) 
~dP  ' 

+  JL  C.AT) 

y  dy 


ttdr 


(14.5) 


(14.6) 


278 


8(puAf)  _  d(puAf)  ^  g^puAr) 

Did  r  aj,  *  6yJ 


+  _1_  9(puAx) 
y  dy  * 


(M.7) 


4u  &i> £>  respectively  represent  momentum,  thermal  energy,  and  concentration 
in  terms  of  the  dimensions  of  their  respective  areas  of  diffusion.  If  we  make 
a  deduction  from  the  relationship  between  e,»r  and  DT>  then,  it  is  possible  for 
us  to  acknowledge  that  ft  as  0.75  5:  as  0.75  —  £,(*)  —  Kx*  (l-.S).  Equations  (14.5), 

(14.6)  and  (14.7)  can  all  be  deduced  to  be  partial,  linear  differential  equations 
of  the  second  degree  with  a  parabolic  form  and  using  the  dependent  variable  z^, 
that  is  to  say  that  this  is  a  description  of  the  equations  for  jet  diffusion  plumes: 


dz, 

d£, 


1,  2,  3. 


(14.9,' 


Sec  4  Boundary  Conditions  for  Jet  Diffusion  Plumes 

The  I  area  inside  of  the  flame  tip  0  only  contains  fuel  and  gases  that  have 
already  been  burned.  When  x  —  0,  5.  *  0  ^  y  <  r„ 


£Hi  i  puc,(7  — 
p* u»'  ’  Pju,r„(  r,  —  r*) 

pu(f|  —  c«V  '  " 

A)U,(c,  —  c+)  ' 


-  1. 


(14.10) 


When 


S  —  >•*  y 


pufr(r-  TV)  .  D 

”  ^H(r  -  r#)  .  * 


-g^f’  ~  et\  -  0 

•  #¥*»(  fi  —  e*)  . 


(14-11) 


In  the  II  area  outside  of  the  flame  tip  ■»  ,  there  is  nothing  but  oxygen  and 
gases  which  have  already  been  burned.  When  ».  ”  °»  r0  <  y  <  eo  ,  and 
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-w*.  -v 
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0;  (14.12) 

■  i. 


(14.13) 


Right  on  the  flame  tip,|  —  f„  y  =  y„  —  *.  —  0;  let  us  now  assume  that  the 
diffusion  coefficient  for  fuel  in  turbulence  flow  =  ,  that  the  turbulence  flow 

diffusion  coefficient  of  oxygen  =  D2,  and  that,  along  the  normal  line,  n,  of  the 
surface  $  ,  the  diffusion  density  flow  from  the  inside  toward  the  outside  and  from 
the  outside  toward  the  inside  are  both  distributed  in  precisely  the  correct  way,  then, 

(U.H) 

Because  of  the  fact  that  we  are  dealing  with  asymmetrical  flow  fields,  on 
the  axis  line. 


y  -  0, 


0415) 


Sec  5  Solution  Methods  for  Jet  Diffusion  Plume  Equations 

If  we  employ  the  similar  variable  method  as  well  as  using  the  "Chuan  Id  Ye 
Integration"  method  as  well  as  the  boundary  conditions  from  (14.10)  to  (14.15), 
then  it  is  possible  to  solve  the  differential  equation  (14.9)  and  obtain  the 

1 

functional  equation  u,  “  ■,  +  M^f.*)  (*'»  **  “  a  conscant  (14,16) .  According  to  Fig  7.3, 

if  one  uses  the  extreme  coordinates  r  and  a  of  a  jet  line  from  a  point  source,  then, 
x  —  rcosa,  y  —  r  sin  a,  and  the  function  for  the  equation  above  is 


V(f.y) 


y1  4-  r3  —  2vr  tin 

4 1. 


1  dr  do 
(1417) 
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At  the  very  tip  of  the  plume 

0)  —  1  —  exp  [—  —*-] ,  (g^-KL1) 

(H.18) 

If  the  initial  flow  speed,  uQ>  from  a  round  aperture  jet  is  evenly  distributed 
along  the  radius,  rQ>  then,  in  the  case  of  equation  (14.17),  it  is  possible  to 
consult  the  "probability  error  function  table,"  and  to  utilize  the  numerical 
integration  method  to  obtain  the  solution  V(£,y) 

Let  us  assume  that  the  isobaric  specific  heat  is  Cp,  that  the  rate  of  thermal 
conductivity  in  turbulence  flow  is  k,  that  the  coefficient  of  diffusion  in 
turbulence  flow  is  =  D-j  and  that  all  of  them  are  constants;  if  we  assume  all 

these  things,  then,  if  we  follow  the  boundary  conditions,  we  can  obtain  the 
solution  shown  below: 


on  the  axis  line. 
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o. 


(14.19  t 


If  we  are  concerned  with  the  I  area,  then. 
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(14.20) 


If  we  are  concerned  with  the  II  area,  then, 
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Sec  6  Experimentally  Determined  Data 

If  we  use  a  shadowgraph,  a  sclieren  instrument  or  a  laser  interference  meter 
in  order  to  take  some  photos,  then,  it  is  possible  to  photograph  the  shape  of  the 
flame  plume  turbine  gallery;  because  of  this  fact,  it  is  possible  to  measure  the 
coordinates,  x  <f>  ,  y  $  »  of  the  surface  of  the  flsoe  tip  $  . 

An  analysis  of  the  dimension  of  the  new  variable,  S  ,  should  be  an  area  (m2) 
because  of  this  fact,  the  function  defining  the  relationship  between  \  and  x  is 
£,(*)  — .  This  K  is  a  constant  which  is  determined  by  experimentation  by  the 
use  of  the  method  presented  below. 

We  already  know  the  original  kinetic  pressure  of  the  jet  p*>l  »  and,  if  we 
measure  the  kinetic  pressure,  pjm  »  on  different  cross  sections  along  the  axis 
line,  x,  then,  it  is  possible  to  obtain  the  equation  for  the  relationship  of  the 
distribution  of  the  kinetic  pressures  along  the  axis  line,  that  is. 


S  “'(*}•  K*5*  *~7;  <>«•«) 


According  to  the  formula  (14.9),  it  is  possible  to  consult  the 

probability  function  table  and  figure  out  as  it  increases  with  changes  in 

»«  as  well  as  the  equation  which  governs  the  relationship  that  controls  its 
attenuation  and  weakening,  that  is, 


fflk  -  f  i.li 

thu*  w.  /  <a' 


(h :3) 


From  the  functions,  /(*)  and  F( -v/l,),  for  the  attenuation  and  weakening 
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of  the  kinetic  pressure  which  can  be  figured  from  consulting  tables  and  by  the  use 
of  empirical  measurements,  it  is  possible  to  draw  out  the  relationship  between  * 
and  vT-  We  can  ta^e  ^ *'■  and  *  and  let  them  be  the  vertical  and  horizontal 
coordinates  and,  in  this  way,  draw  out  the  curve  for  them,  as  shown  in  Fig  14.3.  A 
method  of  the  same  type  makes  it  possible  to  solve  the  relationship  between  and 

*  .  Because  of  this  fact,  it  is  possible  to  deduce  the  fact  that  4)  . 


Fig  14.3 

The  Curve  for  the  Relationship  Between  v']T  and  f  2.  Experiment  3.  Calcula¬ 
tion 

From  Fig  14.3,  it  is  possible  to  see  that  curve  which  represents  the  changes 
in  Vfi  as  it  varies  with  changes  in  £  is  almost  a  straight  line.  The  rate  of 
slope  of  the  straight  line,  ,  can  be  measured  out.  Because  of  this  fact, 

v/f7  —  a  0  04,  or,  —  Kxl  (14.24')  •  Due  to  this  fact,  if  we 

determine  a  precise  value  for  the  constant,  K,  and  choose  a  value  of  Pr  =  0.75, 
then,  from  equation  (14.8)  £,«■ Pr|; *  Prfj  >  and  we  can  determine  precise  values 

for  5i  and  {,.  On  the’  basis  of  the  solutions  for  the  equations  (14.19),  (14.20) 
and  (14.21),  it  is  possible  to  figure  out  the  distributions  for  concentration, 
temperature  differential  and  kinetic  pressure  along  y. 

Sec  7  Estimating  the  Length  of  Jet  Diffusion  Plumes 

The  formula  for  the  mutual  diffusion  along  the  interior  and  exterior  normal 
lines  of  the  surface  of  the  flame  tip,  as  shown  in  equation  (14.14)  are  also 


283 


suitable  for  use  on  the  apex  point  of  the  flame  plume  where  y  ■"  0,  ■»  KL\ 

On  the  flame  tip,  the  fuel  concentration,  cj,  and  the  concentration  of  contained 
oxygen,  C£,  are  both  equal  to  zero,  and  the  turbulence  flow  diffusion  coefficient 
Dj  =  D 2 •  At  the  apex  point  of  the  flame  plume,  the  normal  line,  n,  is  nothing 
else  than  the  direction  of  the  coordinate  \  .  Because  of  this  fact,  on  the  basis 
of  equation  (14.14) 
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(14.25) 


From  equation  (14.20),  we  get 

ii-V&yFCk,  y)» 

A  /A 


and,  from  equation  (14.21),  we  get 
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If  we  first  separately  differentiate  (c i/c0)  and  (c2/c  <*  )  in  terms  of  t,i 
then,  substitute  into  equation  (14.25)./we  can  obtain 
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From  equation  (14.26)  it  can  be  seen  that  the  appropriate  value  for  the  chemical 
ratio,  2  ,  is  already  fixed,  and  that  the  original  fuel  concentration,  cD,  is 
already  fixed,  and  so  it  is  also  true  that  the  length  of  the  diffusion  plume  L  of  a 
jet  is  determined  by  the  jet  nozzle  d0.  That  is  to  say. 
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_  2  y/lg,  _  2  y/KL1 
r» 

a  constant,  d0  is  somewhat  larger,  and 
L  is  somewhat  longer. 

Fig  1.2  employs  the  two  rings  of  quite  numerous  small  jet  nozzles  which  are 
arranged  in  an  interior  ring  and  an  exterior  ring  in  the  forward  section  of  a 
double  ring  cavity,  and,  although  the  diameter  of  these  apertures,  dQ,  is  small, 
their  number  is  large.  The  object  of  doing  this  is  to  shorten  the  length  of  the 
flame  plume,  L,  and,  because  of  this,  to  shorten  the  length  of  the  combustion 
chamber . 

In  Fig  14.5(a),  (b)  and  Fig  (14.6) (a)  and  (b)  we  see  a  comparison  between 

the  data  obtained  experimentally  and  the  values  calculated  on  the  basis  of  the 

methods  put  forward  in  this  chapter  for  the  calculation  of  the  distributions  of  the 

temperature  ratio  and  the  kinetic  pressure  ratio  for  a  jet  diffusion  plume  in  two 

_  .  y 

different  cross  sections,  *  ,  along  y  •*' .  Fig  14.4  is  a  comparison  between 
the  distributions  of  kinetic  pressure  ratios  along  the  axial  direction  as  these 
distributions  were  obtained  on  the  basis  of  theoretical  calculations  and  empirical 
measurements.  u,-«40~70  [m/sj>  e,  —  0.053  ~  0.12  (fcg/kgj.  T,  “•  1100  1300  [K], 

The  fuel  is  propane  and  butane. 
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1.  Distribution  of  Kinetic  Pressure  Ratio  Along  x/d0 
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Fig  14.5 
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Fig  14.6 

Distribution  of  the  Temperature  Ratio  Along  y/r 


Chapter  15  Turbulence  Diffusion  and  Combustion 


Sec  1  Strength  of  Turbulence 

If  one  observes  the  boiler  rooms  in  great  storms  or  the  black  smoke  which  comes 
out  of  the  smoke  stacks  on  the  front  of  locomotives  as  that  smoke  rolls  over  and 
over  itself,  as  it  is  turned  over  and  drawn  into  itself  without  ceasing,  then  one 
can  observe  that  this  smoke  and  dust  diffuses  in  a  lateral  flow  and  gradually 
thins  out  to  nothing.  This  is  nothing  other  than  the  phenomenon  of  turbulence 
flow  diffusion.  In  the  flame  tubes  of  combustion  chambers,  the  globules  of  vapor¬ 
ized  fuel,  the  fuel  vapor,  the  oxygen,  the  kinetic  energy,  the  thermal  energy  and 
all  the  rest  take  on  the  vortical  turbulence  and  are  diffused  over  a  wide  area, 
increase  their  speed  of  mixing  and  augment  the  combustion.  When  the  time  comes, 
then,  the  velocity  field,  the  concentration  field,  and  the  temperature  field 
all  tend  toward  a  uniform  distribution.  Sec  7  of  Chapter  9  talks  about  how, 
because  of  the  influence  of  viscous  friction,  vortices  can  attenuate  and  change  so 
that  they  are  split  up  into  turbulence  flows.  Turbulence  flow  is  nothing  else 
than  an  uncertain  number  of  large  and  small  vortical  masses  of  gas  which  pulsate 
and  roll  over  and  over  each  other.  It  is  also  possible  to  say  that  vortices  are 
large  scale  turbulence  flows  and  that  turbulence  flows  are  vortices  of  small 
dimensions.  At  a  specific  point  in  space,  the  vector  components  of  flow  speed, 

L\V  ,  the  pressure,  p,  the  concentration,  c,  the  temperature,  T,  and  the 
energy,  E,  all  vary  irregularly  with  changes  in  the  time,  t.  The  numerical  values 
which  are  measured  by  contact-type  sensors  are  "average  time"  flow  speed  U>F%W; 
and  pressure,  f>>  and  concentration,  F,  and  temperature,  f  ,  and  so  on.  Adding  an 
apostrophe  to  the  angles  above  represents  their  pulsation  values  w  »  c>*  , 

and,  given  this,  then,  the  instantaneous  value  =  the  average  time  value  +  the 
pulsation  value,  i.e.,  U~V  +  u'  ,  and  other  similar  cases  can  be  treated  in  the 
same  way  (15.1). 

If  we  use  photoelectric  methods  or  small  inertia  sensors,  then,  it  is  possible 
to  record  instantaneous  flow  speeds  U  or  pressures,  p,  in  the  form  of  pulsation 
wave  forms  (Fig  15.1).  According  to  the  "mean  value  limit  theory"  of  statistical 
physics,  if  we  take  the  mean  value  C  as  the  basis,  then,  the  chances  for  the 
pulsation  value,  u',  to  deviate  to  the  positive  or  negative  direction  are  equal. 
Because  of  this  fact,  the  average  statistical  instantaneous  value  for  the  amount  of 
pulsation  is 


287 


Fig  15.1 

1.  Turbulence  Flow  Pulsation  Waveform 

u"'  -  -j-  j*  v'dt  -  0,  7  -  jVi/  -  0,  (15.:) 

and  similar  cases  can  be  figured  in  a  similar  fashion.  One  can  see  from  Fig  15.1 
that  the  positive  and  negative  areas  between  the  turbulence  flow  pulsation  wave 
and  the  horizontal  line,  U  cancel  each  other  out.  When  the  area  between  the 
pulsation  wave  and  the  axis  is  eliminated  by  the  time  of  investigation,  t,  then, 

one  can  obtain  an  average  time  flow  speed,  U  .  Let  us  assume  that  “TS  ■  the 

period  of  pulsation;  if  we  can  assume  that  then, 

U-  —  ['u4t  05.3) 

i  )• 


The  "mean  square"  of  the  pulsation  value  u'.i  ,  the  "mean  product"  uv and  the  "mean 
square"  S  —  77,  can  all  he  figured  in  similar  ways  and  are  all  not  equal  to  zero. 
The  ratio  of  the  pulsation  flow  speed  "mean  square  root"  &  to  the  average  time 
flow  speed  £7  is  called  the  "turbulence  flow  strength",  e  .  A  case  in  which  the 
turbulence  flow  strength,  *  ,  is  equal  along  all  three  coordinate  directions  is 
called  a  "turbulence  flow  field  which  has  the  same  nature  in  differing  directions." 
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The  mean  square  root  of  the  pulsation  flow  speed  is 


(15.5) 
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Sec  2  Turbulence  Scales 


The  distance,  1  “  u'r  ,  which  is  swept  out  during  one  period,  t  ,  of 
pulsation  in  which  the  turbulence  flow  air  masses  tumble  over  each  other  and 
pulsate  is  called  the  "turbulence  flow  scale."  However,  when  one  is  dealing  with 
a  very  large  number  of  turbulence  air  flow  masses  of  sizes  ranging  from  quite  large 
to  very  small,  then,  the  period  of  pulsation,  *  ,  or  the  frequency,  f,  are  not  the 
same;  the  direction  of  the  pulsations  are  not  the  same,  and  the  dimension,  1,  of 
the  air  mass  as  well  as  the  turbulence  flow  strength,  *  ,  both  attenuate,  dissi¬ 
pate  and  change  in  response  to  changes  in  the  space  (that  is  to  say,  the  time) 
involved.  When  the  frequency  of  pulsation  of  large  turbulence  flow  air  masses  is 
low,  then,  the  distance  which  is  swept  out  by  each  period  of  pulsation  is  long. 

When  the  frequency  of  pulsation  of  small  turbulence  flow  air  masses  is  high,  then, 
the  distance  which  is  swept  out  by  each  period  of  pulsation  is  short.  If  one  is 
considering  the  interval  between  large  and  small  turbulence  flow  air  masses,  then, 
it  is  possible  to  see  a  mutual  influence  between  the  two  kinds  of  air  mass  on  the 
basis  of  a  diffusion  transference  of  momentum,  mass  and  energy.  Because  of  this 
fact,  the  behavior  of  each  individual  turbulence  flow  air  mass  is  composed  of  random 
changes,  and  is  disorderly  and  unpredictable;  however,  it  is  possible,  on  the 
basis  of  methods  involving  statistical  theory,  to  measure  the  "average  space" 
occupied  collectively  by  turbulence  flows  or  the  characteristic  of  "average  duration" 
as  is  shown  in  the  form  of  equations  (15.4)  and  (15.5). 

The  pulsation  energy  for  each  unit  of  mass  along  the  direction,  x,  for 
turbulence  flow  air  masses  is  E  *=  ^u'2;  obviously,  there  is  a  relationship  between 
this  quantity  and  the  pulsation  frequency,  f.  The  chances  for  the  occurrence  of  the 
conditions  when  1  is  large,  f  is  low,  and  E  is  small,  or  when  1  is  small,  f  is 
high,  and  E  is  large  are  very  small  in  both  cases.  Let  us  assume  that  the  "prob¬ 
ability  amplitude"  for  the  distribution  of  energy  in  turbulence  flow  air  masses, 
that  is  to  say,  the  rate  of  change  of  the  amount  of  kinetic  energy,  E,  in  a 
turbulence  flow  for  each  unit  of  mass,  as  it  varies  with  changes  in  f,  is 

EQ)  — A  d^'/dj  5  if  we  take  f  to  be  the  horizontal  coordinate,  then,  it  is 
2 

possible  to  draw  out  the  curve  defining  the  probability  distribution  as  shown  in 
Fig  15.2.  If  one  takes  a  type  of  sensor  in  which  a  piece  of  4,  ~  pure  plati¬ 
num  or  tungsten  wire  is  strung  across  the  gap  between  two  sharp  rods  with  a  distance 
of  1mm  between  them  in  order  to  form  a  "heat  sensitive  resistor,"  and  this  is  mated 
to  an  electrical  bridge  in  delicate  equilibrium,  then,  this  is  what  is  called 


a  "hot-wire  wind  speed  meter."  When  the  gas  flow  involved  in  pulsation  is  perpendic¬ 
ular  to  the  heat  sensitive  resistor  when  it  passes  over  it,  the  electrical  resistance 
varies  as  a  function  of  the  cooling  from  the  pulsation  flow  speed,  u'.  With  an 
oscilliscope,  it  is  possible  to  record  the  type  of  pulsation  flow  speed  waveforms 
which  appear  in  Fig  15.1.  A  frequency  spectrum  analyzer  can  take  non-periodic 
pulsation  waves,  u'  —  /(<)  ,  and,  according  to  the  Chaun  Li-ye  integration  trans¬ 
form  method,  form  a  frequency  spectrum  (Fig  15.3).  Fig  15.2  is  a  representation  of 
the  "envelope"  of  the  frequency  spectra  of  Fig  15.3.  From  these  envelope  lines  it 
is  very  easy  to  determine  the  following:  the  frequency  during  pulsation,  f, 
of  most  turbulence  flow  air  masses  which  are  of  a  representative  type.  The  turbu¬ 
lence  flow  scale,  l  ,  between  frequencies,  which  corresponds  to  this  interval,  is 
equal  to  or  corresponds  to  the  wavelength  involved;  because  of  this  fact,  the 
interstical  turbulence  flow  scale  x  the  interstical  frequency  *  the  average  time  flow 
speed,  that  is ,  J?  *“  O'  [cm/*]  (15.6),  If,  by  measurement,  we  obtain  fj 

and  /  ,  then,  it  is  possible  to  deduce  the  interval  turbulence  flow  scale  l  . 

The  root  mean  square  of  the  pulsation  flow  speed,  c-  ,  times  the  interstical  or 


1. 

3. 


Fig  15.2 

Turbulence  Flow  Energy  Probability  Distribution  Curve  2.  Frequency  Band 
Broken  Static  ^ 


Fig  15.3 

1.  A  Block  Diagram  of  a  Spectrum  Analyser  2.  Heat  Sensitive  Resistor  3.  Electric 
Bridge  A.  Amplifier  5.  Frequency  Spectrum  Analyser  6.  Oscilloscope 
Recording  Frequency  Spectrum 
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interval  turbulence  scale  *  turbulence  diffusion  coefficient  DT  —  G/  {cn>V*].:  <157)  • 

Sec  3  Mixture  Distances 

Prandtl  theory  recognizes  the  fact  that  the  cross-flow  displacements  of  turbu¬ 
lence  flow  air  masses  have  a  fixed  mixing  distance,  1,  and  that  this  gives  rise 
to  the  root  mean  square  of  pulsation  flow  speed,  ■£  in  the  direction  of  parallel 
flow  as  well  as  the  root  mean  square  of  the  pulsation  temperature,  f  ,  and  so  on. 
In  the  process  of  this  displacement,  these  turbulence  flow  gas  masses  approximately 
maintain  their  original  characteristics.  According  to  theory,  the  values  of  the 
mean  roots  of  turbulence  flow  pulsation,  5,  f  ,  and  so  on,  for  the  new  positions 
is  the  differential  between  the  average  time  coefficients  for  the  new  and  the  old 
positions  (Fig  15.4).  Let  us  assume  that  the  old  position  was  -  point  A  and  that 
the  new  position  is  at  point  B;  if  the  turbulence  flow  gas  masses  move  from  A  to 
B,  then,  the  root  mean  square  of  the  pulsation  flow  speed  is 

05.8) 

The  root  mean  square  of  pulsation  temperature  is 


fstl  il  -  ?,  -  fd 

Uy 


(159) 


!  oA  i 


j  i*£. 

!  *9  « 

IV 


B15-* 


Fig  15.4 


1.  Illustration  of  Mixing  Distance 


Because  of  the  fact  that  the  processes  involved  in  the  turbulence  flow  transference 
of  momentum  and  thermal  energy,  one  can  consider  the  mixing  distances  involved 


to  be  the  same.  The  methods  for  measuring  precise  values  for  the  mixing  distance, 

1,  and  the  interval  or  interstical  turbulence  flow  scale,  I  ,  are  different 
and  their  definitions  are  different;  however,  both  represent  the  scale  of  the  size 
involved  in  the  turbulence  flow.  In  order  to  solve  for  1,  it  is  necessary  first 
to  measure  the  distributions  of  the  average  time  flow  speed  and  the  temperature. 

Sec  4  Turbulence  Stress 

When  one  is  washing  clothes  with  soap,  why  is  it  necessary  to  scrub  them:  Or, 
if  one  is  using  a  brush,  why  is  it  necessary  to  brush  repeatedly?  Without  question, 
it  is  because  these  methods  make  possible  the  use  of  the  friction  involved  in  going 
back  and  forth  in  order  to  take  dirty  clothes  and  scrub  them  out.  The  tumbling 
over  each  other  and  the  pulsation  of  large  and  small  turbulence  flow  gas  masses 
is  a  form  of  scrubbing  by  friction.  It  is  possible  tc  deduce  from  this  the  fact 
that,  in  turbulence  flow  fields,  the  frictional  forces  which  are  exerted  on  the 
surface  of  the  pulsating  masses  of  gas,  also  called  "turbulence  stress",  rr  ,  is 
much  larger  than  the  viscosity  stress  or  force  which  is  exerted  against  the  surface 
of  the  smoothly  sliding  masses  of  gas  in  a  laminar  flow  field;  these  stresses  T f  or 
forces  are  also  called  "shear  forces  or  stresses."  Because  of  the  fact  that  the 
pulsation  of  turbulence  flows  is  erratic,  confused  and  unpredictable,  it  is  not 
possible  to  draw  out  the  type  of  undisturbed  flow  lines  which  one  can  draw  in  a 
laminar  flow  field.  It  is  only  possible  to  have  a  direction  of  flow  and  flow  lines 
which  are  decided  on  the  basis  of  average  time  values  and  their  statistical 
averages.  On  the  basis  of  the  mean  square,  IT1  ,  and  the  mean  product  ,  and  so 

on,  it  is  also  possible  to  say  that  there  are  "quasi-stable  state"  or  average  time 
turbulence  flow  fields. 

The  average  value  of  the  product  =  the  product  of  the  average  values;  the 
average  values  of  the  average  values  are  still  *  the  average  value  and  do  not 
change.  For  example,  the  average  time  density  flow  ■  the  mean  product  of  the 

instantaneous  density  flow  and  the  flow  speed.  However,  the  average  time  pulsation 
values  u7,  ^7,  are  equal  to  zero.  Because  of  this  fact,  —  fa 7,  are  all 

equal  to  zero. 
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pi' 


pV 


(4  +  p’XU  +  u')  “  pV  +  Tu5  +'pu 

+  p' u'  £0  4-  pV 

(4  +  p'X*7  4-  v')  -  4F  +  4^  + 

+  p’v'  4^  +  p’v’ 


(15.10) 


On  the  basis  of  the  same  principles, 

_  _  ) 

pi- ‘  ■*  (£-*■  p’)\U '  + a'Y 

“  (.4  ■+■  p')(L,x  +  2Uu'  +  u7*)  j 

“  pL'U  (pu)V  ^ 

pL'F  —  (4  p'Xk'  *r  u')(P  -+•  v')  ^  )  (15.11) 

“  (p  ■+■  p  )  (?r  ■+■  L'v’  4-  u’l'  -f  uV) 

—  pV  U  +  (pv)'u' 

P-P  +  Pj  Try  -  f„  +'  T„, 

?  -  0,  Z,y  -  0 

On  the  basis  of  the  principle  of  the  conservation  of  momentum  and  mass  as  well  as 
equations  (15.10)  and  (15.11)  it  is  possible  to  write  continuity  equations  and 
momentum  equations  of  "average  time  turbulence  flow  fields";  however,  it  is 
necessary  to  include  the  topic  of  the  "influence  of  turbulence  flow  pulsation",  for 
example,  p'u',  <pwVu'  ,  and  so  on.  Fig  15.5  shows  a  separating  out  of  the  differenti¬ 
ated  control  body  •  lj  from  the  two-dimensional  stable  compressible  viscous 

flow  field;  it  assumes  that  there  is  a  dimension  =  1  perpendicular  to  the  surface 
of  the  illustration,  (a)  represents  the  changes  which  occur  when  the  density  flow 
enters  and  leaves  the  control  body;  (b)  represents  the  pressure  and  shear  stresses 
which  are  exerted  on  the  control  body  along  x;  (c)  represents  the  changes  which 
occur  in  the  momentum  flow  rate  when  it  enters  and  leaves  the  control  body  along 
x.  The  differential  between  the  amounts  of  flow  that  enter  and  leave  the  control 
bodies  in  stable  flow  fields  =  0;  because  of  this  fact,  we  can  obtain  the 
continuity  equation 

A  J  a|k  '  1  .  T.  “  *  - 

■fW+'fW-O  .-,-<15.12) 

Or  .  Oy 

If  we  take  equation  (15.10)  and  substitute  into  equation  (15.12),  then,  it 
is  possible  to  obtain  the  average  time  stable  state  continuity  equation 
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1.  Density  Flow  2.  Forces  Exerted 


t;  « _i5.-5  • 

Fig  15.5 

3.  Momentum  Flow  Rate 


When  the  two  first  quantities  in  equation  (15.13)  added  together  *  0,  this  represents 
the  continuity  equation  for  the  stable  state  of  an  "undisturbed  flow  pulsation." 

When  the  partial  differentials  of  the  turbulence  flow  density  flow  for  the  last 
two  quantities,  pV-  and.^V  ,  added  together,  make  zero,  this  represents  the  average 
time  continuity  equation  of  a  "pulsation  in  a  flow  which  does  have  turbulence." 

If  we  ignore  gravity,  stable  flow  fields,  then,  can  be  assumed  to  be  so  set  up 
that  the  surface  forces  which  are  exerted  on  control  bodies  in  the  direction,  x, 

(Fig  15.5(b))  -  the  rate  of  change  of  momentum  entering  and  leaving  (Fig  15.5(c)). 

The  momentum  equations  are 
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If  we  take  equation  (15.11)  and  substitute  it  into  equation  (15.14),  then,  it  is 
possible  to  obtain  the  momentum  equation  of  an  "average  time  turbulence  flow  field", 
that  is. 


A  IpUV  +  (pu)'tt]  +  -§~  IpVV  +  (pv)'u) 
dx  ■  ■  Sy  -  - 

.  .dx  ,  Oy  *  ;  ....  _ 


V  ( pU  )  +-'pU 

dx  Ox 


§U  +  A  7^)7  4- 


3x 


.dy 


Pv  ^r  + 4-  o)V 

dy  dy 


A  i  **». 

Ox  6y 


If  we  employ  equation  (15.12),  then  it  is  possible  to  remove  from  the  equation  above 

If  these  two  quantities  are  eliminated,  then,  it  follows  that 


-  dx  -r  -dy 

5 


.  dx. 


fpu)A  -  A 


-  .  -  ,dy  <•-  * 

•  .‘..-n—  - 


(15.15) 


In  equation  (15.15) 


df„  _  d 


A(V 

Sy  dy\y£,h 


This  is  the  viscous  shear  force,  *•»  ,  as  a  gradient  of  change  along  the  direction 
y;  #*—  laminar  flow  viscosity. 


— -(pu)'u'  and  —  (pr)'u' 


These  two  quantities  both  have  units  of  "average  time  pulsation  momentum  flow  rates" 
which  are  similar  to  those  for  the  friction  stresses  produced  by  turbulence  flows, 
(N/m^)  and  those  of  the  average  time  viscous  shear  forces,  f,,  ;  these  are  simply 
called  "turbulence  flow  stresses  or  forces",  ?t.  If  one  is  considering  "turbu¬ 
lence  flow  forces",  according  to  their  functional  directions,  they  can  be  divided 
into  the  positive  stresses  or  forces  which  are  perpendicular  to  the  surface ,  (<r,,)i , 
and  the  tangential  or  shear  forces  which  hug  the  surface,  (f„)T.  According  to 
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the  Newtonian  formula  for  viscous  shear  forces,  the  turbulence  flow  positive 
force  is 

(Or  “  Mr  4^  *  — 

.  O* 


and  the  turbulence  flow  shear  force  is 


(15.16) 


-  Mr 

-  p  is  called  the  "turbulence  flow  viscosity;"  the  unit  is  (kg/s.m).  Mr/p  ”  v  t» 

is  called  the  turbulence  flow  kinetic  viscosity,  and  the  unit  for  it  is  (m2/s).  if 

we  compare  equations  (15.14)  and  (15.15),  then,  it  is  possible  to  see  that,  if  one 

only  considers  the  average  time  values  and  ignores  the  pulsation  values,  then,  the 

momentum  equations  for  stable  laminar  flow  and  average  time  turbulence  flow  are 

completely  similar.  Equation  (15.16)  represents  the  forces  which  are  exerted  on 

the  surface  of  the  turbulence  flow  masses  of  gas  due  to  abrasion  from  friction.  On 

an  actual  material  surface,  the  quantities  — . .  ,  and  so  on,  represent 

"rate  of  momentum  exchange"  for  the  pulsation  in  a  turbulence  flow;  because  of 

this  fact,  fij  is  actually  the  "coefficient  of  momentum  exchange".  If  the  Reynolds 

number.  Re,  is  quite  high,  then,  the  turbulence  flow  stress  will  be  larger 

than  the  viscosity  shear  force,  *  ,  by  quite  a  few  times.  Because  of  this 

x'/ 

fact,  if  one  is  considering  the  average  time  turbulence  flow  field,  then,  it  is 
possible  to  ignore,  f‘Xy*  For  example,  let  us  assume  that  the  root  mean  square  of 
the  amount  of  pulsation  is  v  —  0—  ,0.1U#  and  that  D  =  the  diameter  of  the 

round  tube.  If  we  make  these  assumptions,  then,  the  turbulence  flow  shear  force  or 
stress  is  *"  ~  (*»OV  "  0.1/>  X  0.1U  X  0.1U  —  10 "'plT.  Working  with  similar 

assumptions,  the  viscosity  shear  force  or  stress  is 


•r*  *  ¥  jr  i  “  ¥i 

Oy  D 

'  * 


,!«3s£^2  -  ton  £0  - 

If  ~  is  the  same,  then,  ^  —  10~*Re, 
dy  ¥ 

If  the  Reynolds  number  Re  ^  10^,  then,  (f„)T  >  !00f,,  ,  or 


Pi>  100  u. 
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The  turbulence  flow  shear  force  represents  the  level  of  violence  of  the  continuous 
mixing  of  masses  of  gas.  Because  of  this  feet,  the  turbulence  flow  has  a  speed 
of  propagation  which  more  than  or  equal  to  100  times  that  of  combustion  flames  in 
combustion  in  laminar  flows. 


Sec  5  Turbulence  Heat  Transfer 


If  one  is  dealing  with  viscous  laminar  flow  with  flow  lines  which  come  from  a 
flow  field  which  obeys  stable  principles,  then,  as  far  as  cutting  across  the  flow 
lines  is  concerned,  one  can  only  rely  on  the  transfer  of  heat  by  the  diffusion  of 
molecular  motion.  If  we  are  only  considering  the  heat  flow  along  one  direction, 
then,  according  to  equation  (4.2),  the  laminar  flow  stable  heat  flow  is 

«»  -  ~  -  —pV*pT  (15.17) 

The  unit  which  is  used  to  measure  the  coefficient  of  thermal  conductivity,  i  ,  is 

(kcal/m.s .K) ;  the  density  flow  is  p  —  ,  the  isobaric  specific  heat  is 

c »  “  Ikcal/kg-K]  ;  the  "coefficient  of-  temperature  conductivity"  is  a—l/pc'p  ■»  fm1/*], 

because  of  these  facts,  equation  (15.17)  can  be  written  in  the  form  of  VT  —  a  —  . 

'  .  By  ■ 

In  turbulence  flow  fields,  there  are  no  regular  flow  lines.  In  the  interval 
between  large  and  small  pulsating  masses  of  gas,  there  are  temperature  gradients; 
if  one  is  involved  with  the  transfer  of  heat  by  diffusion  in  turbulence  flows,  then, 
one  should  use  the  average  time  coefficient  VT ,  that  is  to  say,  the  average  time 
turbulence  flow  heat  flow,  which  is 

IT  -K~ - P'/ST  Ikcal/m1-.]  (15.18) 

Qy 


According  to  equation  ( 15 .10) ,  Vf  —  (f  +  vr)(f  4-  7”)  —  (Pf  +  Vf'  +  7f  +~7f'')  »  as 

presented  in  Sec  1  of  this  chapter,  the  average  time  values  7  and  f -  which 

pertain  to  the  amount  of  pulsation,  are  both  equal  to  zero.  Let  us  assume  that 

T~T,  on  the  basis  of  this  assumption,  equation  (15.18)  becomes 

q  —  —fic^VT  —  fc,y'T'  “■<!+? 

- A  21-  {  (15.19) 

Sr  dy 


Equation  (15.19)  explains  that  fact  that  heat  flow  of  turbulence  flow  fields 

I 

1 


296 


includes  two  quantities;  the  first  of  these  is  a  quantity  which  corresponds  to  the 
stable  heat  transfer  of  molecular  diffusion  in  equation  (15.17);  the  second  of 
these  quantities  is  the  average  time  transfer  of  heat  from  pulsating  masses  of  gas. 
What  has  been  presented  up  to  now  explains  that  fact  that  the  viscosity  of  turbu¬ 
lence  flow  is  100  times  or  more  larger  than  the  viscosity  of  laminar  flow.  Because 
of  the  fact  that  the  processes  involved  in  the  diffusion  of  heat  and  the  diffusion 
of  momentum  are  similar,  it  is  also  true  that  it  is  only  required  that  Re  be  greater 
than  or  equal  to  10^,  and  the  turbulence  flow  coefficient  of  thermal  conductivity, 
k,  will  also  be  larger  than  the  *  of  laminar  flow  by  100  times  or  more;  because  of 
this,  it  is  possible  to  ignore,  *  ,  and  only  use  the  value  of  turbulence  flow  heat 
transfer 

~  y'T'  —  —  [kcil/m'-sl 

oy  Oy 

(15.20) 

The  turbulence  flow  coefficient  of  thermal  conductivity  is 

«t*“  [mV*],  vT'  -  oT—  <15.20 

f>c,  6> 

p«-  =  r4'».s  a'slia  called  the  thermal  diffusion  coefficient  of  turbulence  flow.  The 
ra:i:>  hi  tween  the  levels  of  diffusion  of  momentum  and  thermal  energy  in  pulsating 
masses  of  gas  is  a  basic  standard  of  non-dimensional  similarity  Pr  (the  Prandtl 
number).  The  Pr  oi.  a  turbulence  flow  field  =  the  kinetic  viscosity/the  coefficient 
of  thermal  conductivity  »  Hi  «=  Jil.  =  ■»  0.7—  1  0  (15  22) 

«T 

If  the  ratio  between  the  viscosity  of  turbulence  flow  and  the  viscosity  of 
laminar  flow,  (ht/m)  and  the  ratio  between  the  coefficients  of  thermal  conductivity, 
( aT/a )  ,  are  the  same,  then,  the  Prandtl  numbers,  Pr,  for  the  turbulence  flow 
and  the  laminar  flow  will  be  the  same,  and  it  becomes  possible  to  use  the  Pr  value 
of  the  laminar  flow  for  everything. 

Sec  6  Turbulence  Concentration  Diffusion 

In  the  combining  of  gases  which  takes  place  in  combustion  chambers,  the  "partial 
pressure,  pj,  for  the  type  of  gas  j  is  also  appropriate  for  use  with  the 
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equation  of  state  of  "perfect  gases."  Because  of  the  fact  that  Zp,-—  pi  +  pi  +  *  *  *  *“ 
it  also  follows  that  Pt  *  R  ™  1-985  [ kcal/mol ■  K. ]  05*23)  •  Cj  m  concentration 

of  the  type  of  gas.  The  molar  concentration  of  the  mixed  gases  *  c  [mol  m’] 

The  total  density  of  the  mixed  gases  «  p  ttg/m'l  .  The  ratio  between  the  overall 

density  of  the  mixed  gases  and  the  jth  type  gis  (for  example,  vaporized  fuel,  f,  or 
oxygen,  O2)  is  (p,/p)  —  mi  ,  and  this  is  called  the  relative  concentration. 
Obviously,  Zm, 

Let  us  assume  that  the  differentiated  control  body,  d\\~dxdyas  ;  if  we  assume 
this,  then,  the  mean  product,  Jj,  of  the  concentration  and  density  flow  of  the  jth 
type  of  gas  is  equal  to  the  differential  between  —  pv'm'  as  it  enters  and 
leaves  dVs ;  this  in  turn  is  equal  to  the  rate  of  change  of  the  concentration  of  the 
jth  type  of  gas  within  dVs . 

According  to  equation  (4.3),  if  one  is  only  considering  the  concentration  density 
flow  of  the  jth  type  gas  along  the  direction,  y,  then, 

Oi)t  "  -  pvm\  — ■  —Dr 

'  -oy 

—  r.  -1  [kg/mJ»0  05*24) 

Qy 

If  the  Reynolds  number.  Re  >  105>  then,  the  coefficient  of  turbulence  flow 
diffusion,  DT,  is  several  hundred  times  larger  than  the  D  for  laminar  flow.  The 
ratio  between  the  kinetic  viscosity  of  turbulence  flow,  VT,  and  DT  is  called  the 
special  concentration  number.  Sc. 

Sc  =  Vj/Dj  =  the  level  of  diffusion  of  momentum  of  turbulence  flow/the  level  of 

diffusion  of  mass  of  turbulence  flow  =  _  ti  (15  75^ 

»Dr  Tt  K 


Yet  another  "basic  standard  of  similarity"  is  called  the  Liu  Wei-si  number,  Le,  that 
is,  Le  —  (jr/DT)  —  (Sc/Pr)  .  (15.26)  .  The  coefficient  of  concentration  diffusion 
of  turbulence  flow  for  the  jth  type  of  gas  is  [kg/m*»]  05*27) 

The  turbulence  flow  viscosity,  ^  ,  the  rate  of  thermal  conductance  of  turbu¬ 
lence  flow,  k,  and  the  coefficient  of  turbulence  flow  diffusion,  Dt,  are  related 
to  the  normal  equation  of  state  for  turbulence  flow;  they  are  not  physical  prop¬ 
erties  of  a  gas,  and  are  difficult  to  calculate  theoretically.  The  process  of 
determining  them  by  experimentation  is  also  relatively  complicated  and  difficult. 
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Because  of  the  fact  of  the  similarity  of  the  natures  of  the  processes  of  diffusion 
transference  of  momentum,  mass  and  heat  in  turbulence  flovs,  it  is  only  necessary 

that  Re  is  10’,  and  the  ratio  between  the  three  coefficients  of  turbulence  and 
laminar  flow,  (pr/p)». (4/0  &  CZ?t/f?)are  all  values  with  just  about  the  same  multiples. 
When  there  is  a  paucity  of  reliable  experimental  data,  it  is  possible  to  borrow 
the  use  of  the  basic  standards  of  similarity  with  laminar  flow,  Pr,  Sc  and  Le. 


The  coefficient  of  diffusion,  D,  for  different  gases  in  stable,  laminar  flow 
is  different.  D  varies  with  changes  in  the  temperature,  that  is. 


.,(15.28) 


At  standard  temperature  and  pressure,  that  is  T,  «■*  273 K,  760mm 5  the  values  of  Dq 
for  different  gases  can  be  seen  in  Table  15.1  and  Table  15.2.  In  Table  15.2,  4> 
is  the  unifying  value  against  which  are  represented  Pr,  Sc  and  Le,  as  they  vary  with 
changes  in  temperature,  that  is. 


4> 


<t>  t 


K  +  T 


I 

*  j*  i 


2  n*  (o^c)  j 

D.  [cm'/»j 

S* 

H.  ; 

0.611 

y  *« 

H.O  j 

0.216 

: 

0.178 

&  -m/tet  <2ov)  co,  | 

0.160 

] 

0.196 

C,H,  ! 

1 _ 

0.108 

C.H,  '  ;• 

0.088 

C.H„  i 

0.075 

//  ** 

cm,,  i 

1 

0.067 

0.186 

Table  15.1 

1.  The  diffusion  Coefficients  of  Different  Gases  2.  Gas  3.  Hydrogen  4.  Water 
Vapor  5.  Oxygen  6.  Carbon  Monoxide  7.  Mehtyl  Hydride  or  Methane  8.  Ethane 
9.  Propane  10.  Butane  11.  Pentane  12.  Carbon  Monoxide 


299 
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0.705 

— ■  ’• 

— 

107 
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7  * 
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0.72 

0.62 
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0.7s 

0.^5 

l 

1  1.22 

/9m  K 

1  0.734 

1  o-'4 

!  1-0* 

198 

Table  15.2 

1.  The  "Basic  Principles  or  Standards  of  Similitude"  Between  Different  Gases 

2.  Gas  3.  Air  4.  Oxygen  5.  Nitrogen  6.  Carbon  Monoxide  7.  Hydrogen 
8.  Water  Vapor  9.  Carbon  Dioxide  10.  Methyl  Hydride  or  Methane  11.  The 
Constant,  K,  in  the  Formula,  $ 

Sec  7  Turbulence  Field  Continuities  and  Momentum  Equations 

If  we  base  our  explanation  on  the  three  analytical  equations  presented 
previously,  i.e.,  (15.13),  (15.15)  and  (15.19)  as  well  as  (15.24),  then,  as  far  as 
turbulence  flow  fields  are  concerned  it  is  possible,  on  the  basis  of  a  comparison 
with  stable  laminar  flow  fields,  to  make  use  of  the  average  time  density  flow,  p**7 
the  average  time  momentum  flow  rate,  ,  the  average  time  flow  of  heat, 

—Pc0  y'T'  as  well  as  the  average  time  concentration  density  flow  of  the 
jth  type  of  gas,  ,  and  write  quasi-stable  state,  average  time  continuity 

equations,  momentum  equations,  thermal  transference  equations  and  concentration 
diffusion  equations.  Because  of  the  fact  that  the  turbulence  flow  viscosity,  Pr» 
the  turbulence  flow  rate  of  thermal  conductance,  k,  and  the  turbulence  flow 
diffusion  coefficient,  Dr,  are  all  several  hundred  times  larger  than  the  correspond¬ 
ing  numerical  values  for  stable  laminar  flow  fields,  i.e.,  1  ,  and  D,  when  one  is 

figuring  the  distributions  of  the  turbulence  flow  field  average  time  velocities 
£7,  v,  jp  t  the  average  time  concentration,  it  ,  as  well  as  the  distribution 
for  the  average  time  temperature,  f  for  this  type  of  flow  field,  then  it  is 
possible  to  ignore  the  viscosity,  p  ,  the  rate  of  thermal  conductivity,  1  , 
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and  the  coefficient  of  diffusion,  D,  as  they  pertain  to  molecular  motion  in  a 
stable  laminar  flow. 

In  the  three  previous  sections,  consideration  was  given  only  to  changes  in 
momentum  and  density  flow  in  one  coordinate  direction.  When  one  is  analysing 
the  turbulence  flow  fields  or  ring-shaped  combustion  chambers  or  fields  of  this 
type  inside  flame  tubes,  it  is  best  to  use  a  cylindrical  coordinate  system  in 
r,  .0,  and  z.  If  one  states  at  the  outset  that  he  is  dealing  with  a  quasi-stable 
state  average  time  turbulence  flow  field,  then,  it  is  not  necessary  to  add  the 
average  time  symbol  (”)  again  to  each  of  the  individual  parameters  after  the 
general  announcement  has  been  made.  The  three  component  vectors  of  the  velocity 
vector,  v  >  are  the  radial  component,  u,  the  circumferential  component,  v,  and  the 
axial  component,  w.  If  we  assume  that  we  are  dealing  with  a  rotational  turbulence 
flow  field  which  is  axisymmetric,  then,  it  follows  that  the  various  parameters, 
such  as  *»,  v  and  T,  are  invariable  in  the  circumferential  direction,  r6  • 

(1)  Continuity  Equations. 

From  a  turbulence  flow  field,  let  us  separate  out  a  differentiated  fan-shaped 
control  body ,  dV,  ■»  rdddrdx  ,  as  is  shown  in  Fig  15*6.  On  the  basis  of  the  principle 
of  the  conservation  of  mass,  the  differential  in  the  rate  of  flow  of  mass  into 
and  out  of  the  control  body  =  the  rate  of  change  of  mass  inside  the  control  body. 

If  the  flow  out  is  greater  than  the  flow  of  mass  in,  then,  the  rate  of  change  of 
mass  inside  the  control  body  is  negative.  The  differential  in  the  rate  of  flow  of 
mass  in  the  three  directions,  r,  r0  ,  and  z  (ignoring  the  fourth  degree 
differential  drdrdddt  )  are  as  follows:  the  radial  direction,  r,  is 

[po  4-  dr  j(r  4-  ir')d04*  —  pmrd&it 

-  ? 'LzHdrrddd,  +  ^  rdddrdx 
dr  r 

the  circumferential  direction,  r6 )  ,  (axisymmetric)  is  t*  —  p*  » 0  ,  and  the  axial 
direction  is 

[pm  +  -  (pm^rdddr 

-  rJBdrdt 

dx 

The  total  differential  in  the  rate  of  flow  of  mass  for  all  three  directions  *  the 
rate  of  change  of  mass  inside  the  control  body,  which  is, 


—  iS.  rdSdrdt 

dt 


?SfS2  rdBirdx  -4-  ^  rdOdrdt 
dr  r 

+  tel  >*WfW.  rddJrd. 

dt 


*  +  " ST 


■  15.1  **■*««« ^ 

Fig  15.6 

L.  Differentiated  Fan-shaped  Control  Body,  dl)s 
If  we  eliminate  iV.-^rU  ,  then,  we  can  obtain 


(*»)  +  0=0]  +  +  ®£.  -  o  o5.??> 

0r  r  5  8?  0* 


of  a  nr,  ns  29)  are  capable  of  being  merged  into 
The  first  two  quantities  in  equation  (15.29)  cap 

,  o£  thi,  foot  if  the  quasi-stable  state  average  time  turbulence  flow  field 

because  of  this  fee  ,  ,verage  time  density,  e.  does  not  vary  with 

is  what  one  is  dealing  »  ,  foll(ws  that  the  continuity  equation 

changes  in  time,  and  dp/3*-  0  • 


-L  JL  (rpu)  4-  —  (pw)  —  0  C15.30) 

r  dr  *>* 
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(2)  Equation  of  Momentum. 

Let  us  assume  that  we  are  still  using  the  differentiated  control  body 
dV,  —  rdddrdz  .  If  we  ignore  gravity,  then,  according  to  the  second  of  Newton's 
Laws,  the  rate  of  change  of  momentum  coming  into  and  leaving  the  control  body  ■ 
the  total  of  the  forces  exerted  against  the  surface  of  the  control  body.  Because 
of  this  fact,  if  one  is  dealing  with  an  axisymmetrical  flow  field,  then,  it  follows 
that  it  is  possible  to  slice  out  a  meridian  surface,  Jr  -  dx  ,  as  well  as  a 
horizontal  cross  section,  r/fl •  dr  ,  and  separately  apply  the  laws  mentioned  above 
to  each  case.  Fig  15.7  draws  out  the  momentum  flow  rate  (a)  going  into  and  coming 
out  of  the  control  body,  dVs,  along  the  axis,  z,  as  well  as  the  forces  exerted 
against  the  surface  (b).  The  left  and  right  end  areas  of  dVs  =  Tiedr  ;  the 
bottom  area  =  rdQdt  ;  and  the  top  area  =  (»■  +  dr^dOdt  .  We  will  ignore  the 

fourth  degree  differential,  drdrdOd *  •  The  rate  of  change  of  momentum  is  equal  to 

the  total  surface  force,  that  is, 


■  1  ■  a  v  . 

..ae-* 


dr 


dv. 


Ze-  dV, 

r 


&r„ 

d». 


JVn 


If  we  eliminate  dVg  from  each  quantity,  then,  we  can  obtain 


02  . 


_ .  Icl  .  Vr..'  “ 

a«  t  Of  r  i  •  dM  •« 


(1531) 


If  we  take  the  two  quantities  on  the  left  side  of  the  equal  sign  in  equation  (15.31) 
and,  on  the  basis  of  the  two  function  products  (pw)w  &.  (p«)w  ,  solve  the  differential 
expansion,  then,  we  can  obtain 


d(  ow) 
dz 


+  (pw) 


5w 

aT 


5(ou) 

dr 


(P“)  T- 
Or 
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.  +  »£*“>« 

Sw 

3« 


+  (pw) 


According  to  equation  (15.30),  the  quantity  inside  the  square  parentheses  in 
this  equation  =  0;  it  follows  from  this  that  equation  (15.31)  can  become  the  axial 
momentum  equation 


‘  L  dz 


+  u 


dw | 

dr  J 


do 

dz 


r  dr  Os 


05.32) 


(a) 


'  ;‘.0)  ***?] 


■  i5.7  dv,  ?<rBais) 


Fig  15.7 

1.  Axial  Force  Equilibrium  (dVg  meridian  plane  projection)  2.  Momentum  Flow 
Rate  3.  Forces  Exerted  on  the  surfaces 

Fig  15.8  draws  out  the  end  plane  and  meridian  planes  of  dVg.  (a)  clearly 
points  out,  along  the  radial  direction,  r,  the  momentum  flow  rate  into  and  out  of 
the  control  body;  (b)  highlights  the  set  up  of  the  forces  which  are  exerted  on  the 
surface  along  the  radial  direction,  r;  and,  (c)  divides  up  the  circumferential 
positive  forces,  a*»  ,  along  r.  If  we  figure  that  any  forces  added  along  the 


304 


coordinate  axis  have  a  positive  sign,  then,  the  division  of  the  forces  along  r  on  the 
two  side  surfaces  is 


—2  a** in  —  •  drdz  St  —  atfdQdrdz 

2  ... 

- ^  rdddrdz  -  -  £«t  dV.i 

r  r 

The  rate  of  change  of  momentum  is  equal  to  the  total  surface  forces,  that  is. 


d(  ouu  ) 

dV,  +  dV.  + 

3(pwu)  £ 

dr 

r 

dz  r 

^  _  cio  j..  _j-  Cjrr, 

-  -r  —  dl  * 

Or  '  dr 
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dz 


dV4  -  dV., 
r 


If  we  eliminate  dVg,  then  we  obtain 


0(p«r)  u 
dz 


d(pu)u 

dr 


4-  (pa)  — 
r 


Oz  r 


(15.33) 


If  we  take  the  left  side  of  equation  (15.33)  and,  according  to  the  product  of  two 
differentiated  functions,  make  the  expansion  as  follows,  then. 


oo 


dz 


■  -r  vpu/ 


+  C/»u) 

-  »-r 


JL  _  p  «  u  |~ d(pw)  +  d(ou)  (pu)| 
.  ,■*  .  *  l  dz  dr  T  J 


If  we  employ  the  continuity  equation  (15.30),  then,  the  quantity  inside  the  square 
parentheses  in  the  first  quantity  of  this  equation  *  0;  the  momentum  equation  in 
the  radial  direction  is 
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_  -L  3z  dr  r  i  d* 


if  (»J 

r  Or 


(15.3-0 


When  one  is  working  out  the  force  equilibrium  equation  for  the  horizontal 
cross  section,  rdBdr  ,  along  the  circumferential  direction,  r6  ,  in  the 
differentiated  control  body ,  4V,  -  rdddrd, ,  one  should  be  careful  to  consider  the 
fact  there  is  an  angular  velocity,  uf  ,  as  well  as  a  rate  of  angular  deformation 
(1/s),  in  the  vortical  core  of  rotational  jets.  Along  the  radius,  r,  the  rate  of 
angular  deformation  between  any  two  given  points  should  be  solved  for  by  taking  « 
to  be  the  basis  and  then  solving  for  the  corresponding  rate  of  angular  deformation 
(Fig  15.9);  the  radial  component  of  velocity,  u,  does  not  vary  with  changes  in  ? 
it  follows  from  this  that  *  0. 


(*L_ 

V  dr 


corresponds  to  the  rate  of  angular  momentum. 


it  follows  from  this  that  the  turbulence  shear  force  or  stress  in  the  circumferential 
direction  inside  the  surface,  rddd,  of  the  cylinder  which  is  perpendicular  to  the 
radius,  r,  is 


1. 


Fig  15.9 

Rate  of  Deformation  of  Related 


-(S-tJ-HKt)-!*'*'  «»» 

Fig  15.10  draws  out  the  rate  of  change 

of  momentum  along  the  circumferential 

direction,  rB  ,  as  it  enters  and  leaves 

jy  H  rdBdrdx  *  bhis  is  (a);  besides  this, 

it  also  draws  out  the  setup  of  the  forces 

exerted  on  the  six  faces  along  r6  ;  this 

is  (b).  If  one  is  considering  the  case  of 

axisymmetrical  flow  fields,  then,  along 

Q  • 

rff  the  direction  “ 0  ,  that  is 


Angles 


to  say,  p(uv)|p<tt)»^wv)»®«*S'  r*are 


306 


all  invariable  along  the  circumference,  r8  .  Because  of  this  fact,  when  one  is 
considering  the  case  of  rotational  flow  fields,  if  there  is  a  tangential  velocity, 
v,  then,  at  the  same  time,  there  is  a  radial  velocity,  u;  due  to  this  fact,  perpen¬ 
dicular  to  the  radius,  r,  there  is  produced  a  Ke  Shi  acceleration,  uv/r,  and  there 
is  a  Ke  Shi  force  (pw/  r')  [N/m*].  In  Fig  15.10(b),  dVs  has  two  end  surfaces  on 
which  there  are  turbulence  flow  shear  forces,  r,«.  Because  of  the  fact  that,  in 
a  case  in  which  dVg  is  in  a  condition  of  equilibrium,  if  one  takes  a  given  edge 
as  the  axis  and  solves  for  the  total  moment  of  force,  it  should  be  equal  to  zero. 
Due  to  this  fact,  .  The  shear  or  tangential  forces,  Ti.  ,  which  is 

exerted  against  the  two  end  faces  of  dVg  have  a  component  of  force  along  the 
direction  which  is 


rr  r  _? i  dO  u  i  ^  -  A jfl 

2r*  —  2r^  da  ^  , 

2  2' 


t+JB  <15.36) 


The  rate  of  change  of  momentum  is  equal  to  the  total  surface  force,  that  is, 


-A  Cpuv)^,  +  dV ,  4-  C prrr'AV  4 

dr  -  r  dr 

+  p  —  + 

r  02  Or 

4.  l£L  4V,  4-  rdBdrds, 

r  r 


If  we  eliminate  dV  then,  we  can  obtain 


A  +  [A  (pu)v  +  +  p  HI 


9r». 

d* 


If  we  solve 
then,  if  we 
can  get 


for  the  differential  on  the  basis  of  the  two  function  product, 
take  equation  (15.37)  and  expand  the  left  and  right  side  of  it 


(p*)v; 

we 


According  to  the  continuity  equation  (15.30),  the  quantity  in  the  square  parentheses 

in  the  first  quantity  on  the  left  side  of  equation  (15.38)  *  0.  If  we  take  the 
right  side  of  equation  (15.38)  and  make  a  differential  expansion,  we  then  obtain 
the  last  two  quantities  on  the  right  side  of  equation  (15.37),  that  is. 
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Sec  8  Turbulence  Stress  Tensors  and  Deformation  Rate  Tensors 


The  six  faces  of  the  fan-shaped,  differentiated  control  body,  dVfi,  has  exerted 
against  it  normal  turbulence  flow  stresses  from  three  directions,  that  is,  r„,9m 

and  ar»*  ;  these  faces  also  have  exerted  against  them  turbulence  flow  shear 

forces  from  six  directions;  these  are  r rtri  i(I,  r,,T„-t  Because  of  these 
facts,  when  one  is  dealing  with  a  situation  in  which  there  is  stable  equilibrium, 
the  turbulence  flow  shear  forces  exerted  against  neighboring  sets  of  faces  of  dVs 
are  equal  to  each  other  in  the  appropriate  pairs,  that  is  to  say,  r*  —  t*., 

xtt  —  ra,  r„  — r„.  It  follows  from  this  that,  if  we  speak  in  terms  of  numerical 

quantities,  then,  there  are  only  six  types  of  different  turbulence  flow  shear 
forces.  On  each  plane  of  the  three  coordinate  planes  in  a  cylindrical  coordinate 
system,  there  are  three  shear  forces  exerted,  and  it  is  possible  to  combine  these 
into  one  vector.  Three  shear  force  vectors  combine  to  form  a  "shear  force  tensor" 
II;  we  can  make  a  comparison  between  the  matrix  form  and  the  mean  products  of  the 
pulsation  values  by  writing  out  the  following: 

f — (pu)’®'  — (jnCyv  — (pu)'w' 

“  |  —  0»v)'u'  — (pv)'v'  —fpv)V  > 

(  (pwVu'  — (pw)'v'  —  (pw)'w' 

05.40) 

The  matrix  is  set  out  in  a  framework  which  presents,  in  a  reasonable  order,  the 
array  of  numbers  involved.  When  the  number  of  items  in  the  horizontal  and  vertical 
rows  of  the  matrix  are  equal,  then,  the  matrix  is  called  a  "square  matrix."  When 
one  is  dealing  with  a  case  in  which  the  top  right  and  lower  left  positions  on  each 
diagonal  have  corresponding  values  which  are  equal,  as  is  found  in  the  square 
matrix  II  of  turbulence  flow  shear  forces  from  equation  (15.40),  i.e., 
t*  —  r#,,  r#1—  r,#,  r,,  —  r„;  then,  this  is  called  a  "symmetrical  square  matrix."  If  we 

were  to  take  the  rows  and  columns  of  the  matrix  of  equation  (15.40)  and  exchange 
them  with  each  other,  this  would  be  called  a  "transposition  matrix."  The  values 
in  a  "transposition  matrix"  are  still  equal  to  the  original  values  of  the 
"symmetrical  matrix. 

Fig  15.11  represents  the  set  up  of  the  distribution  of  the  rate  of  linear 
deformation  and  the  rate  of  angular  deformation  which  are  caused  by  the  normal  and 
shear  or  tangential  forces  of  turbulence  flow,«rT  and  ry  ,  which  are  exerted  on 
the  three  cross  sections  of  the  differentiated  control  body,  dVg.  According 


r*  r„ 
T+  am  T«, 
Ti.  amm 
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X. 

O'  drag  g.  x 
K i5.n  dv, 

Fig  15.11 

1.  Distribution  of  Rate  of  Deformation  of  the  Three  Cross  Sections  of  dVg  2.  Cross 
Section 

to  equation  (15.16),  the  normal  shear  force  of  turbulence  flow,  az  ,  ■  the  turbu¬ 
lence  flow  viscosity,  Pi  ,  x  the  rate  of  linear  deformation  along  the  normal  line 
direction;  moreover,  the  shear  force  of  turbulence  flow,  ,  =  the  turbulence 
flow  viscosity,  pr  ,  x  the  rate  of  angular  deformation  of  the  edge.  The  linear 
deformation  or  strain,  t  ,  =  the  distance  of  lengthening  or  shortening  which 
results  from  the  pull  or  pressure  exerted  along  a  certain  selected  section  is 

eliminated  by  the  length  of  the  original  line  segment;  the  rate  of  linear  deformatior 
ds 

is  ■gp  =  the  amount  of  the  increase  (or  reduction  in  flow  speed  along  the  given 
line  segment/the  length  of  the  given  line  segment.  For  example  (see  Chapter  5, 

Sec  2),  the  rate  of  linear  deformation  along  r  =—  —  —  —  ■&,  and  the 

Ar  dr  dt 
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turbulence  flow  normal  force  a„  ■»  7fir  ^the  rate  of  linear  deformation  along 

(r  +  dr'jdO  —  rrfd  ^_  u  ;  the  turbulence 

rid*  &*,  r*~ 


r& 


flow^  normal  stress 


2#t 


the  rate  of  linear  deformation  along  z 


» ,  and  the  turbulence  flow  normal  stress  w  '  -A.  Because 


of  these  facts,  if  one  is  considering  the  case  of  an  axisymmetric  flow  field, 
the  edge  rj$  has  no  rate  of  angular  deformation,  that  is  to  say. 


)  05.41) 


f 

then  rJ . 


—  —  ~  _  -owA 

>■3(9  rdd  "  rQ6  “*  °‘ 


It  follows  from  this  that  u,  v,  and  w  are  invariable  along  the  circumferential 
direction  r ?  .  Because  o.f  this  fact,  the  rate  of  deformation  of  related  angles 
within  the  cross  section  rdddr  - — )  ;  the  turbulence  flow  shear  force 

_  \dr  r  / 

r.  _  r  .  „  r -5_ /JL\  ;  the  rate  of  deformation  of  related  angles  within  the  cross 
dr  \  r  J  dr  . 

section  rdddz  -  qv/  q  z\  the  turbulence  flow  shear  force  Mr  gj-  > 

the  rate  of  deformation  of  related  angles  within  the  cross  section  drdz  ~~ ■  + 

Or  Or 


and 


/©w  6u_\ 

,  the  turbulence  flow  shear  force  x„  *■  xm  ■“  Mr  r ~q^  +  6r  j  , 


(15.42) 


The  turbulence  flow  force  matrix  II  is  a  symmetrical  square  matrix.  If  we 
make  a  connection  between  it  and  equation  (15.41)  and  equation  (15.42),  then,  it 
is  possible  to  form  them  into  the  matrix  equations  which  follow 


►  -  . 


-  -  -o  — 

J*-  ,.i.  ,,  a, 

I’-^vV  V  '  &w 

‘  *  bx 


©w 


f ' 

o 


2 

TMr 


*:'s*  i  ' 
w  0.0 
0  vV  0 

1  o  0  vV 


f.  0 

0  pi 


(15.43) 


According  Co  the  various  elements  in  corresponding  positions  in  the  matrices 
on  the  two  sides  of  the  equal  sign  in  equation  (15.43),  it  is  possible  to  write  out 
a  turbulence  flow  force  formula  for  each  quantity,  for  example, 


®»*  “  -P-r  ~  ~  p  —  ~  /*j57V  —  —  (pw)'w' , 

t'.-UrrA-  (-l)  -  _  (^)V,  etc. 


Sec  9  Axially  Symmetrical  Turbulence  Heat  Transfer  Equations 

Equation  (15.19)  only  represents  the  turbulence  flow  heat  transfer  density 
flow  in  the  coordinate  direction  y.  On  the  basis  of  this,  it  is  possible  to  write 
out  the  turbulence  flow  heat  transfer  density  flows  for  the  three  coordinate  direc¬ 
tions  as  follows:  in  the  radial  direction,  r, 

1r  —  —  pa  C,T  —  —  pat  — r*  ~  [kcal/in1-*] 

-..Or 

0544) 

in  the  circumferential  direction  r&  ,9*  "".O';  this  is  due  to  the  fact  that  the  field 
in  question  is  axisymmetrical .  In  the  axial  direction,  z,  we  find 

9.  “  ~p*’ctT  -  -1^77  -  -T*  [katyW.f] 

Ox 

(15  45; 

Fig  15.12  draws  out  the  changes  in  the  turbulence  flow  heat  transfer  density 
flow  within  the  meridian  plane  dV,  —  rdddrdx  of  Jrd* 
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According  to  the  conservation  of  energy,  the  rate  of  change  of  the  flow  of  heat 
into  and  out  of  the  control  body  is  equal  to  the  rate  of  change  of  the  heat 
transfer  density  flow  (f*  +  f»)  of  the  surface  of  the  control  body  plus  the 
loss  function  i1  (that  is  to  say  the  rate  of  the  production  of  heat  by  surface 
friction).  According  to  these  basic  principles,  we  can  set  out  the  equation 


dr  4-  (pu«)  j(r  4-  dr)dddz  —  (pai)rdddz 


r  di  ow  < ) 


(pwi'l  I 


ddar  —  (pwi)r  dddr 


l  dz 

—  1"  q,  4-  dr  j  {r  +  dr  )dddz  4"  t],r  dtidz 

L  dr  . 

—  ^  q,  4-  dz  j  rdddr  4-  q,rdddr  4-  d>dV , 


d(pu>)  (pm)  .  d(pvn)  ^  _  ( d$,  +  £,) 
dr  '  f  -  dz 


.»r-  ^*.4-  <6  [kcal/m!> i] 

•d* 


(15.46) 


On  the  basis  of  the  two  functions  0*0'  and  (pw)i  ^if  we  solve  for  the  partial 
derivative  and  then  take  the  left  side  of  equation  (15.66)  and  expand  it,  we  can 

obtain  .  0(pu)  *  (puT  ^  ■d(ow')  ,  di 

?.*  — —  4-  i  4-  » — - — -  4-  pu 


3r 


a« 


dr 


di  da.  Id,.  N  ,  . 

dz  dz  r  dr 

The  first  three  quantities  on  the  left  side  of  the  equation  above  can  become 

0 


I|  £<„u)  + 


(See  equation  15.30). 


r  3i 

P  I  u  - 

l  dr 


dz 


dj. 

dz 


~  ~  C^r)  4-  <t>,  [kcal/a’*i]  <1547; 
f  Or 


Heat  is  produced  by  the  pulling  and  pushing  pressure  on  the  normal  lines  along  the 


surface.  Chat  is  Co  say,  Che  normal  stress  multiples  Che  rate  of  linear  deformacion 

dr 

The  tangent  lines  along  the  surface  out  across  each  other  and  produce  heat,  which 
is  to  say  that  the  tangential  stresses  multiply  the  rate  of  angular  deformation 

o»  . 

The  loss  function  c  =  the  overall  rate  of  heat  production  caused  by  the  rubbing 
of  friction  in  turbulence  flow  as  it  occurs  on  the  surface  of  the  control  body, 
that  is, 


<t>  “  a, r 


du 

dr 


+  om  —  +  aMt 
r 


&w  >  {dr 

/ aT  +  leT."  t). 


Sec  10  Axially  Symmetrical  Concentration  Diffusion  Equations 


Let  us  generalize  the  use  of  equation  (15.24)  in  axisymmetrical  turbulence 
flow  fields.  If  we  are  considering  the  density  flow  of  the  concentration  of 
the  jth  type  of  gas,  then,  in  the  radial  direction,  r, 


OtX  -  -  WZ,  —  -0r 


fir. 


W  .Ifv. 


in  the  circumferential  direction,  r  Q  ,  (J^)^  mm  o  »  and,  because  of  the  fact  that  r, 
is  invariable  along  r  f  ,  (,8c, /rdO)  *■  0  ;  along  the  axial  direction,  z. 


</,).  - 


[kg/m1-*]. 


(15.50) 


According  to  the  conservation  of  mass,  the  differential  between  the  concentration 
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of  the  jth  type  of  gas  as  it  enters  and  leaves  dVg  ought  to  be  equal  to  the  rate  of 
change  of  the  density  flow  of  concentration  on  the  surface  of  dVg+  the  rate  of 
formation  of  the  jth  type  of  gas  within  dVs,  Rj.  According  to  this  principle,  if 
we  take  a  look  at  Fig  15.12,  then,  it  is  possible  to  set  out  the  concentration 
diffusion  equation  for  the  jth  type  of  gas,  that  is. 


4  (pum,)J(r  4  dr )d6dt  —  (p< um,)rdddz 

“  <J'J  ■*"  (Pwm,)  | rdddr  —  (pw m,~)rdddr 
“  ~[ — +  tojc*1  +  dr)d6dx 


+  C JtXrdOdz  —  [— dz  +  O ,),  jrdBdr 
4-  Q.'i.rdddr  4  R/V , 

dr  r 

+  QCgwwj)  _r aq,),  (ni 
a*  L  9r  r  J 


And,  continuing  in  this  vein,  if  we  expand  the  left  side  of  equation  (15.51)  on  the 
basis  of  the  previous  solution  by  using  the  partial  derivative  of  the  products 


m,  and  (pw)  mi  then,  we  can  obtain 


f  ~lrO, ),]  +  *, 


According  to  (15.30),  the  three  quantities  in  the  equation  above 


Because  of  this  fact,  it  is  also  true  that 

.  r  dm,  ,  dm,  1  _  QOd. 

r  ~a?  J - aT  ' 

+  <n-n) 

f  Or 
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In  flame  tubes,  right  in  the  combustion  area,  it  is  possible  for  there  to  be 
n  type  of  gases  coexisting  at  the  same  time.  According  to  the  preceding  Sec  6, 

it  is  necessary  to  symbolize_this  as 

■ 

y1.*”,  —»,  +  m,  +  »,+  •••  —  !>- 
»  '  '  '  _ 
t  “  1*  2,  3,  • 

Combustion  areas  are  different;  the  pressure  and  concentrations  of  dVg  are 
different;  because  of  these  facts,  there  are  n  types  of  gas  concentration  diffusions 
and  n  equations  with  a  form  similar  to  that  of  equation  (15.52).  Fuel  and  gases 
which  have  not  yet  been  burned  react  with  substances  and  and  undergo  a  chemical 
reaction  to  become  products  of  already  burned  fuel  and  gases.  If  we  pick  the 
concentration,  e j  ,  of  a  certain  reacting  substance  to  be  the  basis  (for  example 

cCH4)>  then,  the  rate  of  dissolution  and  reduction  of  concentration  is  nothing  else 
than  the  rate  of  the  chemical  reaction,  that  is,  the  rate  of  the  dissolution  and 
reduction  of  the  amount  of  CH4  or,  in  other  words. 


X,  _  _  diisnX 

:  dt 

Or,  the  rate  of  the  formation  of  CO2  is 


—  d(.  Cco,') 

dt  • 


(15.53) 


Sec  11  Combustion  Reaction  Rate  W 

In  the  previous  section,  the  rate  of  loss  of  reacting  substances  or  the  rate 
of  formation  of  the  products  of  reaction,  ,  is  nothing  else  than  the 

rate  of  combustion  reaction,  W,  which  represents  the  speed  of  burning.  In  the 
main  combustion  area,  fuel  is  continuously  supplied  and  vaporized  and  then  mixed 
with  air  to  form  “unburned  fuel  and  gases  or  unburned  fuel  and  air  mixture." 

It  is  only  necessary  for  the  ratio  of  composition  or  blending,  s,  to  be  appropriate 
in  the  mixture  of  unburned  fuel  and  air  in  terms  of  the  content  of  oxygen  con¬ 
centration  (c0x)  and  the  concentration  of  fuel  (cf),  and  for  the  environmental 
temperature,  T,  and  pressure,  p,  to  be  adequately  high,  as  well  as  for  the  flow 


speed,  V,  to  be  not  too  fast,  and  then,  the  atoms  of  oxygen  and  the  molecules  of 
fuel  can  violently  collide,  breaking  up  the  molecular  structure  of  the  fuel  and 
forming  into  a  nev  molecule  with  the  attendant  production  of  heat  in  the  quantity,  Q. 

Kerosene  is  a  mixture  of  several  types  of  compounds  of  carbon  and  hydrogen. 

This  mixture  must  first  be  vaporized  to  form  a  hydro-carbon  compound  in  a  gaseous 
state,  such  as,  CH^ ,  C3Hg,  and  so  on,  and,  only  when  it  has  been  reduced  to  the  form 
of  these  types  of  simple  molecules  can  it  be  introduced  to  the  combustion.  During 
combustion,  there  is  also  no  immediate,  one-step  reaction  to  form  CO2  and  H2O. 
Individual  molecules  must  first  break  down  to  become  atoms.  The  atoms  and  molecules 
must  collide  with  each  other  to  produce  a  series  of  transitional  products  such  as 
CO,  OH,  and  so  on;  this  chain  reaction  takes  place  in  stages  and,  finally,  results 
in  the  formation  of  CO2  and  H2O.  During  the  process  of  all  this,  the  stage  of  the 
reaction  which  happens  most  slowly  determines  the  overall  rate  of  reaction.  If  one 
is  dealing  with  a  case  in  which  there  is  a  rich  mixture  of  fuel  and  a  shortage  of 
air,  then,  because  of  the  agitation  or  liveliness  of  activity  of  the  oxygen  atoms, 
they  are  picked  up  first  in  the  formation  of  H2O.  There  is  a  certain  amount  of 
carbon  left  over  which  can  only  go  into  the  formation  of  CO.  If  the  shortage  of 
oxygen  is  too  severe,  then,  there  will  be  an  excess  amount  of  compounds  of 
hydrogen  and  oxygen. 

(1)  The  Breakdown  of  Individual  Molecules,  Stage  One  Reaction 

Let  us  assume  that  •[AB]-*A  +  B  .  Let  us  take  c  to  represent  the  instantaneous 
concentration  of  (AB)  (kmol/m3);  according  to  the  "laws  for  the  behavior  of  matter", 
the  rate  of  reaction  and  the  instantaneous  concentration,  c,  form  a  ratio;  if  we 
assume  that  k  =  the  coefficient  of  reaction,  then,  the  stage  one  or  level  one 
reaction  is 

mm  -»  [krool/m’’*!  (15.5-0 
'■it  -•  •• 

— — lac  - +  coo*. 

When  t  =  0,  the  original  molecular  concentration  of  (AB)  in  moles  «  c0,  and 

cook—  Inc,  ,  then,  it  follows  from  these  conditions  that  the  function  of  the 
change  over  time  of  the  molar  concentration  ratio  is 

—  —  r“*',  /-*oo,c-*  0.  (15  55) 

c, 

(2)  Two  Molecules  Collide  With  One  Another,  Stage  Two  Reaction 

Let  us  take  the  parentheses  to  represent  the  molecular  weight  of  various 
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different  types  of  gases,  (A),  (B),  . ;  let  us  also  take  ca,  eg  to 

represent  the  instantaneous  molar  concentration  (kmol/m3);  let  us  further  take  a, 
b  ...  to  represent  the  appropriate  coefficients  of  distribution  or  mixing  of  the 
various  types  of  materials  or  gases  in  the  equations  for  the  reactions;  if  we 
assume  all  these  values,  (Q)  *  the  amount  of  heat  generated  in  the  reaction,  and  the 
equation  of  the  reaction  is  +  f[G]  -t-  (£0  (15.56)  _  ^  rate  of  combustion 

reaction  is 

4  »  —  — Ikmol/m’-s J  (15.57^ 

it 

For  example :  OH  +  Hj  *-H  +  HjO  -4-  14.2  leal  (15-58).  Equation  (15.58)  represents  the 
collision  of  two  molecules  with  each  other  and  their  coefficients  of  composition 
or  mixing  •  ■»  1,  *-l,  (•  +  *)-  2;  because  of  this  fact,  this  is  called  a  "class  two 
or  level  two  reaction."  k  is  called  the  "coefficient  of  reaction."  If  the  units  of 
concentration  of  ca,  and  cb  are  different,  then,  the  unit  for  k  is  also  different. 

If  H2  and  OH  have  concentrations  measured  in  units  expressed  in  (kmol/m^),  then, 
the  unit  used  to  express  the  coefficient  of  reaction,  k,  is  (m^/kmol.s). 

(3)  If  we  are  dealing  with  a  case  in  which  three  molecules  or  atoms 
simultaneously  collide  with  each  other  and  combine  to  form  a  new  molecule,  then, 
this  is  called  a  "third  level  or  class  three  reaction."  According  to  the  theory  of 
molecular  motion,  the  chances  of  this  type  of  collision  occuring  are  very  small; 
if  we  are  considering  the  reactions  of  combustion,  then,  it  is  possible  to  not 
consider  it  at  all.  In  the  main  combustion  area,  in  the  combustion  gases,  there 
are  many  types  present;  the  chances  of  collision  are  very  large,  and  it  is 
possible  to  simultaneously  have  the  existence  of  class  one  and  class  two  reactions. 
Because  of  this  fact,  if  one  looks  from  the  point  of  view  of  the  results,  then,  if 
one  considers  the  combustion  reaction  as  a  whole,  the  number  of  occurrences  of  each 
class  of  reaction  may  possibly  not  be  a  whole  number  2  (for  example,  1.75,  ... 

1.95). 

Sec  12  Collision  Frequency  of  Two  Molecules 

The  rate  of  class  two  reactions,  W2,  is  obviously  related  to  the  frequency  of 
collision  of  the  contents  of  each  cm3  during  each  second  as  this  refers  to  two 
types  of  molecules,  A  and  B  (or  atoms,  for  that  matter).  The  higher  is  the 
frequency  of  collision,  z,  the  more  numerous  are  the  instances  of  collision  during 
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each  second;  of  course,  the  chances  of  combining  are  then  also  higher,  and  the 
combustion  is  faster. 

According  to  the  theory  of  molecular  motion,  if,  by  using  the  distribution 
curve  for  velocity  probability  of  molecular  as  it  has  been  developed  by  Boltzmann 
and  others,  we  solve  for  the  root-mean-square  of  molecular  velocity,  u,  when  the 
temperature  is  T,  then, 

fi  — 

V"  V  (15.59) 


If  we  assume  that  leal  ■■  4.18  Joule  4.18  X  10T  ergs,  then,  in  the  equation 
universal  gas  constant  R  —  1.986[<al/moMC]  —  8.314  X  10’  [gr*cm,/tnol'*,*K]  ;  T  *  the  absolute 
temperature  (K);  and,  M  =  the  molecular  weight  (gr/mol).  u  is  directly  proportional 
to  ‘V^T^and  inversely  proportional  to 

The  volume  for  each  gram  of  molecular  weight  is  p  —  22.4  X  10’  [cm ’/mol]  •  When 
Yt  _  273  K,  pt  ■»  760 mmHg  ,  makes  no  difference  whether  the  molecules  are 

large  or  small,  whether  they  are  light  or  heavy;  the  number  of  molecules  contained 
in  22.4  X  lO’lcra’]  is  JV 6.023  X  10*  •  Because  of  this  fact,  the  concentration  of 
molecules  (the  number  of  molecules  contained  in  each  cm3)  is 


»-*JLZsf  .  -  6-023  X  10* 

Pt  ?  22.4  X  10* 

«  2.68  X  1C*  U/cm>]  (}5  60) 

Let  us  assume  that,  in  a  reaction  volume,  there  are  two  types  of  molecules, 

A  and  B.  The  molecular  weight  of  A  =  the  molecular  weight  of  B  =  Mg;  the 

diameter  of  A  =  dA;  the  diameter  of  B  =  dg;  the  molecular  velocity  of  A  *  uA, 
and  the  molecular  velocity  of  B  =  iTg.  The  molecular  concentrations  of  A  and  B  are, 
respectively,  nA  and  nB,  and  nA  +  nt  *■ *  .  The  effective  distance  of  molecular 

collisions  is 

^  (^4  +  rff).  ‘‘ 

The  velocity  of  combustion  when  two  molecules  collide  is  0  —  Vui  +  oi  •  The  effective 
space  of  collision  for  molecules  during  each  second  involved  —  *?*u  .  According 

to  experimentation,  (4  —  5)  x  10“*[cm] ,  The  number  of  occurrences  of  collisions 
between  one  molecule  A  and  ng  molecules  B  is  tA  —  .  The  number  of  instances  of 

collision  between  nA  molecules  A  and  ng  molecules  B  is  s**  “  ll/cm'**),'  if  we  mak; 

use  of  equation  (15.59),  then,  the  frequency  of  collision  between  the  two  types  of 
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molecules,  A  and  B,  within  each  cm^  is 


'  -u. 


[l/an*-»J 


(15.61) 


The  effective  molecular  weight  that  all  this  amounts  to  is 


,  Ma*L_ 

Mj  4-  M 


The  kinetic  energy  of  collision  totals  up  to 


£' 


(15.62) 


Sec  13  Reaction  Coefficient  k 

When  two  molecules,  A  and  B,  collide  with  each  other,  it  is  most  certainly 
not  true  that  there  is  a  new  molecule  formed  in  every  case.  It  is  only  in  cases 
in  which  the  velocity  of  combination,  TT,  is  adequately  high,  and  the  kinetic  energy 
of  collision,  E’,  is  large  enough  to  make  it  possible  to  break  up  the  molecular 
structures  involved  that  we  find  the  causation  of  a  chemical  reaction;  this 
happens  only  when  these  conditions  are  met.  The  energy  which  is  required  for  the 
breaking  up  of  these  molecular  structures  is  called  the  "energy  of  activation". 
Because  of  this  fact,  it  is  only  necessary  that  there  be  a  collision  of  molecules 
such  that  E ’  ^  E,  and  there  will  be  an  effective  combining;  this  combining  will 
only  take  place,  however,  if  this  condition  is  met.  Let  us  assume  that  z  =  the 
number  of  occurrences  of  effective  collisions  in  each  cm3  during  each  second;  if 
we  assume  this,  then,  the  activation  factor  =  z^B^AB  =  frequency  of  effective 
collisions/the  frequency  of  theoretical  collisions  =  the  coefficient  of  effective 
reaction/the  coefficient  of  theoretical  reaction  = 

T- (15.63) 

From  equation  (15.63),  it  is  possible  to  explain  why,  when  the  molecules  of  fuel 
are  large  (this  requires  that  the  energy  of  activation,  E,  be  large)  and,  during 
periods  when  the  temperature  is  low,  that  k«  b  ,  that  is  to  say  that  combustion 
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is  difficult  to  achieve.  If  we  take  the  molecular  concentrations  nA  and  ng  to 
represent  the  rate  of  combustion  reaction,  i.e.. 


WA 


<15.64) 


And,  if  we  further  take  the  molar  concentrations  (cA)  and  (eg)  (kmol/m3)  for 
representation,  then,  due  to  the  fact  that  each  kmol  of  volume  contains,  in  22.4 
m3,  the  number  of  molecules 


JV—  6.023  X  10*, 

nA  -  6.023  X  10*  X  10~*[cA];  (15  65) 

WA  »  —  iiLll  -  6.023  X  ID**,,*  ^ 


Because  of  these  facts. 


Wj 


4ilA  *=  6.023  X  10* 
dt 


X  </«*  X  8.315X10^011^] 

4  i  M 

-  6.023  X  10*  X  4.57 

Wj  -  -  2.75 

X  10”  2*  [<■*]( [kmol/mJ*$]  (15.66) 
i  A/ 


If  we  make  a  comparison  with  equation  (15.66),  the  coefficient  of  effective  reaction 
is 


4-2.75  X  [m’/kmol-s] 


(15.67) 


It  follows  from  this  that  the  coefficient  of  effective  reaction,  k,  is  a  function 
of  the  total  molecular  weight,  M',  the  effective  distance  of  molecular  collision, 
d,  the  energy  of  activation,  E,  and  the  temperature,  T. 
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We  already  know  the  molecular  weight  MA  or  the  A  type  gas,  and  its  rate  of 
loss  is  —  Ra  -  MaW4  [kg/m*-*]  <15.68)  . 

If  we  first  make  experimental  measurements  of  the  rate  of  combustion  reaction, 

WA,  the  instantaneous  concentration  (cA  and  (cB),  and  the  temperature,  T,  then, 
on  the  basis  of  equation  (15.66),  it  is  possible  to  calculate  the  energy  of 
activation,  E,  of  these  combustion  reactions,  or  the  coefficient  of  reaction,  k. 

If  we  calculate  the  coefficients  of  reaction,  k,  for  different  temperatures,  T,  then, 
it  is  possible  on  the  basis  of  equation  (15.67),  to  draw  out  the  logarithmic 
subordinate  straight  line,  as  is  seen  in  Fig  15.13,  in  order  to  represent  changes  in 
Ink  as  it  varies  with  changes  in  the  inverse  of  the  temperature  (1/T),  that  is, 

k  ”*  k**™* 

M-  iM.t-Q:)  (l569) 


The  slope  of  this  straight  line  should  be  equal  to  E/R  ™  *g<*  ;  it  then  follows  from 
this  that  it  is  possible  to  estimate  the  energy  of  activation,  E. 

If  we  experimentally  determine  the  energy  of  activation  of  the  combustion  of 
heptane  (C7H15)  and  oxygen  (O2)  to  be  E*  3.6  X  10*  [cal /mol]  ^then,  the  coefficient  of 
reaction  is  X  10**(cn»Vgr**]  X  10’tmVkg*»]. 

M  4 


2 

0 

—2. 


. 

■ 

LI 

\ 

E 

L* 

N 

v 

- 

J 

0  ** 

S' 


1.2  1.4  2.5  LI  2.0 

(*t) 

Fig  15.13 

1.  Ink  As  It  Varies  with  Changes  in  (1/T),  (HI) 

Sec  14  Combustion  Mass  Equilibrium 


It  is  possible  to  ustCgHig  for  the  formula  of  a  stable  molecule  of  kerosene. 
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The  components  of  the  weight  include  Carbon,  Cat 0.856,  hydrogen,  H  at  0.144  and  in 
the  appropriate  gas  combination  ratio  with  air,  L0  *  14.7.  The  combustion 
characteristics  of  octane  are  very  close  to  those  of  kerosene;  when  one  does 
quantitative  tests,  one  always  uses  octane  (CgHig)  to  take  the  place  of  kerosene. 

One  may  consider  that  each  mole  of  air  contains  oxygen  0.21  and  0.79  of  nitrogen 
and  that  each  mole  of  oxygen  will  combine  itself  with  3.76  moles  of  nitrogen.  The 
equation  for  combustion  reactions  in  which  the  coefficient  of  excess  air,  a  =  1,  is 

C,H„  +  lf.5'Gk'+l2.5  X  3:76N,£J*SQQr  " 

4-  9H,C>:+  47N,  +  Q  ■  "C15.70) 

The  molecular  weights  arec  —  12,  H— .1,  0—16,  N  —  14.The  molecular  weights  are 

O,  -  32,  Nj  -  28,  CO,  -  44,  H,0  -  18. 

C,HU-  8  X  12  +  18-114,  12.5  0,-  12.5  X  32  -400, 

47N,  —  47  X  23  —  1316,  8CO,  —  8  X  44  —  352,  9H,0» 

9  X  18  =  162. 

114kg  (octane)  +  400kg  (oxygen)  «=  1316kg  (nitrogen)  -*  352kg  (carbon  dioxide)  + 
162kg  (water  vapor)  +  1316kg  (nitrogen)  +  (114x10400)  kcal .  The  masses  of  the 
mixtures  of  unburned  gases  and  gases  which  have  already  been  burned  are  equal,  that 
is  1830kg  (unburned  gas  mixture)  —  1830kg  (gas  mixture  which  has  already  been 
burned)  +  1.186x10^  kcal.  From  the  equation  for  the  combustion  reaction,  (15.70), 
is  possible  to  calculate  that  the  appropriate  ratio  of  gases  is 


L  ~  400  +  1316^  1716 
114  114 


15,  [kg  air/kg  octane 


that  the  appropriate  ratio  of  fuel  to  oxygen  is 


3-51,  [kg  air/kg  octane 


and  that  each  mole  of  gases  that  have  already  been  burned  comes  out  to  have  carbon 
dioxide  in  it  so  that 


r<x» 


8 

8  4-  47 


14.54  % , 


If  we  take  samples  from  the  gases  and  perform  quantitative  analysis  on  them, 
and  if  one  finds  that,  in  the  gases  which  have  already  been  burned,  COj  <  14.54#. 
then,  this  explains  the  incompleteness  of  the  combustion,  *)  <  1, 
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Equation  (15.70)  is  an  equation  which  describes  a  case  in  which  one  assumes 
that  the  time  of  combustion  is  adequately  long,  that  the  space  is  adequately  large, 
that  the  environmental  or  ambient  temperature  of  combustion  and  the  pressure  in 
the  combustion  are  invariable,  and  that  the  supply  of  fuel  being  mixed  with  the 
air  is  maintained  at  the  appropriate  ratio,  L0,  and  does  not  vary,  and  this  equation 
also  assumes  that  there  is  ideally  even  mixing  in  an  ideally  stable  and  continuous 
combustion  reaction.  In  actuality,  the  volume  of  the  main  combustion  area,  V,  is 
limited,  the  stop-over  time  of  the  mixed  gases,  r*.-  will  not  be  very  long, 
because  of  the  presence  of  counter-current  flow  diffusion  mixing  cannot  be  one- 
hundred-percent  even,  and  the  distributions  of  temperature  and  pressure  are  not 
set  up  evenly;  it  follows  from  all  of  this  that,  even  if  there  is  an  appropriate 
mixture  of  ingredients,  there  will  still  be  a  great  deal  of  left  over  oxygen,  and 
the  fuel  may  also  not  necessarily  be  completely  consumed.  Because  of  the  fact 
that  the  chemical  reactiveness  of  hydrogen  atoms  is  strong,  if  there  is  first 
a  sudden  influx  of  oxygen  into  the  composition  of  the  mixture  and  «>i  ,  and 
combustion  takes  place  when  the  fuel  mixture  is  lean,  then,  there  will  again  be,  in 
the  gases  that  have  already  been  burned,  an  appearance  of  carbon  monoxide  (CO), 
when  <*  <  1  ,  and  combustion  takes  place  when  the  fuel  mixture  is  rich,  then,  one  can 
get  the  appearance  of  unburned  fuel,  but  this  only  happens  under  these  conditions 
and  no  others;  this  unburned  fuel  is  (cf). 

Whether  one  considers  the  situation  before  combustion  or  after  combustion, 
the  numbers  of  the  same  types  of  atoms  should  be  equal.  For  example,  concerning 
equation  (15.70),  in  the  unburned  gases,  there  are  12.5x2  =  25  atoms  of  oxygen, 
and,  in  the  gases  that  have  already  been  burned,  there  are  8x2+9  =  25  atoms  of 
oxygen. 

If  we  take  the  oxygen  to  be  the  index  or  reference  coordinate,  and  then 
take  the  amount  of  oxygen  in  the  mixture  during  perfect  combustion  as  the  base 
value  or  standard,  then,  when  there  is  a  lean  mixture  or  a  rich  mixture,  in  the 
mixture  of  gases,  the  corresponding  ratio  between  fuel  and  air  is  ^*•—$1, 

4B 

Let  us  assume  that  f  -  the  appropriate  or  optimum  amount  of  oxygen  to  be  mixed 
in  /  the  actual  oxygen  content  and  let  us  also  assume  that  a  lean  mixture  is 

“  > 1 »  or  ^  *  <  1,  §  ”*  —  let  us  further  assume  that  a  rich  mixture  is  *<I, 
or  4  >  1,  2,  (15.71) 
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The  instantaneous  localized  combustion  efficiency  is  *1  =  the  actual  amount  of 
oxygen  lost/the  appropriate  or  optimum  amount  of  oxygen  in  the  combination  -  1  - 
the  concentration  of  oxygen  which  has  not  been  dissipated  or  lost/the  concentration 
of  oxygen  which  is  appropriate  or  optimum  to  enter  into  the  combustion  ®  1  -  r/r0 
(15.72).  Let  us  assume  that  T  =  the  actual  temperature  of  gases  that  have  already 
been  burned,  that  Tc  =  the  original  temperature  of  the  gases  that  have  not  already 
been  burned,  and  that  Tm  =  the  maximum  temperature  of  gases  that  have  already  been 
burned  if  the  combustion  is  ideally  complete  ^  =  0.  If  we  assume  that  = 
r/rQ  =  the  oxygen  consumption  ratio,  then,  the  instantaneous  local  combustion 
efficiency  is 


* 


r-* 


'<  15.73) 


If  we  are  considering  the  case  of  a  lean  mixture,  0 ;>  then,  due  to  the  fact 
that  the  mixing  is  uneven,  and  the  time  is  inadequate,  the  combustion  reaction  for 
V  l  is 

«*«*  r+vUSaO,  ~  ,)Q, 

:+  250  -  !f)CO  +  (251,  -17)00, 

••  +'MQ.±  VS**  0574) 


On  the  basis  of  the  fact  that,  in  the  gases  that  have  already  been  burned  and 
in  the  gases  that  have  not  already  been  burned,  the  numbers  of  atoms  of  the  same 
types  are  equal,  if  one  checks  out  the  number  of  moles  of  CO2,  x,  then. 


25a  -  25(a  -  +  25(1  -  r,)  +  ix  +  9, 

-  25a  -  52>7  +  25  -  25jj  +  Is  +  9, 

0  -  — 5O77  +  34  +  2*; 

It  follows  from  this  that. 


*  -  ~  (7O17  -  34)  -  (25»r  -  17). 

2 

If  one  is  considering  a  case  in  which  17  <  1,  then,  it  must  be  that  x<8,  and 
that  there  is  imperfect  combustion  with  a  lean  mixture;  it  fellows  from  this 
that  there  would  be  evidence  of  the  appearance  of  CO.  From  equation  (15.74),  it 
is  possible  to  calculate,  in  the  gases  that  have  already  been  burned,  the  molar 


325 


concentration  ratio  for  the  CO  and  excess  O2  contained  in  them;  this  ratio  is  r. 
The  total  number  of  moles  in  the  gases  which  have  already  been  burned  ■ 

12.5a  -  12-5*7  +  -5 
~  25> 1  4-  25*j  -  17  +  9  +  47a  -  59. 5a 
-  12.5,  ■+•  17  -  12-5(4.7 6a  -  ,  +  136), 


The  molar  concentration  ratio  is 


fco 


'o. 


25(1  ~  a> 

i:  5(4.76 a  -  i-  +  1.36) 
2(1  -U) 

(4.76a  —  17  4-  1.36)  ’ 
12.5(o  -  *?) 

12-5(4. 76a  -  17  4-  1.36) 
(a  —  17) 

(4.76a  -  ij  +  1.36). 


05-75) 


We  already  know  a  and  V  for  the  main  combustion  chamber;  on  the  basis  of  the 
equation  (15.75),  it  is  possible  to  calculate  the  molar  concentration  for  the 
excess  oxygen,  r0^.  If  one  is  calculating  the  actual  excess  oxygen  coefficient 
a.  ,  for  an  augmenter  combustion  chamber,  then,  one  ought  to  use  this 
concentration  of  excess  oxygen. 

Sec  15  Overall  Reaction  Rate  of  Octane  and  Experimentation 

The  combustion  of  complicated  compounds  of  hydrogen  and  oxygen  like  octane 
(CgH^g)  and  kerosene  are  reactions  that  proceed  in  several  stages.  If  we  first 
fix  the  overall  class  of  reaction,  m,  and  the  class  of  the  fuel  reaction,  n,  then, 
we  can,  on  the  basis  of  equation  (15.57)  and  assuming  that  (c^)  =  the  molar 
concentration  of  the  fuel,  and  that  (ccx)  =  the  molar  concentration  of  oxygen, 
write  out  the  consumption  rate  of  oxygen  (that  is  the  reaction  rate)  which  is 

at 

If  we  assume  that  the  molar  concentration  of  the  mixture  *  UH]  [moi.'l  ]  , 

then,  p=  AT  .  On  the  basis  of  equation  (15.75),  let  us  use  the  molar 
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concentration  ratioro,Uw]  “  [«  ,  !•  r,i.„l  **  I-  j  the  coefficient  of  reaction,  k,  accordii 
to  equation  (15.67),  can  be  written  as 

•  rST  •  rf. 

It  follows  from  this  that  the  rate  of  oxygen  reaction  is 


1  %/  T  {wT  '~r,>  '  f 


.  05.75a') 

Let  us  assume  that  V  =  the  volume  of  the  combustion  chamber  (1),  that  G0  =  the 
gas  supply  circulation  (mol/s),  and  that  GQX  =  the  rate  of  consumption  of  oxygen 
(mol/s);  in  such  a  case,  [mol/«],  r}  —  «  —  1.8 -►  2.0,  »  —  0.8 -►  1.  C..  »  0-21£i;G»  "*  1  W 

in  a  lean  mixture  #  —  —  ,  and  a  rich  mixture  means  £  —  1 ;  in  a  lean  mixture, 

a 

the  gas  supply  circulation  is 


G.-<.6  7  mV  L.ffijrr,# 
V  \RT S 


<RT 

X  I^.1  -  ~  n>~  :  m  m  _  ,  8  _  _  0  - 

(4.76a  -  r,  +  136)-  *  **  1S*  *  0,8 

In  a  lean  mixture  where  o>i  ,  the  circulation  load  is 


C. 


V  •  (p)'-1 


4.76 


,itZ± 


n  R<J 


(4.76a-9-|.1.36)'J  (>576) 

In  a  rich  mixture,  the  gas  supply  circulation  is 

X  f  (I  -n?»  1“ 

l  (4.76  -  n)a  +  0.08(1  +  16jj)  J 

In  a  rich  mixture,  where  «<1,  the  gas  flow  or  circulation  load  is 


{  —  — —  —  4.76  -ill  t-  j-u  t'  ( 0.08\m 
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1(4.76  —  Jj)«  +  O.OSO  + 


TTTTli  1 J  20  JO  40  JO 

1 

.M 


Fig  15.14 

.  ,  ,  .  ,«_?«  2.  Corresponding  Fuel-to-Air 

'•  Cicti0> 7  7  ».  **««««.!  te«s 

Ratios  (1/  a  )  or  4>.  J  ‘ 

6.  bean  Mixture  of  Fuel  7.  Rich  Mixture  of  Fuel 


y 
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Table  15-3 


1.  The  Inet.naneous  Local  Combustion  Temperature,  T.  As  a  Function  of  u  anb  n 
(Fuel  CgHig) 


Let  us  assume  that  the  original  temperature  of  the  gases  which  have  not  yet  been 
burned  is  T,  -  400(K],  p  —  0.2  -  l  Ofatml,  £-  «-2  X  lO^ol/mol],  R  -  1.986[cal/mol-K.J, 

let  us  further  assume  that,  if  we  are  dealing  with  a  lean  mixture,  when  j.  >  1, 
then ,  Jt,  —  J(,  \/  T  —  ].67  x  10“  and,  if  we  are  dealing  with  a  rich  mixture,  when  a  <  1, 
then , 4,  —  -y/ T  —  ll.l  x  10“  t^e  basis  of  the  data  which  have  been  postulated  above, 

if  we  substitute  into  equations  (15.76)  and  (15.77),  then,  we  can  figure  out  the 
curve  which  represents  the  changes  of  air  current  load,  f,  for  the  combustion  of 
octane  and  oxygen  as  it  varies  with  corresponding  changes  in  the  fuel-to-air  ratio, 

1 /  a  ;  this  curve  is  represented  by  the  broken  line  in  Fig  15.14.  If  one  grants  the 
basic  assumptions  of  a  sherical,  ventilated  combustion  chamber  in  which  the 
temperature  is  maintained  and  the  mixing  is  even,  then,  the  results  of  experimenta¬ 
tion  with  the  combustion  of  octane  and  air  are  represented  by  the  solid  line  in 
Fig  15.14.  If  one  arranges  to  increase  the  air  current  load,  f  ,  that  is  to  say, 
if  one  arranges  to  increase  the  air  supply  to  the  combustion  chamber,  then,  one 
will  also  succeed  in  increasing  the  speed  of  the  rate  of  oxygen  consumption.  Sooner 
or  later,  because  of  the  fact  that,  within  the  combustion  chamber,  the  stop-over 
time,  x,  ,  is  too  short,  the  flame  will  be  blown  out. 

Sec  16  Combustion  Heat  Balance 

From  Table  15.3  it  is  possible  to  find  out  the  fact  that,  for  perfect  combustion, 
n  =  1,  as  well  as  the  ideal  maximum  temperatures,  Tm,  fCr  different  original 
temperatures,  T0,  and  different  corresponding  fuel-to-air  ratios,  $  ;  besides  this 

it  is  also  possible  to  find  out  the  temperatures,  T,  to  which  the  gases  which  have 
already  been  burned  can  attain  assuming  that  we  already  know  and  we  are  consider¬ 
ing  different  values  of  Tc  and  different  rates  of  combustion,  y  .  Fig  15.15  (a) 
represents  the  main  combustion  area  in  the  midst  of  stable  continuous  combustion. 

Let  us  assume  that  the  coefficient  of  excess  oxygen,  a  =  1,  and  that  the  combustion 
reaction  generates  the  following  amount  of  heat  for  each  mole  of  oxygen,  that  is, 

H,~  [kol/mol). 

If  we  assume  these  things,  then,  the  rate  of  the  release  of  heat  for  the  main 
combustion  area  is  —  H,C„  —  H%VW„  —  Q.2\vCJi,  [kcal/s]  (15  " S ) .  v  «=  the  volume  of  the 
main  combustion  area  (m^  or  1);  Wox  =  the  rate  of  reaction  of  oxygen  (equation 
15.75  a).  The  amount  of  heat  which  comes  along  with  the  gases  which  have  already 
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as  is. is 

Fig  15.15 

1.  Main  Combustion  Area  2.  Combustion  Heat  Equilibrium 

been  burned  as  they  come  out  of  the  main  area  of  combustion  *  the  heat  output  rate, 
which  is, 

01-G,(l  +  J-)  F,(r  -  T„). 


Let  us  consider  that  the  main  area  of  combustion  has  absolutely  even  mixing,  and  let 
us  not  take  into  consideration  the  problem  of  the  dissipation  of  heat  by  the  walls 
of  the  flame  tubes.  If  we  take  the  mole  to  be  the  unit,  then,  L,  ■»  12.5  +  47  ~  59.5 
When  there  is  thermal  equilibrium,  then,  Qj  *  Q2 »  it  follows  from  this  that 

-  c,(l  +  £)o<r  -  r.)  [kcal/s]  (15.79) 

The  left  side  of  the  equation  above  is  the  curve  ABEFCD  in  Fig  15.15  (b)  the  right 
side  is  AE,  AB  and  other  such  straight  lines.  Point  A  represents  the  low 
temperature  point  at  which  ignition  has  just  taken  place;  point  B  represents  the  end 
of  the  period  of  pre-combustion,  and  BF  is  the  period  of  stable  combustion.  Point 
C  represents  the  a  region  of  the  maximum  temperature  of  combustion,  Tm>  with  an 
attendant  rapid  reduction  and  slowing  in  the  rate  of  reaction,  WQX.  If  the  gas  or 
air  supply,  G0,  is  very  small  ("the  straight  line  AD),  then,  it  is  only  possible  to 
have  combustion  when  one  has  temperature  Tp;  no  other  condition  will  do.  If  one 


s 


increases  G0,  then,  the  straight  line  and  the  curve  will  cross  at  point  E,  and 
there  will  be  blow  out;  if  one  increases  T^,  then,  there  will  be  stability 
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Chapter  16  An  Outline  of  the  Computation  of  Combustion  Flow  Fields 


Sec  1  Standardization  of  Combustion  Flow  Fields 

If  one  is  going  to  consider  the  case  in  which  he  is  going  to  make  theoretical 
calculations  and  analyses  of  combustion  flow  fields,  then,  he  ought  to  consider  all 
the  physical  and  chemical  processes.  For  example,  concerning  turbulence  flow 
strength,  c  ,  and  scale,  1,  are  vortices  attenuated,  weakened  and  broken  up?  Is 
turbulence  flow  homogeneous  in  various  different  directions?  If  one  is  considering 
the  case  of  the  kinetic  frequency  spectra  of  turbulence  flow,  then,  what  about  the 
idea  of  mapping  out  a  "turbulence  flow  model"  or  "normal  turbulence  flow?" 

Are  there  or  are  there  not  areas  of  vortical  counter-current  flow?  What  is 
the  influence  of  the  counter-  current  flow  on  the  size  of  the  scale  involved?  What 
is  the  voricity  number  S  equal  to?  And  what  about  the  location  of  the  vaporized 
fuel  jet,  the  angle  of  dispersion  of  the  vapor,  the  rules  governing  the  distribution 
of  the  fuel  droplets,  and  the  speed  or  slowness  of  the  rate  of  evaporation? 

What  about  the  distribution  of  the  fuel-to-air  ratio  (concentration),  and  the  speed 
or  slowness  of  the  turbulence  flow  diffusion  mixing?  What  about  the  length  or 
shortness  of  the  stop-over  time  of  the  gas  mixture  in  the  combustion  area,  rs  ,  the 
diffusion  time,  To  ,  and  the  reaction  time,  **  ?  The  rate  of  disappearance  or  forma¬ 
tion  of  different  types  of  gases,  Rj  =  the  rate  of  the  combustion  reaction,  W;  what 
about  the  mechanisms  of  reaction  in  the  various  steps  of  combustion,  the  overall 
class  of  the  reaction  and  the  presence  or  absence  of  thermal  decomposition?  What 
about  the  scope  and  speed  or  slowness  of  heat  flow  diffusion  and  radiant  transfer 
of  heat?  What  about  the  geometrical  dimensions  of  the  form  of  the  combustion 
chamber,  its  boundary  conditions  and  its  operational  configurations?  And  what  about 
the  initial  conditions  which  still  must  be  known  if  one  is  considering  non-stable 
flow  fields? 

If  one  were  to  consider  all  of  the  ten  conditions  discussed  above  with  their 
influences  on  each  other,  then,  the  set  of  differential  equations  for  a  turbulence 
flow  diffusion  three-dimensional  combustion  flow  field  would  be  very  difficult  to 
solve.  It  follows  from  this  that  one  should  first,  before  setting  out  the  equations, 
look  toward  the  operational  configurations  of  actual  combustion  chambers  and  draw  up 
a  set  of  standardized  or  normalized  methods  of  numerical  solution  which  are  simple 
and  can  be  used  on  physical  and  chemical  problems. 
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■ait. 


Sec  2  Turbulence  Types 


If  we  are  considering  the  problem  of  figuring  the  average  time  velocity,  V,  of 
a  rotational  jet  combustion  flow  field  as  well  as  its  concentration,  cj  (or  mt),  its 
distribution  of  temperature,  T,  and  its  thermal  flow,  q,  through  the  interior  walls, 
then,  it  is  necessary  to  know  the  turbulence  diffusion  (transfer)  coefficients  of 
momentum,  heat,  and  mass,  T*  &  r,  .  These  coefficients  should  represent  the 

functions  of  the  localized  parameters  of  gas  flow  for  density,  flow  speed  and 
temperature.  It  is  only  when  empirical  measurements  and  theoretical  analysis  combine 
that  it  is  possible  to  precisely  determine  the  "effective  viscosity  of  turbulence 
flow",  uT  .  By  the  use  of  a  hot-wire  wind  speed  meter  or  a  laser  scan  of  the  flow 
field,  it  is  possible  to  make  a  precise  determination  of  the  distribution  of  the 
turbulence  flow  strength,  t  .  If  we  make  a  precise  determination  of  the  frequency 
spectrum  of  density  flow  momentum,  then,  it  is  possible  to  determine  the  distribu¬ 
tion  of  the  turbulence  flow  scale  or  dimension,  1;  it  also  becomes  possible  to 
determine  a  calculated  value  for  the  coefficient  of  turbulence  flow  diffusion,  D^,. 

If  we  are  considering  a  case  in  which  the  vortical  strength  number  S  >  0.6,  in  a 
rotational  jet,  then,  due  to  eddy  induction  (see  Chapter  6),  the  strong  pressure  gra¬ 
dient  -f  dp /ds  ,  •+•  dp  ! dr  ,  which  is  produced  in  the  parallel  flow  direction  and  in  the 
radial  direction  goes  to  form  areas  of  counter-current  flow  and  areas  of  reflux 
flow.  If  we  are  dealing  with  a  case  in  which  the  turbulence  flow  strength  E  Js  50%, 
then,  the  turbulence  flow  shear  stress  or  force,  rT  ,  is  quite  large.  If  we  can 
arrange  for  the  diffusion  mixing  to  be  violent  and  fast,  then,  it  is  possible  to 
raise  the  strength  of  the  heat  produced  as  well  as  the  efficiency  of  combustion; 
it  is  also  possible  to  shorten  the  flame  and  raise  the  level  of  stability  of  the 
combustion.  One  might  even  be  able  to  say  that  the  ease  or  hardness  of  ignition, 
the  speed  or  slowness  of  flame  propagation  as  well  as  the  stability  of  combustion 
are  all  dependent  on  the  diffusion  coefficients  of  momentum,  heat  and  mass, 
nr,  r»  &  r,  ,  The  influence  of  the  speed  or  slowness  of  the  mixing  on  the  jet 
nozzle  vaporization  and  the  "diffusion  flame"  of  the  combustion  of  fuel  evaporation 
is  even  greater  than  that  of  the  evaporation-tube-type  "pre-mix  flame."  If  we 
are  considering  the  case  in  which  we  are  doing  measurements  of  the  distributions  of 
the  flow  speed  and  turbulence  flow  strength  of  the  flow  fields  in  cold  air  testing, 
then,  it  is  possible  to  extrapolate  the  distributions  of  concentration  and  tempera¬ 
ture  of  the  "diffusion  flame." 

(1)  When  the  vortical  strength  number  S  <  0.6,  counter-current  flow  is  exremely 
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weak.  Let  us  assume  theat  the  root-mean-square  of  the  turbulence  flow  speed  is 
homogeneous  in  different  directions,  so  that,  G  —  f  — '  €  ;  if  we  assume  this, 

then,  because  of  the  fact  that  there  is  a  similarity  between  the  diffusion 
phenomena  for  momentum,  heat  and  mass,  and,  consequently,  between  I**,  Tj  ,  it  i 
possible  to  presume  that  these  quantities  are  also  homogeneous  in  different 
directions.  Let  us  make  use  of  the  concept  of  the  "prandtl"  mixing  distance,  1, 
and  use  a  set  of  cylindrical  coordinates  in  r,  6  and  z,  as  well  as  the  component 
vectors  of  velocity,  U,  V  and  W.  Let  us  first  assume  that  we  are  dealing  with  a 
non-rotational  turbulence  flow  field,  then,  according  to  equation  (15.8),  the 
root-mean-square  of  the  pulsation  flow  speed  is 


<■§-)' 


(16.1) 


From  equation  (15.42),  we  can  consider  it  to  be  true  that,  within  the  rz  meridian 
plane,  the  gradients  of  the  shear  force  velocities  along  r  and  z  are  equal, 
that  is  to  say  8tF  a  dV  ;  in  such  a  case,  the  turbulence  flow  shear  or 

Or  di 

tangential  force  is  «■  r„  fit  2j»t  “  —puV  ■»  —  •  6  (16.2)  .  If  we  compare 

equations  (16.1)  and  (16.2),  then. 


It  follows  from  this  that 


*7 


7 


(16.3) 


The  kinetic  energy  of  turbulence  flow  is  E  »  —  p©*  [N  •  m/m’],  or 
£  1  £  1  2 

—  (16-4).The  stronger  the  pulsation  is,  the  larger 

is  the  viscosity  of  turbulence  flow:  *4  —  /*  •  i‘  <i6.5) 


-L(e^)  *  (u.6) 


In  a  rotational  turbulence  flow  field,  each  unit  of  mass  has  exerted  on  it  the 

centrifugal  force^--*^-,  l.N/a'J  (i6.7>.  If  we  assume  that  the  micro-masses  of  a 
diffuse  through  the  mixing  distance,  1,  then,  the  mechanical  energy  produced  and 

exerted  against  the  micro-masses  of  that  gas  in  the  flow  field  «  (the  centrifugal 
force  x  the  mixing  distance)  divided  by  the  mass  density,  that  is  to  say. 


gas 
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7(lr)-7[er]-7-T’,‘"WJ',-'(lr); 


(16.8) 

Within  the  r&  cross  section,  if  we  assume  that  axisymmetrical  flow  only  takes  into 
consideration  the  absolute  rate  of  angular  deformation  *  £hen,  from 

equation  (15.42),  we  can  say  that  the  turbulence  flow  shear  or  tangential  force  is 


/dv\  — r-t 

}--puv 


And,  according  to  equation  (16.3), 

(dV 

fiv  T(  — — 


It  follows  from  this  that. 


VT 


Concerning  rotation. 
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(16.10) 

\dr  ) 

(f)‘ 

2/  [p^l 

P  r  j 

P  •  1 1 


P  .  Vl£  .  (i6.il) 

pr  l  pr  dr 


Fig  16.1  represents  a  flow  field  in  which  a  vortex  is  being  deformed  as  it 
weakens  and  is  breaking  up  (consult  Sec  7  of  Chapter  6).  Let  us  assume  that,  on 
the  circumference  described  by  a  radius,  r,  there  is  diffusion  movement  toward  the 
outside  in  the  case  of  the  gas  mass  and  toward  the  inside  in  the  case  of  gas 
mass  ©  .  If  one  is  dealing  with  the  same  circumference,  the  operating  forces, 

Fj  and  F2,  which  are  exerted  on  the  two  rotating  masses  of  gas  in  their  opposite 
inward  and  outward  movements  should,  respectively,  form  a  direct  proportion  with 
the  differential  of  centrifugal  forces,  that  is. 


06.12) 


If  we  assume  that  the  two  proportional  constants  of  equation  (16.12)  are  the  same, 
so  that,  C,  —  Ct  —  C  ,  then,  the  corresponding  velocities  of  the  two  masses 
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*  the  radial  direction  root-mean-square  of  pulsation  velocity,  ~  Vi)  “  the 
radial  distances  after  diffusion  for  the  two  masses  of  gas  areCr,  —  r,)  —  /  —  A^and 
the  radial  direction  turbulence  flow  kinetic  energy  is 


hu.i  ks*je**** 

Fig  16.1 

1.  An  Illustration  of  a  Flow  Field  in  Which  a  Vortex  is  Decreasing  in  Strength 

From  the  equation  above,  it  is  possible  for  us  to  obtain  the  radial  direction  root- 
mean-square  of  the  velocity  of  pulsation,  that  is, 

06W 

pr  „  .  Ar  pr .  Or  ■  ■ 

Equation  (16.13)  confirms  the  last  quantity  of  equation  (16.11).  If  we  are 
considering  the  overall  influence  which  turbulence  flow  and  rotation  have  on 
kinetic  viscosity,  from  equations  (16.5)  and  (16.11),  we  know  that  the  turbulence 
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flow  +  the  rotation  Vj  * 


W  -*T  /*t» 


If  the  average  radius  of  a  ring-shaped  jet  nozzle  =  L,  and  the  mixing  distance 
1  “  ,  then, 

»:  -  4^KA*P)j  +  aili.  ^Pv>)  i4,  <  -  a  constant 

»/  *  L  or  J 


(16.15) 


The  larger  is  the  Reynolds  number.  Re  =  — — ,  which  represents  the 

Mr  ' 

turbulence  flow  viscosity,  the  stronger  is  the  turbulence  flow;  the  smaller  is 

w  w 

the  screw  pitch  ratio ,1V  — —1  —  z.,  which  represents  the  strength  or  weakness 

^9  V 

characteristic  of  a  vortex,  the  stronger  will  be  the  rotation;  and,  the  larger  is 
the  vortical  strength  number  joe  which  represents  the  strength  or 

rfi(AW)2 

weakness  of  a  vortex,  the  stronger  the  vortex  will  be. 


Let  us  assume  that 


In  such  a  case. 


JL  pc  LA(e  V>) 
N 1 


+  &]*;  (16.17) 


It  is  necessary,  on  the  basis  of  the  shape  and  dimensions  of  the  combustion  chamber 
as  well  as  the  experimental  conditions,  to  determine  values  for  the  constants,  Kj 

and  Kj  in  the  equation  above. 

If  we  are  dealing  with  a  cold  air  rotational  free  jet,  then. 


Re",“  000294fl+~]i  06  IS) 

If  we  are  dealing  with  a  combustion  rotational  jet  flame,  them. 


Re-  -  0.0078  fi*  [l  +  —]*  06.19) 


In  the  equation  above,  the  density  ratio  p  =  the  lowest  density  in  the  center 
of  a  rotational  flame  jet/the  density  of  the  environment  around  the  rotational 
jet  flame  1 ;  we  already  know  Re,  so  we  can  calculate  p?  . 

(2)  If  we  are  dealing  with  a  case  in  which  the  vortical  strength  number  S> 
0.6,  then,  it  is  obvious  that,  as  far  as  counter-current  flow  is  concerned,  it  is 
not  possible  to  assume  that  the  turbulence  flow  is  homogeneous  in  different 
directions,  and,  it  would  also  be  true  in  such  a  case  that  the  turbulence  flow 
density,  Mr,  would  be  different  in  different  directions.  Let  us  continue  to  use 
a  cylindrical  coordinate  system  in  r,  6,  and  z  as  well  as  the  component  vectors  of 
flow  speed,  U,  V  and  W.  Let  us  assume  that  we  have  already  determined  by  experiment 
ation  values  for  the  mixing  distance,  1,  or  the  scale  involved  with  the  turbulence 
flow  (see  Sec  2  of  Chapter  15).  In  such  a  case,  it  would  follow  that,  within  the 
meridian  plane  rz,  the  total  or  overall  viscosity  Z4"  *  the  viscosity  of  the 
turbulence  flow  Mr  +  the  viscosity  of  laminar  flow  p  ,  that  is. 


1  /  dtvv  .  1  9  /'VX'I*  1 

2(1 r)  +7l'irl7)J  +  7  \a7 '  I 


+  u 


(16.10) 

ftft 

The  total  oraverall  viscosity  on  the  horizontal  cross  section  f0  is  p*  *  > 

where  <r  is  a  constant  >  1;  it  follows  from  this  that  p*  <  / u„.  In  the  equation 
above,  the  constant  ~  H-5jf »  and  S  =  the  vortical  strength  number  which  is 
^  0.6  (see  Sec  11  of  Chapter  6). 

If  we  are  dealing  with  a  case  in  which  there  are  no  experimentally  determined 
values,  then,  it  is  possible,  on  the  basis  of  the  empirical  formula  presented 
below,  to  calculate  the  mixing  distance,  1.  Let  us  assume  that  the  radius  between 
the  center  line  of  the  flame  or  the  center  line  of  the  ring-shaped  cavity  and  the 
main  axis  line  of  the  combustion  chamber  is  rQ;  if  we  assume  this,  then,  the  mixing 
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distance,  1,  varies  symmetrically  with  respect  to  this  rQ  center  line.  On  the  line, 
r0,  the  axial  flow  speed,  Wm,  is  the  largest;  on  other  lines  such  that  r  $  r0, 
the  axial  flow  speed  *  W.  w  —  0.05^.  is  the  boundary  of  a  ring-shaped  rotational 
jet.  If  we  already  know  the  distribution  of  W  along  r,  then,  it  is  possible  to 

determine  the  ratio  of  radii  (r/rQ)  for  the  boundary  of  the  jet. 

—  -  1  (~ )  W  -  0.05 iPmt  i.  -  0.08(1  +  0.6  5)  (16.21) 

r,  'rt' 

(3)  A  rough  calculation  of  Mr  • 

If  we  are  dealing  with  a  case  in  which  we  already  know  the  viscosity  of 
laminar  flow,  m  ,  as  well  as  the  root-mean-square  of  the  speed  of  pulsation,  u, 
and  we  accurately  calculate  the  Reynolds  number  Re  for  a  vortical  flame,  then, 
it  is  possible,  on  the  basis  of  Sec  4  of  Chapter  15,  to  calculate  Mr  * 10“*Re M.  If 

we  already  possess  the  frequency  spectrum  analysis  of  the  turbulence  flow  field  and 

we  obtain  the  root-mean-square  of  the  speed  of  pulsation,  w,  as  well  as  the  scale 
or  magnitude,  1,  involved  with  the  central  turbulence  flow,  then,  on  the  basis  of 
equation  (15.7),  it  is  possible  to  calculate  the  coefficient  of  diffusion  of  the 
turbulence  flow  Z>T-»</  ;  from  Table  15.2,  if  we  borrow  the  analogous  standard 
"Prandtl"  number  Pr  for  laminar  flow  as  well  as  the  "Schmitt"  number  Sc,  then, 
it  is  possible  to  calculate  the  following  (see  equations  (15.22)  and  (15.25)):  the 
turbulence  flow  viscosity  ispr  ***  pvT  “  Sc  ‘pDT  **  Sc  ■  T,,  or  Mr  Pr  •  paT  «=  Pr  ■  T*  (16  22) 

Because  of  this  fact,  it  is  possible  to  determine  precise  values  for  all  the 
quantities  mt ,  r,5.r*,  which  determine  the  scale  and  the  level  of  the  diffusion  of 
turbulence  flow.  In  Chapter  15,  mt>  in  equation  (15.41)  to  (15-42)  Tkt  in 
equations  (15.44)  to  (15.45),  and  r,  in  equations  (15.49)  to  (15.50)  all  have 
precisely  determinable  numerical  values,  and  these  can  be  used  in  making  prepara¬ 
tions  for  doing  difference  calculations.  IF  we  use  the  vector  differentiation 
symbol  v,  then,  the  degree  of  divergence  of  turbulence  flow  forces  =  V.II 

(see  equation  (15.43)).  The  degree  of  divergence  of  the  heat  flow  is 

.  q  =.  V(J.v/)  ,  and  the  degree  of  divergence  of  the  concentration  is  — v  •  J,  —  v(r,Vm,) 
t  !o  23  >  , 


Sec  3  Standard  Types  of  Fuel  Vapor  Atomization 
Different  types  or  shapes  of  jet  nozzles  spray  out  vaporized  fuel  from  different 
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positions;  the  size  of  the  value  of  4>  for  the  jet  aperture,  the  fuel  pressure  P 
and  the  angle  of  spread  or  divergence,  u  ,  of  the  vapor  jet  all  go  together  to 
determine  the  vaporized  mass.  The  amount  of  jet  fuel  G..[kg, «}  or  Qt 
is  composed  of  fuel  droplets  of  various  diameters,  a^,  which  distribute  themselves 
in  terms  of  size  in  accordance  with  a  probability  distribution.  The  accelerating 
or  decelerating  movements  of  the  droplets  of  fuel,  the  elimination  of  heat  through 
evaporization  or  the  release  of  heat  by  combustion  all  have  very  large  influences 
on  the  capabilities  of  a  combustion  chamber.  A  yellow-colored  flame  represents 
diffusion  combustion  in  the  wakes  of  fuel  droplets.  Blue-colored  flames  represent 
gaseous  combustion  of  evaporated  vapors  which  have  already  left  the  fuel  droplets. 
The  concentration  of  oxygen  contained  in  the  gases  surrounding  the  fuel  droplets, 
(Po.,V)  as  well  as  the  corresponding  velocity,  Vr,  of  the  fuel  droplets  to  the 
gas  flow  determine  the  color  of  the  flames.  When  one  is  dealing  with  a  situation 
in  which  the  diffusion  mixing  in  the  main  combustion  area  is  violent,  the  amount 
of  reflux  flow  of  high  temperature  gases  which  have  already  been  burned  is  large, 
the  concentration  of  oxygen  contained,  cox>  is  dilute,  and  the  corresponding 
velocity,  Vr,  is  very  high,  then,  because  of  these  factors,  one  sees  the  appearance 
of*  the  phenomenon  of  blue  flames  which  are  due  to  the  combustion  of  "pre-mix  gases", 
and  this  represents  combustion  which  is  especially  rapid. 

If  one  makes  large-scale  tests  of  jet  fuel  vaporization,  and  one  measures  the 
jet  fuel  pressure  N / cm' ] ,  the  amount  of  jet  fuel  Qiicc/t]  or  G,*— gr/x] 

as  well  as  the  percentage,  y{%t  of  an  amount  of  jet  fuel  which  is  occupied  by 
large  and  small  fuel  droplets,  then,  it  is  possible  to  draw  out  the  curve  for  the 
probability  distribution  of  fuel  droplet  vaporization,  as  is  shown  in  Fig  16.2 
and  Fig  16.3.  If  one  assumes  that  "a  =  the  median  diameter  (that  is  to  say,  the 
fuel  droplets  with  diameters  which  are  larger  that  a"  and  the  fuel  droplets  that 
have  diameters  smaller  than  1  both  occupy  50%  of  the  amount  of  the  jet  fuel)  and 
that  this  represents  the  degree  of  fineness  of  the  vaporization,  and,  if  one 
further  assumes  that  n  =  the  uniformity  or  evenness  index  of  vaporization  =  1.5 
2,  then,  the  integral  function  of  probability,  F(a)  is 

-  1  -  exp  |^-0.693  (4-)*]  06.20 

The  distribution  function  of  probability  is 
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Fig  16.2 

1.  The  Influence  Which  Fuel  Pressure  Has  on  the  Distribution  of  Fuel  Droplet 
Diameter,  a  2.  The  Volume  of  Jet  Fuel  Occupied  by  y^%  3.  The  Amount  of  Jet 
Nozzle  Flow  4.  Jet  Fuel  Pressure 
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Fig  16.3 

1.  The  Influence  Which  the  Jet  Aperture  Has  on  the  Distribution  of  Fuel  Droplet 
Diameter,  a  2.  Fuel  Pressure  3.  The  Gauge  of  the  Jet  Aperture  4.  Jet  Fuel 
Amount,  5.  The  Volume  of  Jet  Fuel  Occupied  by  y^% 


The  conditions  of  high  fuel  pressure  and  small  jet  aperture  make  it  possible  to 
raise  the  "degree  of  fineness"  of  the  vaporization  of  the  jet  fuel  as  well  as  the 
"degree  of  evenness  or  uniformity."  The  traces  or  trajectories  of  large  and  small 

I 
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fuel  droplets  in  their  various  motions  are  not  the  same;  their  corresponding 
velocities , Pr,  are  not  the  same;  the  resistance  to  the  "brushing  clean"  effect  of 
the  air  flow  is  different  in  different  cases,  and,  the  speeds  of  convection  heat 
transmission,  diffusion  and  evaporization  are  not  the  same;  for  all  these  reasons, 
the  sequence  or  order  of  combustion  can  be  different.  Each  fuel  droplet,  from 
the  jet  to  the  end  of  combustion,  has  its  own  course  of  transformation.  The 
relatively  smaller  droplets  of  fuel  evaporate  quickly,  and  their  combustion  is 
almost  immediate.  It  follows  from  this  that  a  group  of  fuel  droplets  with  an 
average  diameter  of  “would,  in  the  time  period,  t,  after  the  jet,  gradually 
increase  in  size  as  is  shown  by  the  broken  line  in  Fig  16.4.  If  we  use  the 
instrumentation  of  the  study  of  optics  to  observe  and  measure  the  order  or  sequence 
of  combustion  as  it  is  broken  down  for  a  group  of  fuel  droplets  with  a  diameter, 
a^,  then,  it  is  possible  to  record  the  probability  distribution  curves  for  large 
and  small  fuel  droplets  at  each  instant  (Fig  16.4).  We  already  know  the  amount  of 
jet  fuel,  Qf  which  corresponds  to  the  integrated  area  under  the  probability  curve 
for  a  jet  time  of  t  =  0.0.  If  we  solve  for  the  integrated  area  under  the 
probability  curve  corresponding  to  t  =  3.35  (ms),  then,  this  should  represent  the 
volume  of  fuel  droplets  which  are  left  after  3.35  (m.O  of  combustion .  In  still  air, 
the  rate  of  evaporation  for  each  fuel  droDlet,  Mj,  is 


(?>  '  t~’)  “  *  •  {—)  to/*]. 

(16.25) 

M,  -ISEdtafi  +£lAT+i^]  [kg/«],  (16.26) 

Pi  =  fuel  density  (kg/m^);  r^  =  the  radius  (m)  of  a  fuel  droplet  i;  Cf  *  the 
specific  heat  of  the  fuel  (kcal/kg.K);  k  =  the  rate  of  thermal  conductivity  of  the 
fuel  (kcal/m.s .K) ;  IT  *  the  differential  of  temperatures  between  the  surface  of 
the  fuel  droplet  and  the  surroundings  (K);  c„  —  (p„/p) the  concentration  ratio  of 
included  oxygen;  Hu  =  the  heat  value  of  the  fuel  (kcal/kg);  SD  ■  the  chemically 
appropriate  fuel-to-oxygen  ratio  —0.232  X  Ls—  0.232  X  14.7  ;  and  L  =  the 

latent  heat  of  evaporization  in  the  fuel  (kcal/kg). 

The  momentum  or  inertia  of  large  fuel  droplets  is  large,  and  the  corresponding 
velocities,  Vr,  are  large;  if  there  is  forced  convection  transfer  of  heat,  then. 
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the  rate  of  evaporization,  must  be  multiplied  by  a  correction  factor;  only  if 
this  is  done  can  one  obtain  the  rate  of  evaporation,  M|,  for  convection,  that  is. 

Mi  -  11  +  0.276Re *  •  Ik*/*), 

lU-Udi,  Pr-&r;  (16.27) 

vT  -  r, 

The  number  of  fuel  droplets  is  extremely  large.  In  order  to  reduce  the  number 
of  differential  equations  and  economize  on  the  amount  of  measuring  to  be  done  and 
on  the  calculation  time,  let  us  take  the  fuel  droplets  and  divide  them  up  into  n 
groups  on  the  basis  of  size  (for  example  5  "w  10  groups);  let  us  assume  the  fact 
that,  within  each  of  the  groups,  the  diameters  of  the  fuel  droplets,  a. 0  1» ••  ■«)* 

are  all  the  same;  if  we  do  this,  then,  it  is  possible  to  set  out  n  equations. 

Let  us  assume  that  the  concentration  ratio  of  the  fuel  droplets  =  the 
concentration  of  fuel  droplets  of  a  diameter  a^  which  are  contained  in  each  m3  of 

gas  mixture/the  concentration  of  each  m 3  of  gas  mixture  which  is  equal  to 

(16.28) 

P 


Obviously, 


1.  '5~1  f.  fuel/air  ratio  —  -7-  —  — (16.29) 

,  0lm%  \A.7  O 


Let  us  assume  that  R^  *  the  weight  of  fuel  droplets  of  the  ith  group  which  appear 
in  each  m3  0f  the  combustion  chamber  volume  every  second;  we  may  simply  call  this 
quantity  the  appearance  rate  for  i  fuel  droplets;  T,  =  the  turbulence  flow 
diffusion  coefficient  for  the  fuel  droplets  (kg/s.m);  on  the  basis  of  the  gaseous 
concentration  diffusion  equation  (15.52),  it  is  possible  to  obtain  a  liquid-state 
concentration  diffusion  equation  for  a  quasi-stable  state  average  time  turbulence 
flow  axisytnmetrical  combustion  flow  field  as  it  appears  below: 


p 


(16.30) 


If  one  knows  the  boundary  conditions  of  the  combustion  chamber  and  the  appearance 
rate  for  i  fuel  droplets,  R(,  then,  it  is  possible  to  solve  equation  (16.30)  and 
obtain  the  liquid-state  concentration  distribution  of  the  combustion  flow  field. 
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Fig  16.4 

1.  Probability  Distributions  of  Fuel  Droplets  As  They  Vary  with  Changes  in  Time 

2.  Passage  Through  the  Jet  3.  Volume  Occupied  by  the  Jet  Fuel  y£% 

4.  Diameter  of  fuel  droplets 

This  is  only  possible  under  these  conditions  and  no  others.  The  gradients  of  the 

parameters  for  each  direction  of  the  normal  lines  of  the  solid  wall  surfaces  should 

correspond  appropriately  to  the  principle  of  non-permenability ,  for  example  0. 

da. 

The  quantity  d1,,‘dz  on  the  center  line  of  a  flame  tube  or  ring  cavity  as  well  as 
of  the  even  parallel  flow  of  the  exhaust  is  very  small ,  Pl./dz’  *“  0.  At  the  jet 
nozzle,  f^  =  a  constant;  at  the  intake,  f^  =  0.  When  we  solve  for  R^,  we  ought 
to  consider  the  fact  that,  due  to  evaporation  and  combustion,  the  radii  of  fuel 
droplets  are  quickly  shortened.  This  corresponds  to  and  is  appropriate  to  the 
diffusion  of  the  fuel  and  gases  into  the  gas  flow  and  the  simultaneous  movement 
of  the  concentration  ratio  of  the  fuel  droplets,  f^,  into  a  lower  group,  f^_^, 

(Fig  16.5). 

The  range  of  the  distribution  of  probability  for  the  fuel  droplets  is 

mt  —  p  [kg/ in'} 

dr 

The  concentration  of  the  fuel  droplets  in  the  ith  group  is  P<  ■**  fif>  “*  j  m^r  l  kg.' "“'I 
Let  us  assume  the  fact  that  the  mixture  of  gases  has  a  density,  p,  which  is 
temporarily  invariable;  if  we  assume  this,  then,  the  rate  of  change  of  the 
liquid  state  density,  from  r  >  rh  through  the  change  to  r  <  rh  i8 


7*k.  VIEW!*' 


from  r 


through  the  change  to  r  <  r^  is 


p 


AL 

dt 


Fig  16.5 

1.  An  Illustration  of  the  Evaporization,  Shortening  Up  and  Exchange  Between  Groups 
of  Fuel  Droplets  2.  The  Probability  Distribution  of  Fuel  Droplets  m£  3.  Fuel 
Droplet  Radius,  r 

Along  the  three  directions,  the  diffusion  rate  for  the  gases  formed  by  the  evapora¬ 
tion  of  the  fuel  droplets  is 


J  3  Hi  (AL^dr 


Within  the  combustion  chamber,  the  rate  of  appearance  of  i  group  fuel  droplets 
for  each  m^  of  volume  each  second  (or  the  rate  of  occurrence  of  liquid  state 
concentration)  is 


fiM 


If  we  use  a  straight  line  to  take  the  place  of  the  curved  section  of  the 
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probability  distribution  of  the  fuel  droplets,  then,  as  a  function  of  the 
shortening  up  of  the  fuel  droplets,  the  range  of  the  probability  distribution  of 
the  fuel  droplets  has  an  average  value  of  m^  which  is 


m,  “  -  p- 


r  4+1 


Ikg/m4]; 


In  such  a  case,  then. 


wwO.-u  —  O  1 


Ikg/m4]  (16.32) 


If  we  employ  equation  (16.25)  and  (16.26)  to  solve  for  the  rate  of  shortening  up 
or  shrinking  c^en  equation  (16.31)  changes  to  be 


R‘  I  -  M,  ‘  ”  O  W*4**’’ 

+  -ZdCrL  - 


(16.33) 


Sec  4  Combustion  Reaction  Types 

In  combustion  chambers,  the  chemical  reactions  which  take  place  at  the  same 
time  are  very  numerous.  The  types  of  gases  which  participate  in  these  reactions 
are  also  very  numerous.  However,  if  we  take  an  overall  view  of  everything,  then, 
we  can  take  the  view  that  there  are  only  three  types  of  components  into  which  the 
mixture  of  gases  can  be  divided,  that  is  oxygen,  mQX,  gaseous  fuel,  mf,  and  gases 
which  have  already  been  burned,  m^.  The  concentration  ratio  of  their  masses  is 

_  Pm  _  _  . 

,  mf  ,  IS,  *  . 

P  P  P 


moreover,  +  m,  +  m*  —  1  (16.34) 

Let  us  assume  that  the  reaction  time  of  combustion,  r*  ,  is  very  short,  that 
is,  smaller  than  1  millisecond;  let  us  also  assume  that  the  time  of  mixing  diffusion 
is  To  3  ~  4  milliseconds;  if  we  make  these  assumptions,  then,  at  a  certain  single 
coordinate  in  the  space  of  the  combustion  chamber,  there  cannot  exist  both  mQX  and 
mf  at  the  same  time.  Let  us  assume  that  we  have  the  chemically  appropriate  ratio 


between  the  masses  of  oxygen  and  fuel  S0  *  0.232Lo,  and  that  LQ  «  the  appropriate 
mixture  ratio  between  air  and  fuel.  When  one  is  dealing  with  a  situation  in  which 
the  combustion  of  a  lean  mixture  is  taking  place,  then,  the  oxygen  left  over 
—  «/$«)•  If  one  is  dealing  with  a  situation  in  which  the  combustion  of  a 

rich  mixture  is  taking  place,  then,  the  fuel  left  over  —  (m,  -  If  we  assume 

that  the  overall  class  of  the  reaction  is  m  ■  2  and  that  the  class  of  the  fuel 
reaction  is  n  ■  1,  then,  on  the  basis  of  the  rate  of  the  disappearance  of 
oxygen  which  is  written  down  as  (15.75a)  of  Chapter  15  *=  the  reaction  rate  of 
combustion,  which  is 

p— Si  =»  R„  =  —  W„  =  •  m,  •  t  ”  [kg/m'  •  *], 

dt 


K0  =  the  reaction  constant 


(16.35) 


Sec  5  Basic  Equation  System  for  Combustion  Flow  Fields 

Let  us  take  the  basic  differential  equations  for  the  axisymmetrical  average¬ 
time  turbulence  flow  gaseous  fuel  combustion  flow  fields  in  Sections  7,  9  and  10  of 
Chapter  15  and  let  us  put  them  together  below,  as  follows: 

Continuity  Equation  .  . 

i-^<rpu)  +  ^-(^w)-0  [kg/m5  •  *]  (15.30) 

r  dr  dx 


Axial  Momentum 


\  dx  dr  1  dx 


+  J __a_(rr„)  +  ^  [N/m'1  05.32) 

r  dr  dx 


Radial  Momentum 


L  +  u  -2H.  -  + 1 JL  (rO 

V  dz  dr  r  J  dx  r  dr 


_  £»t  -  StL  [N'/rn’l 
r  dr 


(15.34) 


Circumferential  Momentum 


(15.39) 


p(„|l  +  w  iL  +  wfl.**. 

'Or  dz  r  1  dz 


+  [N/o»»] 


Coefficient  of  Heat  Flow 


Concentration  Diffusion 


- —  -T-(.rqr')+$  [kcal/aa1  •  *] 

r  Or 


(  dm ,  dm.  \  Q  ,  ,  . 

<V  IT  ~k  <'■>• 


(15.47) 


7  r(/,),  -  *,  [kg/m 


’•*] 


*J  (15.52) 

On  the  basis  of  Chapter. 4  and  Chapter  5,  it  is  possible  to  take  the  set  of 
equations  from  (15.30)  to  (15.52)  and  put  them  together  to  write  the  equations  in 
vector  and  tensor  form.  The  parameters  of  average  time  turbulence  flow  fields, 
such  as  density,  p,  and  so  on,  do  not  vary  with  changes  in  time,  that  is  ,  (d/d*)  =  8, 
and  for  the  axisymmetrical  flow  fields,  ^d/rdO)  ■*  0.  Let  us  assume  that  17 
represents  a  turbulence  flow  stress  or  force  tensor.  Let  us  take  the  vectors 
and  tensors  and  use  them  to  write  out  the  basic  set  of  equations  for  a  flow  field 
as  they  appear  below: 

Continuity  equation  v  •  OV)  -  0  (16.36) 

Energy  equation  pCV  •  V)/  — V  •  q  4-  4>  ~~  pCW)  (16.37) 

Momentum  equation  '  WV  ”•  —Vp  +  V 

Concentration  Diffusion 


n 


p(V  •  r)m, - V  •  +  R, 


(16.38) 

(16.39) 


If  we  take  the  four  equations  above,  we  still  are  not  able  to  solve  for  the 
pressure  field  p  —  p(r,0,r)  ;  neither  can  we  solve  for  the  velocity  field 

^  *  l'(r>  *);  or  the  temperature  field  T  —  T(.r,0,  z)  or  the  concentration  field 

m<mm  m,  (r,6,z’);  this  is  due  to  the  fact  that  p,l,Ri,Tl,  q  and  /,  are  still 
not  determined  with  precise  values.  It  follows  from  this  that  it  is  still 
necessary  to  find  six  more  equations,  that  is. 

The  status  equation  p~p-=?T  ,  where  M  ■  the  average  molecular  weight  of 
the  mixture  of  gases.  (16.40) 

The  total  enthalpy  equation  /  —  crT *  4-  m,H%,  where  Hu  «  the  heat  value  of 
the  fuel  (kcal/kg)  (16.41). 
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The  reaction  equation -R„  «■  where  the  reaction  constant  is  KQ  (kg/m^.s) 

(16. 42). 

The  stress  or  force  tensors  are 

8u  8  /  dw'i  .  _9u  0  _6u_  - 

dr  '  dr  \t  1  br  dr  d: 

a  9/v\udv 

n  "  Mr  °  T  0  r  dT  \T  J  T  Si 

Sti  .  &W  dw  Sw 

>  S*  S*  Sr  ^  Sr  Sr  • 

p  0  0  VV  0  0  ) 

—  ,0  #>  0  *  —  —  A»r  •  0  VV  0  V, 

o  o  f  loo  VV  ) 

Or (7  nr(vV  ■+•  Vv)  —  f  — —  ^TvV,see  equation  (5.28)  (16.43). 

The  heat  flow  equation  q  •»  — J’4 V7,  see  equation  (15.45)  (kcal/m2.s)  (16.44). 

The  concentration  density  is  J,  —  — r,V>»,  ,  see  equation  (15.49)  (kg/m2-S)  (16.45). 

After  we  get  values  for  *»r,  T*,  and  R|  ,  and  we  map  out  the  form  of  the 
turbulence  flow  and  the  form  of  the  reaction,  then,  it  is  possible  to  set  our 
sights  on  the  problem  of  operational  configurations  and  boundary  conditions  for 
actual  missions  or  projects  and  the  consideration  of  how  solve  for  these. 

Sec  6  Proper  Logical  Order  for  Calculations  of  Combustion  Flow  Fields 

(1)  What  is  included  in  Task  Analysis?  Choice  of  structural  form,  main  engine 
combustion  capability  requirements  the  effects  of  new  technologies  and  new 
materials,  capital,  labor,  equipment,  deadlines,  and  so  on. 

(2)  What  is  included  in  theoretical  principles?  To  distinguish  from  each 
other  and  analyze  out  the  scope  of  a  flow  field  as  well  the  laws  of  the  conservation 
of  mass,  momentum  and  energy  which  pertain  to  it,  the  turbulence  flow  viscosity, 

the  turbulence  flow  stresses  or  forces,  the  diffusion  of  heat  flow,  as  well  as  the 
principle  governing  the  diffusion  of  concentration,  one  must  also  deal  with  the 
selection  of  independent  variables,  dependent  variables  and  a  coordinate  system; 
all  of  this  is  aimed  at  the  simplification  of  the  set  of  equations  involved  in 
an  actual  project. 

(3)  Dependent  variables  of  transformation.  If  we  are  considering  the  case  of 

a  vortical  combus.ion  flow  field  which  has  a  vortical  strength  number  5^0.6  ,  then, 
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Fig  16.6 

1.  The  Logical  Order  or  Sequence  for  the  Calculation  of  a  Flow  Field  2.  Task 
Analysis  3.  Theoretical  Principles  4.  Set  of  Partial  Differential  Equations 
5.  Form  of  Turbulence  Flow,  Form  of  Reaction,  Form  of  Vaporization,  Form  of 
Radiation  6.  Transformation  Variable  Difference  Equations  7.  Dimensions  of  the 
Shape,  Operational  Configurations,  Original  Parameters,  Boundary  Conditions, 
experimental  Data  8.  Computational  Language  Program  9.  Machine  Entry 
Operations  10.  Verifying  Experimentation  11.  New  Design  Form 


due  to  the  fact  that  counter-current  flow  is  present,  changes  in  pressure  as  one 
goes  down  the  flow  have  an  influence  on  the  upper  reaches  of  the  flow.  It  follows 
from  this  that  it  is  not  possible  to  use  the  "parallel  flow  scanning  method"  and, 
on  the  basis  of  the  numerical  values  for  some  nodal  points,  to  deduce  the  numerical 
values  for  others.  In  order  to  overcome  this  difficulty,  it  is  possible  to  take 
the  dependent  variables  u,  w  and  p  from  the  set  of  differential  equations  for  an 
axisymmetrical  average  time  turbulence  flow  field  and  change  them  into  the  flow 
function  <1>  and  curl  or  degree  of  vorticity  w  (see  Sections  8  and  6  of 
Chapter  4).  From  the  continuity  equation  in  the  Section  5  of  this  chapter, 
because  of  the  fact  that  there  is  no  relationship  between  r  and  z,  it  is  possible 
to  take  equation  (15.30)  and  change  it  into 


v\ 

it 

jtf 
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(  16.  4'j) 


_a_ 

8: 


(rpw) 


Let  us  assume  that  we  have  an  average  time  flow  function  <J>  to  satisfy  equation 
(16.46);  if  this  is  the  case,  then,  it  should  also  be  true  that 


(1  6.47) 


Let  us  further  assume  that  the  curl  or  degree  of  vorticity  within  the  meridian 

plane  of  the  flow  field  is  w  —  —  —  — »  if  this  is  the  case,  then  the 

d x  dr 

new  variable  is  #  “  (16.48)  #  in  orcjer  to  simplify  calculations 

let  us  assume  that  Mr,  r,  and  F,  in  various  different  directions  are  all  equal 
to  each  other,  and  let  us  also  assume  that  the  normal  stresses  or  forces  produced 
by  turbulence  flow  friction,  ffn  are  also  all  equal  to  each  other.  If 

we  take  4>  to  represent  a  certain  dependent  variable  such  as  4,  (,  the  excess  of 
left-over  fuel  concentration  ratio,  mf,  the  total  enthalpy  1,  and  so  on  (Sec  4  of 
this  chapter),  then,  the  five  equations  from  (15.30  to  (15.52)  can  all  be  subsumed 
under  the  all-purpose  equation  set  out  below,  that  is. 


“  IT"  fV-T- ('•*)]  -rrf,  06.49) 

Or  l  Or 


The  parameters  *•»*•» e*  and  in  the  equation  above  are  all  functions,  which 

are  already  known,  of  other  independent  variables. 

For  example,  if  we  utilize  <#>—“<#>,  then,  a#  —  0,  6,  *•* — ,  c*  —  1, 

r*o  r 

.  «#»  ^ 
if  we  use  ,r  «=  —  *  &  ,  then,  a%  hx  *=  ^  ^  u  ,  and 
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If  we  utilize  the  fuel  concentration  ratio  m,  —  4>  ,  then,  “  (r  “ 

l, 

If  we  use  the  total  enthalpy  1  —  4>>  then  d*  ™  t,  ■*  ♦/  427. 


Sec  7  Difference  Equations  and  Solution  Methods 

Equation  (16.49)  is  a  second-degree,  non-linear,  non-homogeneous  partial 
differential  equation  with  an  ellipsoid  shape.  If  there  are  N  dependent  variables 

4.  ,  then,  combustion  flow  field,  it  is  first  necessary  to  take  this  type  of 

differential  equation  and  change  it  into  a  difference  equation.  Take  the  rz  plane 
of  the  flow  field  and  divide  it  up  into  several  grid  nodal  points,  then,  use  the 
"implicit,  full-field  relaxation,  successive  approximation  method"  to  solve  for  the 
numerical  values  of  the  nodal  points.  The  flow  function  <t>  and  the  vorticity  or 
curl  *  ought  to  be  solved  for  simultaneously,  and  then  one  should  utilize 
equations  (16.47)  and  (16.48)  to  solve  for  u  and  w;  after  this  is  done,  then,  it  is 
possible  to  use  a  momentum  equation  to  solve  for  p.  What  is  known  as  "full  field 
relaxation";  that  is,  in  the  repeated  application  of  the  successive  approximation 
method,  causes  the  reduction  of  all  the  computational  remainders  (errors)  •*  at 
each  of  the  nodal  points  in  the  flow  field.  This  type  of  successive  approximation 
leads  directly  to  the  minimization  of  the  errors,  e  ,  for  each  nodal  point. 

What  is  known  as  "implicity,"  that  is,  the  computation  of  data  for  the  nodal  points 
in  the  lower  reaches  of  the  flow,  is  entirely  contained  in  the  equations,  and  it 
is  not  possible  to  directly  utilize  the  earlier  repeated  substitution  of  values, 
and  it  becomes  necessary  to  solve  three  or  five  simultaneous  algebraic  equations. 

If  we  assume  that  n  is  the  indicator  for  the  number  of  times  approximations  are  done 
(not  an  exponent)',  then,  i  and  j  are  the  indicators  for  the  rows  and  columns  of  the 
nodal  points.  Fig  16.7(a)  has  an  implicit  unifilar  3  point  computational  formula 
which  is 


+  (other  n  class  quantities)  (16.50) 

The  formula  for  the  five  point  computation  of  the  stability  function  full  field 
method  for  Fig  16.7(b)  is 
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_  1  I  ,  4 


+  a.^r.Tii  +  #*4T.T-i  —  £'./  +  (Other  n  class  quantities)  (16.51) 


The  length  of  the  interval  between  nodal  points  in  the  grid  is 
Asi  “  i.i  ""  *•>!*  i  r„  *  ^i,i— t 

The  implicit  full  field  relaxation  method  difference  equation  for  equation  (16.49) 
is 

~  —  C.- I.id>—1.(  —  Cit;-M4>lil+1 

~  —  C„d>i,  -+-  —  0  (16.52) 

b* 


The  non-linear  parameters  of  the  equation  above  are 

. 

r««c.,Q)|  /a<4\ 

L  t  J*/  >  Qr  '  ti 

■  c._.,  -  {c.,co  -  f^]^} „ 


(16  53) 


f  a»C .i(3)  /  Q4> \ 

l  .  H  \  dr  /  >i 


[c„(l)  +  | 

db.r\ 

l  L  rbt  J 

dr  >■ 

,  fa.C.,0>l  /  dd> 

) 

L  rb0  i>Adr 

5.^1 

(  l  rb0  \ 

dr  J 

1 

(16.54) 
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£»»  *"  C'm  + 


+  Hs^L  (£).+{«» 

-[^rlirL^ 

- :  .*  <•«»> 

In  order  to  improve  the  degree  of  precision  or  accuracy,  we  can  make  particularly 


fine  divisions  in  the  interval  of  the  grid  in  those  areas  close  to  the  boundaries. 

I f  we  proceed  in  this  way,  then,  the  length  of  the  intervals  1  r  and  :z  are  not 
j-iformly  equal.  After  drawing  out  a  grid  network  which  is  not  uniformly  even  in 
■it  aensity  with  which  its  divisions  are  laid  out,  then,  it  is  possible  to  make 
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all-purpose  use  of  the  row  and  column  indicators  c„,  C«j>  (see  Fig  16.7b). 

If  we  already  know  the  interval  lengths  Ar,,  Ar„  As,,  &**t  then 


0*  ”  -1  Cb*t  ,+.'As,)  ) 


Ar* 


rr  -.’t-  ►. 


£Ar*  +■  As,)  } 
As, 

C„(l)  “  “  (A«-.f  4-'Ar,) 

>  A/j  ;.  . 

Ca(2)  “  —-CAri)  .  .  . 

As,  .  .  - 

—  ^(Af,  4-  Ar,) 


(16.58) 


C.,(l) 


C.,(2) 
C  „(3) 


— '  (As,  +  As,) 
A*, 

(At,  —  As,) 
Az,A£j 

—‘(As,  +  As,) 
Aa. 


cu(i) 


^  (As,  +  As,) 


C„( 2)  -  (As,) 

As, 

C„(3)  -  ~(As,  +  As,) 


(16.59) 


The  procedure  for  the  solution  of  (16.52)  for  numerical  values  is  as  follows:  on 
the  basis  of  the  materials  at  hand  and  the  task,  first  make  an  initial  guess  at 
the  distribution  of  <t>  .  Write  out  the  equations  for  the  remaining  error  •  for 

each  of  the  nodal  points  in  the  entire  field.  Then,  use  a  "reversing  implicit" 
computational  language  to  simultaneously  solve  this  entire  set  of  remaining  error 

equations.  If  we  proceed  in  this  way,  then,  each  time  we  make  an  approximation, 
the  remaining  errors,  *  ,  for  the  entire  field  are  all  reduced  one  more  time. 
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At  the  nodal  point,  i j ,  the  equation  for  the  remaining  error  left  after 

the  nth  approximation  is  as  follows  e*.,  —  C%LI4,%U  — 

CSj-rfj-x  +  (16.60*) 

For  the  limiting  case,  _  _  * 


If  we  partially  differentiate  equation  (16.60)  against  4>  ,  then  we  can  obtain 
the  various  parameters 


<•)  .  <b> 
El  6.7 

Fig  16.7 


1.  Relaxation  Procedure  2.  Implicit  Unifilar  Method  3.  Implicit  Full  Field 
Method 

Because  of  the  fact  that  the  various  parameters  C*  are  all  implicit  functions, 
besides  which  it  is  also  true  that  other  variables  also  influence  the  remaining 
error,  «,  it  follows  that  we  should  use  $,*  to  represent  the  influence  on  e 
of  the  total  of  several  quantities. 

If  we  once  solve  the  chain  formula  (16.61)  to  represent  a  set  of  full  field 
r''axation  equations,  then,  it  is  possible  to  undertake  the  (n+l)the  approximation. 
If,  when  we  start,  we  already  know  then  it  is  possible,  on  the  basis  of  the 
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algebraic  equations  of  Newton  and  others  for  the  extraction  of  roots,  to  solve 
equation  (16.61). 

The  first  step  is  to  make  an  attempt  at  solving  the  equation  in  question;  to 
do  this,  first  assume  -  0.  From  equation  (16.61),  figure  out  an 

intermediate  value,  4>*» .  From  the  results  of  this  calculation  and  on  the  basis 
of  the  "outward  stretch"  method,  select  a  value  for  .  We  can  then  use  this 

value  for  '<p*^  in  the  second  step  determination  of  a  precise  value  for  the  (n+l)th 
approximation  to  the  value  of  ^  ;  on  the  basis  of  this,  we  can  then  figure  out 

that  «=  41}  —  4>7r  .  If  we  make  use  of  equation  (16.52),  then,  the  relaxation 

approximation  formula  in  the  tentative  try  at  a  solution  in  step  one  becomes 

“  •  ... 


If,  around  each  nodal  point  (ij)  in  a  flow  field  grid  network  we  write  an 
equation  of  the  form  of  equation  (16.63),  then,  we  obtain  a  set  of  linear  algebraic 
equations.  We  then  solve  this  set  of  linear  algebraic  equations  on  the  basis  of 
the  "alternating  or  reversing  direction  implicit"  method  of  solution. 

Form  solving  equation  (16.63),  we  obtain  the  dependent  variable  intermediate 
value  after  this  is  done,  then  on  the  basis  of  equations  (16.531  to  (16.57), 

we  figure  out  all  the  parameters  C^j,  and  use  equation  (16.52)  to  figure  out  the 
remaining  error 

On  the  basis  of  the  data  which  have  already  been  figured  out,  we  then  extend 
the  process  to  the  nth  approximation  and  the  intermediate  value  (*),  and  deduce 
<J>*  for  the  (n+l)th  approximation. 

Let  us  assume  that,  when  we  are  figuring  the  nth  approximation,  the  error  d>* 
or  deviation  =  0;  on  the  basis  of  this  assumption,  we  can  say  that  dtf,  ~  0;  in 
this  case,  from  equation  (16.52),  the  remaining  error  or  deviation  that  we 
calculated  should  be  &♦*,;  it  follows  from  this  that,  from  equation  (16.60),  it  is 
possible  to  obtain  the  relationship 

If  we  are  considering  the  fact  that,  from  the  nth  to  the  *th  approximations. 


there  are  two  instances  of  error  or  deviation,  because  of  the  fact  that,  in  the 
case  of  the  first  step  in  which  we  made  a  tentative  attempt  at  a  solution,  we 
already  knew  that  the  remaining  error  or  deviation  was  llt  and  we  also  knew 
that,  in  this  situation,  $>•  —  0,  we  can  utilize  the  secant  method  (Fig  16.8),  and. 


in  the  second  step,  select  for  use  a  which  should  be 

.-US 
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(  1  6  O  •*  ) 


I 

■  16.8 


Fig  16.8 

1.  The  Secant  Extrapolation  Method 


If  we  take  the  intermediate  value  *  between  the  two  approximations,  and  push  them 
to  the  (n+l)th  approximation,  then,  it  is  possible  to  take  equation  (16.63)  and 
expand  it;  after  this  is  done,  then,  if  we  substitute  the  value  for  $*,  which 
we  obtained,  into  equation  (16.64),  we  can  solve  for  ,  ,  as  follows, 


~  —  $>*  (16.65) 


< 


The  two-step  "implicit  function  relaxation  approximation  method"  certainly 
appears  to  be  a  lot  of  trouble;  actually,  it  is  very  helpful  and  effective.  For 
example,  if  we  assume  that  all  the  parameters  C^j  are  unrelated  to  ,  then, 

<*>;.  =  uj  on  the  basis  of  this,  we  can  simply  approximate  one  time,  and  we  can  then 
obtain  an  accurate  solution.  The  strong  point  of  this  method  is  that,  when  one  is 
carrying  out  an  approximation,  the  remaining  errors  or  deviations  for  the  whole 
field  all  tend  toward  zero,  and  the  mutually  related  non-linear  influences  can  be 
represented  by  <P*j  . 

Let  us  consider  the  Alternating  Direction  Implicit  computational  language,  ADI. 
Equation  (16.63)  or  (16.65)  is  the  numerical  standard  or  normal  equation  for  the 
remaining  error  or  deviation  from  the  ellipsoid  partial  differential  equation  for 
a  combustion  flow  field;  it  can  be  written  in  an  all-purpose  form  as  follows: 


(Let  us  assume  that  ■■  Cz’,  +  CrmM,  then, 


c: +  c**  <*>;,*'  - 

c.w;*1,  +  c rfay  -  c,v,0,7Jl  -  n 

(16.66) 
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The  solution  of  equation  (16.66)  requires  the  use  of  a  five-line  diagonal 
matrix.  The  ADI  method  takes  the  five  lines  and  turns  them  into  a  three-line 
diagonal  matrix,  and,  finally,  uses  the  "Gaussian  block  elimination  method"  to 
achieve  a  solution. 

In  order  to  utilize  the  ADI  method,  it  is  first  necessary  to  take  the 
difference  quantities  for  the  horizontal  (j  not  changing)  and  the  vertical  (i  not 
changing)  out  of  equation  (16.66)  and  separate  them,  that  is, 

-  +  i- 

-  -  crfoz*1 

+  c?j+i+r&  +  n,  <i«.67) 

+  +-c7ru+r-Vj  .  ■ 

-  +17,.  ■;  ,.<164>8) 


The  p  in  the  two  equations  above  is  called  the  "acceleration  approximation 
coefficient."  Let  us  assume  that  m  =  the  numerical  value  for  the  first  acceleration 
coefficient  or  parameter  p,  which  was  used.  If  we  are  considering  a  case  in  which 
the  three-lire  diagonal  matrix  involved  has  a  maximum  value  *  b  and  a  minimum 
value  «  a,  then. 


If  we  use  the  equation  below  to  figure  out  the  smallest  whole  value  for  m,  then,  it 
is  possible  to  decide  how  best  to  use  several  different  values  of  \p§ ,  that  is. 


-JV-# 


The  ADI  method  utilizes  equations  (16.67)  and  (16.68)  by  switching  their 
calculations  back  and  forth.  If  one  reaches  the  point  at  which  the  corresponding 
errors  or  deviations  for  two  successive  approximations  are 


<  <L  00  -  ’~-: 


then,  it  is  possible  to  end  the  calculation. 
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Sec  8  Sample  Results  of  Combustion  Flow  Field  Calculations 

(1)  Flame  tube-type  combustion  flow  fields.  If  we  take  the  flow  function  4> 
and  the  curl  or  vorticity  u  and  use  them  to  replace  the  flow  speeds  u  and  w  as 
well  as  the  pressure  gradient  ( dp/Qt )  »  then,  on  the  basis  of  the  difference 
equations  employed  in  previous  sections  on  axisymmetric  flow  fields  as  well  as  on 
the  basis  of  numerical  calculations,  it  is  possible  to  obtain  an  average  time 
quasi-stable  flow  line  spectrum  for  the  forward  part  of  a  flame  tube.  We  already 
know  the  internal  ring  and  external  ring  diameters,  d  and  D,  of  the  intake  vortical 
flow  devices,  the  amount  of  intake  gas  flow  G0  (kg/s)  as  well  as  the  temperature 
T0  and  the  pressure  pQ.  According  to  Sec  11  of  Chapter  6,  the  vortical  strength 
number  figures  out  to  be  S  =  1.57.  Large  and  strong  rotational  jets,  in  the 
forward  part  of  flame  tubes,  create  radial  and  axial  pressure  gradients  which  cause 
the  formation  of  areas  of  counter-current  flow  =  a  negative  value)  as  well 

as  vortical  rings.  If  we  take  as  a  basis  the  facts  that  the  counter-current 

j/j  t  , 

boundary  line  is  w  =  0,  and  that  —  ■»  0,  then,  along  inward-tending  and  outward- 

<1>C 

tending  radii,  one  sees  represented  flow  lines  for  different  amounts  of  flow 
(Fig  16.S'».  According  to  equation  ( 16  .47 )  rpudr ,  4>*  is  the  flew  line  which 

hugs  the  inside  wall  of  the  outer  ring  of  a  vortical  flow  device. 


1.  The  Flow  Line  Spectrum  for  a  Flame  Tube-type  Combustion  Flow  Field  2.  Ignition 
Flame  3.  The  Amount  of  +  Roll  Up 

(2)  A  comparison  between  experimentation  and  calculations  concerning  the 
combustion  of  round  tube  combustion  chamber  rotational  jets.  Natural  gases  are 
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supplied  from  a  jet  nozzle  in  the  center  of  one  end  of  a  round  tube  combustion 
chamber  with  an  internal  diameter  of  200  (mm)  (the  most  important  of  these  is 
methane  or  methyl  hydride).  Around  the  jet  nozzle,  there -is  the  presence  of  an 
axial  gas  supply  Gq  and  a  tangential  gas  input  volume  G#  ;  this  situation  forms 
a  rotational  jet.  It  is  possible  to  adjust  (C«/C,)  so  that  it  will  be  equal  to  S’ 
and  represent  the  vortical  strength  number.  We  did  experimental  measurements  of 
the  gas  temperatures  T  (K)  along  the  axis  of  symmetry  (Fig  16.10).  Besides  this, 
on  the  basis  of  the  set  of  average  time  quasi-stable  state  differential  equations 
set  out  in  previous  sections  for  axis ymme trie  combustion  flow  fields  and  on  the 
basis  of  the  associated  difference  equations,  we  figured  out  a  comparison  between 
the  calculated  distribution  of  gas  temperatures  along  the  axis  line  and  the 
experimental  values  obtained  for  this  distribution.  It  can  be  seen  that,  if  one 
raises  the  tangential  and  axial  gas  supply  ratio.  S',  (as  well  as  the  vortical 
strength  number,  S),  then,  it  is  possible  to  shorten  the  flame  and  raise  the 
temperature  of  combustion.  Combustion  efficiency  and  stability  are  also  raised 
along  with  S  ' . 


1.  A  Comparison  of  the  Influence  of  Vortices  on  the  Temperature 
Along  the  Axis  of  Symmetry  2.  Calculation  3.  Experimentation 
Strength  Number 


Distribution 
4.  Vortical 
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